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PREFACE TO THE FIRST EDITION 

In preparing this volume my object has been to treat the science 
of heat in a comprehensive manner, so as to produce a tolerably 
complete account of the whole subject in its experimental as 
well as its theoretical aspect. I have conseipently enjoyed a 
freedom in my choice of subject-matter, and mode of exposition, 
which would not have been pos.sible in a work designed to meet 
the requirements of some particular class of persons preparing 
for examinations or engaged in practical pursuits. 

It is but a short time since the pursuit of experimental 
research was regarded merely as a matter of individual curiosity ; 
but owing to the high commercial value and important bearings 
of many of the recent discoveries in the fields of science, the 
public mind has now beco me -►to the conviction that 

knowledge is wealth, and ^llft the s'8entif^Nducation of the 
people is a matter 

In the struggle for place it is* not surprising that the nobler 
aspect of science, as an instrument of education and culture, 
should be lost sight of in the popular desire for a mere acquaint- 
ance with the facts demanded by the exigencies of the moment. 
It cannot, however, be too soon or too often impressed upon the 
heginner that an acquaintance with a number of facts does not 
constitute a scientific education, and that there is no royal road 
to learning other than that by which it Is pursued for its 
own sake. 

The great lessons of history are not to be found in the 
records of battles or in the details of infamous amours and 
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massacres, nor in the memory of the dates, but rather in the full 
knowledge of the inner meaning of events, and a due appre- 
ciation of their general bearing on the social development of 
mankind. So also in science, that knowledge which is power is 
not the mere memory of facts, but the comprehension of their 
whole meaning in the story of nature. 

It is in the pursuit of this knowledge that scientific theories 
are formed. Without a theory all our knowledge of nature would 
be reduced to a mere inventory of the results of observation. 
Every scientific theory must be regarded as an effort of the 
human mind to grasp the truth, and as long as it is consistent 
with the facts, it forms a chain by which they are linked 
together and woven into harmony. 

The fact that any theory, however plausible, may ultimately 
become untenable, demands its constant comparison with the 
results of experiments, and the closest scrutiny at every step of 
its development. In this respect, and also from an educational 
point of view, the historical method of treatment possesses many 
advantages in the exposition of any scientific subject. When this 
method is combined with that detail in description and explana- 
tion which is necessary to secure instruction, and also witli such 
suggestion and criticism as may excite intellectual life and inde- 
pendent thought on the part of the student, it does not lend 
itself readily to the production of a pocket edition of the sciences. 
It must be remembered, however, that the most fruitful method 
of exposition is not necessarily that by which a given number of 
facts may be recorded in the smallest space, but rather that by 
which they may be most easily assimilated by the mind, and 
most comprehensively grasped in their general bearings and 
mutual relations ; and this is the method which is most calcu- 
lated to advance knowledge and raise the intellectual character 
of the individual. 

I have now to express my obligations to the many sources 
of information which I have laid under contribution during the 
comparatively short time allotted to the preparation of this 
work. Due reference is given to these throughout the text, and 
it is hoped this may increase the usefulness of the book to those 
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who desire fuller information on any particular point. I have 
given in detail what may be called the classical experiments of 
the subject, and in addition I have noticed such other investi- 
gations as will give the student a general idea of the character 
of the work that has been done in each department up to the 
present time. The diagrams with which these descriptions are 
illustrated have all been prepared by Mr. J. D. Cooper (188 
Strand, London) with exceptional attention and despatch. 

Such subjects as the steam-engine and the theory of solutions 
have been omitted, as they demand, and have already obtained, 
separate treatment in special works. The kinetic theory of gases 
has only been entered into so far as to meet the immediate 
requirements of the subject in hand ; and it would be desirable 
to treat this, and some other subjects usually dealt with in 
treatises on Heat, in a separate volume. 

In conclusion, I beg to offer my best thanks to Mr. Charles 
J. Joly, M.A., of Trinity College, Dublin, and Professor Alex. 
Anderson of Queen’s College, Galway, for their kind assistance in 
reading the proofs. To Professor G. F. Fitzgerald I am indebted 
for much valuable criticism and suggestion while the work was 
passing through the press, and also for the continuance of that 
generous assistance and advice with which he favoured me during 
the preparation of my work on the Theory of Light. 

THOMAS PRESTON. 


DuBLiy, Jamiaty 1894. 
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In preparing this edition for the press, 1 wished to reduce, if 
possible, the size of the volume by omitting such parts as 
seemed no longer to possess much scientific or historical interest. 
With this view, a good many descriptions of e.xperimental work 
and tables have been either omitted or abridged. Owing, however, 
to the amount of new matter added, the size of the book remains 
about the same as in the second edition. Nearly all the additions 
deal with matters of theoretical interest, accounts of later ex- 
perimental work having been very sparingly added. The chief 
addition is a new chapter on the kinetic theory of gases. In 
writing this chapter great pains have been taken to present the 
kinetic theory in as simple a form as the nature of the subject 
will admit. I believe that all the most important results of the 
theory have been given, though in the case of a few I have 
found it necessary to refer the reader to special treatises for 
proofs. Applications of thermodynamics to problems in physical 
chemistry have not been given, as I regard them as outside the 
scope of the book. 

I have made a great deal of use of the Djjnamical Tlteory of 
Gases by J. H, Jeans in writing the last chapter, as well a.s in 
some other parts of the book. 

I have to thank Professor W. il'Fadden Orr, F.Il.S., Pro- 
fessor J. A. M'Clelland, F.E.S., and Mr. H. H. Poole, Sc.D., for 
valuable suggestions and advice. 

All additions to the work of the author have, as in the 
second edition, been included in square brackets, except the last 
chapter, which is all new. 

J. E. COTTEE. 


TiUXITY CoLI.EliE, Duiil.IX, 
6//i Fehniary 1919. 
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CHAPTER I 


PBELIJIINARY SKETCH 

SECTION I 

INTRODUCTOKV 

1. There is, perhaps, no scientific incpiiiy more full of human 
interest than the study of the nature of heat, and the manner in which 
matter in general is affected by it. No branch of physical science 
is so intimately connected with the everyday occupations of life, 
and, consequently, none of them interests mankind more closely. 

The influence of heat is ntanifestly so universal, and its actions so 
important and necessary to the progress of all the operations of nature, 
that, to those who first considered it with some attention, it must have 
at once appeared to be the general principle of all life and activity 
on this globe. With its return in springtime the bud breaks into 
blossom, and new life animates the vegetable kingdom. B\' its agency 
the incubation of the egg progresses, a living thing is brought into 
the world, and heat is still necessary to its support. Finally, to the 
power which man has acquired over it is due that supernatural 
strength which has made him superior to all other animals, and master 
of land and sea. 

It is not surprising, therefore, that an agent at once so powerful 
and so serviceable, so beneficent and yet sometimes so terrible, should 
have become a subject of adoration and worship among the inhabitants 
of the earth, but at first sight it may seem more than surprising that 
its study in early times should have been so much neglected. 

2. This indifference can only be attributed to that lack of atten- 
tion with which ‘men always regard those things which they are 
accustomed to use instinctively for their needs, and which they have 
before them at all times. The first instinct of man is to dii ect and 
use the forces of nature for the purposes of life. Theorising follows 
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afterwards. The early acquisition of this practical knowledge is 
proved by mighty monuments which were raised by the workmen of 
the earliest historic times. The magnificent temples of India, the 
vast pyramids of Egypt, the noble architecture and sculpture of Greece 
and Rome, prove that the engineers of those days had acquired a 
knowledge of some of the methods of transporting cyclopean masses. 
Various hydraulic and pneumatic appai’atus were certainly in vogue, 
and many engines were invented by Ctesibus and his pupil Hero. 

The ancient philosophers were, however, strongly disinclined to 
impart their learning to the public, and each in general communicated 
it only, to his special disciples. They all esteemed it an essential part 
of learning to be able to conceal their knowledge from the uninitiated, 
and even those who were most celebrated for their inventions were so 
infected by this superstition that they refrained from leaving any written 
account of their discoveries, — a practice which was certainly detrimental 
to the advancement of posterity. 

3. The question, “ What is heat ? ” must, however, have been 
proposed and pondered over by all inquiring minds from the earliest 
times. Man could not go on for ever using fire to cook his food and 
warm his body without seeking to know something of the source and 
nature of this agent. The inquiring mind cannot rest satisfied with 
the mere observation of the facts of nature, but is irresistibly led to 
investigate their origin and cause. The fact of highest interest and 
importance is that the sun illuminates and warms the earth, and the 
questions which must have presented themselves earliest to the atten- 
tion of philosophers were, “ What is light ? and “ What is heat ? ” 
A question of a much simpler order is, “ What is sound ? ” and that 
any satisfactory answer has been obtained to the two former is 
probably owing to the proposition and solution of the latter. Amid 
the phenomena of sound we deal with a medium which we can subject 
to experiment, and whose properties we can thoroughly examine, but 
in the phenomena of heat and light we step at once into the sanctuary 
of the unknown. From the domain of the visible and tangible we 
pass into that of the invisible and intangible. The known process, 
however, gives direction to the line of thought, and, reasoning by 
analogy, the imagination expands from the domains of the senses and 
embraces in thought the regions which lie beyond it. By observation 
and experiment the human mind becomes acquainted with a knowledge 
of the properties and relations of things, and, reasoning upon the in- 
formation thus supplied, we rise to the explanation of the unknown 
and intangible by means of the ideas which we have gained from what 
is known and tangible. 
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The reverse and less philosophic process — the explanation of the 
visible by means of the invisible — seems to have been the general 
habit of those who first speculated in physical science. In all the 
pursuits which required refined taste and the native powers of the 
intellect, the ancient Greeks were pre-eminent. They possessed, as if 
instinctively, the perception of everything that is sublime and beautiful. 
They were keen observers of men, but as physical philosophers they 
failed, not perhaps from want of genius or application, but because 
they pursued a false path ; because they reasoned more upon an 
imaginary system of nature than upon an accurate knowledge of the 
facts ; and tried to explain physical phenomena by resorting to 
speculation more than to observation and experiment. The general 
tendency was to explain the seen by means of the unseen, ami to 
appeal to the imagination rather than to observe facts. Thus, the 
general effects of heat were erjiluinei! by the invention of fire titoiim, 
which drove furiously through the pores of bodies, and loosened their 
molecules asunder, reducing solids to liquids, and liquids to vapours. 

4. The systematic study of heat, as a distinct branch of experi- 
mental science, commenced little more than half a century ago. 
Previously the nature and efi'ects of heat (or fire) were investigated 
only by the chemist, whose most powerful agent and ally it has 
always proved. One of the earliest attempts at theorising in chemistry 
originated in the explanation of the nature of combustion, and, con- 
sequently, in tracing the oiigin and growth of our subject we are led 
back to the early study and growth of the science of chemistry, and of 
experimental inquiry in general. 

Although the practice of alchemy seems to have been common 
among the Egyptians in very remote ages, yet the origin of experi- 
mental inquiry cannot be dated farther back than the seventh or eighth 
century of the Christian era. Its inception seems to have been co- 
eval with the short period during which cultivation and scientific 
learning were promoted by the Arabians. Actuated by the desire for 
wealth, the alchemists ardently prosecuted the search after the artificial 
production of the noble metals, and visionary as may have been their 
hopes, yet they made experiments, and the expeilments of the 
alchemists were more calculated to extend the bounds of human 
knowledge than the speculations of the Greeks. 

M'hile Greece and Italy sank into barbarism, the early Moham- 
medans, who had previously destroyed almost all the records of the 
progress of the human mind, rekindled the light of learning, and 
became the cultivators of a new science. From Egypt, where they be- 
came acquainted with the Aristotelian philosophy and chemistry, they 
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penetrated through northern Africa, and crossed over into Spain, 
and here arts and sciences flourished under their dominion. The 
academies of Spain were soon thronged with students from all parts 
of the Christian world, the knowledge of alchemy spread, and in the 
thirteenth century alchemists of the Arabian school were established 
in all the chief countries of -Europe. 

5. Amongst a people of conquerors disposed to sensuality and 
luxury, even from the very spirit of their religion, and who were 
romantic and magnificent in their views of power, it was not to be 
expected that any new science would be pursued in a rational and 
philosophic manner. As a consequence the early discoveries in 
chemistry led to the practice of alchemy, the objects of which were to 
produce a substance {the philosopher’s stone) capable of converting all the 
other metals into gold, and to discover the elixir of life — a universal 
remedy against old age, calculated to preserve youth and prolong 
indefinitely the period of human life. 

The processes relating to the discovery of the philosopher’s stone 
and the elixir of life were probably widely diffused by means of the 
Crusades, for many of the warriors who, animated with visionary plans 
of conquest, fought the battles of their religion in Palestine, seem 
to have returned to their native lands under the influence of a new 
delusion. 

At this time the public spirit of the West was calculated to assist 
the progress of all pursuits that carried with them the air of mysticism. 
Burning with the ardour of a rapidly extending and exalted religion, 
men were much more disposed to believe than to reason. In all times, 
however, the love of knowledge and power has been instinctive to 
the human mind ; in darkness it desires light, and follows it with 
ardent enthusiasm, even when appearing in delusive glimmerings. 

6. The Middle Ages consequently constitute what may be regarded 
as the heroic, or fabulous, epoch in experimental physics, and, as 
might be expected, their records contain a great variety of anecdotes 
relating to the transmutation of metals, and the views or pretensions 
of persons considered as adepts in alchemy. 

Some of these alchemists were low impostors, whose object was to 
delude and defraud the credulous and ignorant. Others seem to have 
deceived themselves with vain hopes, but all followed the pursuit as a 
secret and mysterious study. The processes were communicated only 
to a few chosen disciples, and, being veiled in the most obscure and 
enigmatic language, their importance was enhanced by their ambiguity. 

In all ages men have been governed more by what they desire or 
fear than by what they know, and in this age it was particularly easv 
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to deceive, but difficult to enlighten, the public mindd Truths, how- 
ever, were discovered, but they were so blended with the false and 
marvellous that another era was required to separate them from con- 
comitant absurdity, and to demonstrate their true importance and 
uses. 

The alchemists in chemistry have been somewhat like the pei- 
petual motionists in natural philosophy. Both, by seeking after the 
impossible, have led up to discoveries of the greatest importance and 
practical value. Both, like the fabled husbandmen of old, by seeking 
after brilliant impossibilities, sometimes discovered useful realities. 

7. Even in these times, however, progress was made, and there 
were some who essayed to form scientific vie\vs. Men of exceptional 
intellectual power were found difl’erentiating themselves from the 
crowd, and seeking to connect natural phenomena with their physical 
principles. By the early alchemists the elements had been placed 
under the dominion of spiritual beings, and their followers in Europe 
conceived gnomes and nymphs, sylphs and salamanders, genii and 
fairies, capable of being governed and enslaved by man. These 
spiritual agents seem to have originated with the alchemists, w'ho all 
professed to believe in supernatural powers, in an art above experi- 
ment, and a system of knowledge not derived from the senses. In 
addition, the systems of logic adopted in the schools were founded 
rather upon the analogies of words than upon the relations of things, 
and they were consequently more calculated to conceal error than to 
discover the truth. 

8. With the revival of literature in Europe came the desire for 
philosophic discussion in the sciences. The diffusion of letters gradu- 
ally brought the opinions of men to the standard of truth and nature. 
Failures in the experimental arts produced caution, and the frequent 
detection of imposture created rational scepticism. Science demanded 
the extirpation of the gods and demons which haunted its domains, 
and called for absolute reliance upon law in nature. The supernatural 
was swept from the field, and gave place to a rational basis for natural 
phenomena, and the problems previously attacked from above were 
now approached from below. 

In the beginning of the thirteenth century Roger Bacon of Oxford 
applied himself to observation and experiment with characteristic 

‘ That the delusions of alchemy were ardently pursued may he learned from the 
public acts of these times. In 1316 the alchemists were openly condemned by Pope 
.John XXII. as impostors, who promised what they did not perform, and in England 
an Act of Parliament was passed in the fifth year of the reign of Henry IV , pro- 
hibiting attempts at transmutation, and rendering them felonious. 



6 


THEOEY OF HEAT 


CHAP. I 


talent and sagacity. A man of truly philosophic turn, desirous of 
investigating nature, and of extending the resources of art, his 
inquiries offered some very extraordinary combinations, but neither 
his labours nor those of Albert of Cologne (a contemporary genius of 
kindred spirit) seem to have had any considerable influence on the 
improvement of his age. The wonders performed by the experimental 
art were attributed by the vulgar to magic, and at a time when know- 
ledge resided only in the cloister any new philosophy was regarded by 
the learned with a jealous eye. 

9. Before the time of Lord Bacon there had been no distinct views 
concerning the art of experimental inquiry. It was left for him to 
point out how little could be effected by the unassisted human powers. 
He directed the attention of inquirers to artificial resources and the 
use of instruments for assisting the senses, and for examining bodies 
under new relations. He taught that man was but the servant and 
interpreter of nature, capable of discovering truth in no way but by 
observing and imitating her operations ; that facts were to be collected 
before speculations were formed ; and that the materials for the 
foundations of true systems of knowledge were not to be discovered 
in the books of the ancients, nor in metaphysical theories, nor in the 
fancies of men, but by observation of the visible and tangible in the 
external world. 

Facts are independent of taste and fashion, and are subject to 
no code of criticism. They are perhaps more useful when they con- 
tradict than when they support received doctrines, for our theories 
at best are only imperfect approximations to the real knowledge of 
things, and in all physical research doubt is usually an incentive to 
new labours, and tends continually to the development of truth. The 
thoughts and questionings of man turn towards the sources of natural 
phenomena and seek a knowledge of the actions which underlie them. 
By a process of abstraction from experience physical theories are 
formed which lie outside the pale of exjjerience, but which satisfy the 
desire of the mind to see every event in nature resting upon a cause. 
Natural philosophy is an cxperiinentnl and not an intuitive science, and 
K priori reasoning cannot alone conduct us to a physical truth. We 
must endeavour to discover what it is, and not speculate on what it 
might be, or decide on what ought to have been, and the causes and 
connections of the phenomena of nature have escaped the apprehension 
of man for ages by the wilful ignoring of this fact.^ 

10. About the middle of the seventeenth century mathematical 
and ])hysical investigations were pursued in every j)art of the civilised 

* See Tait’s Sketch uf Ther nmly mimics. Edinburgh : David Douglas. 
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world with an enthusiasm before unknown. The new mode of 
improving knowledge by collecting facts associated together a number 
of labourers in the same pursuit. It was felt that the whole of nature 
was yet to be investigated, and that there were distinct subjects 
connected with utility and glory, sufficient to employ all inquirers, 
yet tending to the common end of promoting the progress of the 
human mind. 

Learned bodies were formed in Italy, England, and France, foi' the 
purpose of the interchange of 0 [)inions, the combination of labour, the 
division of expense in performing new experiments, and the accumu- 
lation and diffusion of knowledge. The Academy del Cimento was 
established in 1651, under the patronage of the Duke of Tuscany; 
the Royal Society of London in 1660; and the Royal Academy of 
Sciences of Paris in 1666. A number of celebrated men, who have 
been the great luminaries of the different departments of science, were 
brought together or arose in these noble establishments. The ardour 
of scientific investigation was excited and kept alive by sympathy. 
Taste was improved by discussion, and by a comparison of oj)inions. 
The conviction that useful discoveries would be ajipreciated and 
rewarded was a constant stimulus to industry, and every field of 
inquiry was open to the free and unbiassed exercise of the powers of 
genius. 

11. Chemistry had scarcely begun to assume the form of a science 
when the attention of all the most brilliant intellects became directed 
to another object of research. The Xewtonian philosophy sprang into 
full life at a single bound, and its objects were calculated by their 
grandeur to monopolise the attention of the most gifted men of the 
age. The effect occasioned on the scientific minds of the time has 
been compared to that which the new sensations of vision produce on 
the blind receiving sight. The highest interest and most enthusiastic 
admiration were awakened, and for nearly half a century the new 
study engrossed the thoughts of the most eminent philosophers of 
Europe. 

At length the current of scientific thought began to flow in other 
channels, and in the latter half of the eighteenth century the founda- 
tions of a systematic inquiry into the nature of heat were laid by 
Black, Wilcke, Crawfoi’d, Irvine, and Lavoisier, followed by Rumford, 
Pictet, Herschel, Leslie, Dalton, Davy, Gay-Lussac, and many others. 
On the basis thus firmly laid a noble edifice has since been raised, a 
lasting monument to the genius of the nineteenth century ; and from 
base to highest battlement may be traced the work of our illustrious 
countrymen — Rankine, Joule, and Thomson. 
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12. A review of the opinions of the ancients, and of their specula- 
tions in physical science, may prove amusing in some parts, but every- 
where it is a most instructive task. Their writings on every branch 
partake more of the character of a record of ingenious speculation 
than of experimental inquiry. Hypotheses of a mystical character 
were framed to explain the phenomena of nature, and physical results 
were based on meaningless dogmas. Men were told that the planets 
move in circles bemuse circular motion is perfect, and systems of 
physics were founded on the assertion that “nature abhors a vacuum” 
and the Latin dogma, “causa equat effectum.” While this lasted 
progress in the physical sciences was impossible. Dogma was handed 
down from generation to generation, and free thought found no place 
in the schools of the Middle Ages. 

It is, however, unfair to boast of the jwogress of the nineteenth 
century as compared with that of the generations which have preceded 
it. At a time when little is known men grope after knowledge in the 
dark, and though the gateway may be near at hand, the entrance may 
not be effected, until happily some one stumbles in by accident. Once 
entered, the passage becomes easy for those who follow, and future 
progress is enormously assisted by the history of the failures and 
successes of those who have gone before. Difference of native intel- 
lectual power in different ages is not so much the cause of the vary- 
ing success attending the labours of men as the peculiar nature of 
the artificial resources and means in their possession. At all times 
progress is retarded by absolute reliance on the work of great masters. 
The first function of the human mind is to doubt, and to free itself 
from prejudice and from, all testimony which may deceive the senses. 
Emancipation from the slavery of superstition and the influences of 
early education is a very slow process. Sentiment is constitutional 
to mankind, and the strongest intellects find it hard to break away 
from the teaching of those whom they have early learned to reverence, 
even when its errors are clearly and conclusively pointed out to them. 
Throughout this long period the spirit of free inquiry was growing 
and gathering strength for a brave struggle against the superstition 
and mysticism in which it was entangled. The germ of true scientific 
inquiry finally took root and flourished. Intellectual health ensued, 
and resulted in scientific progress. The abominations of the alchemists 
were swept away, the spirits of the air disappeared, and the pursuit of 
science became the free inquiry after truth. 

The history of such a period is therefore not merely a matter of 
curiosity. It is a great lesson to all subsequent ages. It shows that 
truth in physical science is not to be sought for in dogma, nor can a 
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system of nature be built up from our inner consciousness, but that it 
must be sought for earnestly and honestly by patient observation and 
skilled experiment. 

It is sometimes asserted that metajihysical speculation is a thing 
of the past, and that physical science has extirpated it. But as long 
as the mind of man is fresh, speculation will continue as fascinating as 
it was in the days of Thales. Perhaps at no time has the scientific 
atmosphere been more pregnant with speculation than at present. 
Almost every day fresh discoveries are made and new theories formu- 
lated and advanced on doubtful or entirely hypothetical foundations. 
At the same time the germs of all kinds of mental disorders are rife. 
Perpetual motionists and believers that the earth is fiat have not yet 
become extinct. Spiritualists and quack scientists increase at an 
amazing pace, and the patent- medicine man grows wealthy, while 
the spirit of true scientific inquiry sickens in the fierce struggle for 
existence. 
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PEELIMINAEY EEMAEKS ON THE GENEEAL EFFECTS OF HEAT, AND ON 
THE MEANING OF THE TEEMS USED IN THE SUBJECT 

13. The Sense of Heat. — The terms hot and cold are primitive 
words of the language referring to a certain class of sensations which 
we experience through the sense of heat . The sense of touch is regarded 
by some as a double sense, embracing that of heat as well as that of 
force or resistance. When a body is touched with the hand two very 
distinct sensations are in general experienced, one a feeling of resist- 
ance or force, and the other of warmth or coldness derived through 
what is termed our sense of heat. The latter class of sensation is also 
experienced when we sit in the sun or before the fire, or in the neigh- 
bourhood of any hot body, and consequently to excite it actual contact 
with matter is not necessary. It is therefore not at all obvious that 
the sense of heat is part of, or in any way related to, the sense of 
touch. On the contrary, it appears to be much more closely related 
to the sense of sight. A hot body is to be regarded as the source of 
an influence which affects the sense of heat just as a luminous body is 
regarded as the source of an influence affecting the sense of sight. 
The name given to the active agent in the former case is heat and in 
the latter light, and we shall see as the subject progresses that these 
two influences are of the same character, and that the nature of the 
active agent in one case is the same as in the other. The sense of 
heat, therefore, is quite as distinct as the sense of sight, and is certainly 
less related to the sense of touch than is the sense of taste or smell, 
which both depend upon contact with some form of matter (see 
further, p. 31). 

14. Definition of Temperature. — The words hot and cold, or hot- 
ness and coldness, refer to the state of a body as judged by the sense 
of heat. By means of this sense we say that one body is hot and that 
another is cold, or that one body is hotter than another. If several 
pieces of the same substance be given, we can by means of the sense of 
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heat alone arrange them in order so that each shall be hotter than 
all that precede it in the series and colder than all that come after. 

We are hence led to the idea of a scale of hotness, and to inquire how 
much one body is hotter than another. 

The estimation of the hotness of a body must of course be relative 
to some scale or standard of measurement. When this standard is 
chosen we may speak scientifically of the hotness of a body, and for 
this purpose the word temperature is employed. The word temperature 
thus means simply the degree of hotness of a body measured accord- 
ing to some arbitrarily chosen scale. It is a scientijk term, and Si-ientitic 
contains all the meaning of the primitive word hotness, as well as 
the idea of a measure of the hotness. It embraces two conceptions — 
first, the idea of equality of hotness, or that condition of two pieces of 
matter when they are said to have the same temperature ; and secondly, 
the idea of dift'erence of hotness and of its mode of measurement. 

By means of the sense of heat alone a series of pieces of the same 
substance might be arranged in order of temperature, or the equality 
of temperature of two pieces of the same substance might be fairly 
accurately judged, and if the impressions could be distinctly re- 
membered a system of measurement of temperature might be founded 
on the sense of heat alone. Accuracy by this method would be prac- 
tically impossible, for the recollection of even a single temperature can 
be only roughly retained by those who specially cultivate the sense of 
heat for this purpose, such as bath attendants or hospital nurses. For 
scientific purposes it is therefore highly desirable to estimate tempera- 
ture by some property of matter which varies continuously with the 
hotness, and which always remains the same at the same hotness. 

Intervals of hotness cannot, however, be measured in the proper 
sense of the word. They may be indicated in a thoroughly definite 
manner, according to some chosen scale or standard, but one hotness 
cannot be expressed in terms of another in the same sense that one 
length or mass may be expressed in terms of another. In order to 
measure any magnitude we must compare it with some other magnitude 
of the same order which is taken as the unit. Thus a measuring tape 
is constructed by adding together any number of units of length, but 
we possess no means of adding together in the same way units of 
hotness. When, however, the scale of temperature is laid down and 
graduated by arbitrary definition, we may say that the interval 
between two temperatures is equal to the interval between two other 
temperatures, meaning thereby merely that each interval contains the 
same number of scale-units on our chosen system. 

15. Expansion. — One of the most general effects of change of 
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temperature or hotness in any body is change of bulk, or expansion 
by heat. The bulk of every body, with few exceptions, is found to 
increase continuously with its hotness, and consequently this change 
has been selected as the basis of a method of measuring temperature. 
The mode by which the change of temperature is indicated by the 
change of volume of course remains a matter of choice, as well as the 
particular substance employed. 

There are many ways of exhibiting the expansion of solids by 
heat, and several of these are so common that almost every one must 
be familiar with them. Thus the metal rails on a railway track are 
laid not with their ends in contact, but with a short space between to 
allow for expansion in summer, and for the same reason in large 
structures, such as metal bridges, the girders are not fixed rigidly at 
both ends, but a certain play is allowed so that they may expand 
without warping or rupturing the structure. This expansion is also 
made use of in the shoeing of cart wheels, the tyre being slipped on 
while hot, and as it cools it contracts and clasps the wooden frame 
within. A similar application occurs in the bracing together of the 
walls of a building which suffer from an outward lean. Strong bars 
of iron are thrust through the building and secured on the outside 
while hot, and on cooling the bars contract and pull the walls 
together. To expansion also is to be attributed the ventilation of 
mines and houses, as well as the general circulation of water and air 
on the earth’s surface, and the effect of these great ocean streams and 
air currents is to produce a more uniform distribution of temperature. 

A familiar class illustration is that known as Gravesande’s ring. 
A metal sphere which just passes through a ring when cool, when heated 
over a lamp will no longer pass through. Its diameter is now larger 
than that of the ring, but in cooling it contracts and again passes freely 
through. In the same manner a metal bar which fits into a tube 
when cold cannot when heated be passed into the same tube. It is 
for this reason that a glass stopper tightly jammed in the neck of a 
bottle may be easily removed by heating the neck. The heat of the 
hand placed around the neck of the bottle is often sufficient for this 
purpose. If the stopper happens to be colder than the neck of the 
bottle when it is inserted in it, then, as the neck cools, it contracts 
and grasps the stopper tightly. In the same manner ordinary 
tumblers often become wedged within one another, and in such 
cases, if the inner is initially much colder than the outer, the con- 
traction of the latter or expansion of the former may lead to the 
fracture of one or both. 

One of the most interesting illustrations of expansion, however, is 
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presented in the gradual creeping of a sheet of metal down a slope. 

Take the case of a long bar of metal lying lengthwise down an inclined 
plane. When the temperature increases the bar expands and pushes 
forward its lower end rather than its upper, on account of the action 
of gravity which facilitates motion down the plane rather than up it. 

In the same way, when the bar cools it contracts and draws in its upper 
end, and this process goes on with every variation of temperature, the 
result being that the bar gradually creeps down the incline worm-wise 
by alternately pushing forward its lower, and pulling in its upper end. 

The gradual creeping in this manner of the sheet lead covering the 
choir of Bristol Cathedral is cited by Professor Tyndall,’^ the rate of 
motion being about 9 inches per annum. 

Similarly, by placing a metal bar on wheels capable of rotation Creepers, 
in one direction only, the system will creep forward in this direction 
with every variation of temperature, so that the ordinary variations 
of temperature by day and night will cause this apparatus to move 
in any desired direction, up hill or down, and during this motion it 
might be loaded in any way, and perform the part of a heat engine. 

The motion, of course, would be very slow unless special means 
were devised to increase it. Thus, for example, the bar might be 
replaced by a highly expansive liquid enclosed in a large bulb 
furnished with a cylindrical tube in which a piston is fitted. When 
the temperature rises, the liquid in the bulb will expand and push 
the piston forward, and Avhen the temperature falls, the liquid will 
contract, leaving a vacuum behind the piston, and for this reason 
the bulb will move forward, since on account of the construction of 
the wheels on which the instrument is supported the piston cannot 
move back. Similar apparatus may be constructed by supporting on 
wheels bent tubes filled with some expansive liquid or a hent strip 
of two or more metals welded together, such as those employed in 
metallic thermometers (see Art. 77). In principle, however, all such 
forms of apparatus are the same as the curiosity known as Stevenson’s 
Creeper. - 

In the case of solids, the volume may be measured directly, and Apparent 
the absolute expansion determined, but in the case of liquids, which 
must be enclosed in some solid envelope, the expansion of the liquid 
is complicated by that of the vessel which contains it, and the result 
observed is the relative or apparent expansion of the liquid in the 
envelope. Thus, for example, if a large bulb furnished with a narrow 
stem, or a flask with a narrow neck, be filled with a liquid, and 

' Tyiiilall. lI'Kt u Modi’ of Motion, p. 9.'>. 6th edition. 

- Describefl in Tait’s Heaty \k 116. 
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then heated over a lamp, the liquid will at first be observed to 
descend in the neck as if it contracted when heated. Soon, however, 
the apparent contraction ceases, and the liqviid begins to rise in the 
stem, and continues to do so as the temperature becomes more and 
more elevated. The first effect is due to the sudden expansion of the 
flask before the general mass of the liquid becomes warm. For this 
reason the internal volume of the flask is increased while the volume 
of the liquid is scarcely altered. Soon, however, the liquid grows 
warm and expands accordingly. If the expansion of the liquid be 
greater than that of the envelope, the level of the liquid will rise in 
the neck, but if it be less, the level of the liquid will fall. The level 
would neither rise nor fall if the expansion of the liquid were the 
same as that of the envelope. The movement of the liquid in the 
stem, therefore, does not indicate its absolute expansion, but only its 
apparent expansion, or its expansion relative to that of the material 
of the envelope. 

16. Change of State. — Another general effect of heat on matter is 
change of physical state. By sufficiently increasing the temperature, 
solids are converted into liquids, and liquids into vapours. While 
either change is taking place the temperature of the mass is found 
to remain constant till the change is completely effected. Thus, if a 
vessel full of broken ice be placed over a lamp, the ice will gradually 
melt, but the temperature of the whole mass will not alter till the melt- 
ing is completed. The heat received is employed in changing the state 
of the substance, in converting it from solid ice to liquid water. If 
the supply of heat be still continued, the liquid will rise in tempera- 
ture and ultimately begin to boil. AVhen this point is reached, 
the temperature again remains stationary. The liquid simply passes 
into vapour, and the heat supplied- during this process is used up in 
changing the state of the substance from that of liquid to that of 
vapour. 

The change of physical state of any substance thus furnishes 
us with two fixed temperatures when the conditions under which 
the change takes place are given. Such changes are- often very 
abrupt, and are consequently not suited to the estimation of tem- 
peratures which vary continuously or rapidly. They serve rather to 
indicate particular temperatures. For this reason the property made 
use of most commonly in practice is, the change of volume of some 
liquid contained in a glass envelope, such as the ordinary mercurial 
thermometer. 

1 7. The Mercury Thermometer. — For the better understanding of 
the subsequent matter of this chapter, it may be well here to describe 
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briefly the ordinary mercury thermometer,' which is the instrument 
most commonly employed in the measurement of temperature. The 
property made use of in this instrument for the measurement 
of temperature is the ex25ansion of mercury enclosed in a glass 
measuring flask, or volume indicator. This consists of a glass 
bulb, generally cylindrical or sjrherieal, furnished with a stem I 

of capillary bore (Fig. 1). The bulb and part of the stem are " 

filled with mercury, and, as already explained, the level of the 
mercury in the stem will vary with the temperature, unless [ 
the glass and the mercury expand equally when heated. As 
a matter of fact, the mercury is much more expansible than 
the glass, and the level of the mercury rises in the stem as 
the instrument grows warmer. 

Here, then, we have an instrument, the indications of which 
vary continuously with its hotness, and which will always show 
the same indications under the same conditions, and which, 
therefore, supplies a mode of measuring temperature, and 
enables us to define degrees of temperature, so that it shall o o 
in some way indicate the hotness of a body, and thus replace 
our sense of heat. 

In order to obtain a numerical measure of temperature the 
instrument must be graduated, and for this purpose two fixed 
temperatures are chosen. The jmiiits of the stem at which 
the mercury stands at these two temperatures are marked, 
and the portion of the stem between them is divided into 
any desirable number of parts of equal caj^acity. The two 
fixed points correspond to the temperature of melting ice and the 
temperature of the vapour of water boiling under the pressure of a 
standard atmosphere, it having been found that when the instrument 
is placed in melting ice or snow, the mercury always stands at the 
same point, and this, according to our chosen measure, means that ice 
always melts at the same temperature under the atmospheric pressure, 
and for the same reason the steam of boiling water is used to determine 
the second fixed point. 

We have now a definite standard of reference for all other 
temperatures. For example, if the mercury stands below the lower 
fixed point, then we say that the temperature is below the freezing 
point of water, or what is the same thing, the melting point of ice, 
and if it stands above the upper fixed point wm say the temperature 
is higher than the boiling jroint of water under the juessure of one 
atmosphere, while for intermediate points we have intermediate 
’ The general subject of Therniometry is considered in Chap. II. 
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temperatures. In order to refer to these temperatures conveniently, 
the interval between the two fixed points on the stem is divided into 
a number of equal parts. Let us suppose that it is divided after the 
manner of Celsius into 100 parts, the lower fixed point reading 0“ and 
the upper 100°; and let the same process of division be continued 
on the stem above the upper and below the lower fixed point.’^ Then 
if the mercury stands at 20°, we refer to this as the temperature 20°, 
meaning thereby that the temperature is such that when the thermo- 
meter attains it, the mercury stands in the stem at the division 20°. 
We do not imply, however, that when the mercury stands at 40° the 
temperature is twice as high (in the sense of the hotness being twice 
as intense) as when the mercury stands at 20 , or that when it stands 
at 100° it is four times as hot as when it stands at 25°. It is only 
in this sense that we have said we cannot measure .hotness. The 
thermometer is an indicator which enables us to determine equality of 
temperatures, and tells us how much one body is hotter or colder than 
another, in terms of our chosen scale. It indicates degrees of hotness, 
and ought always to show the same reading when at the same hotness. 
By making the bore of the stem very fine and the bulb large, the 
instrument can be rendered very sensitive, so that small changes of 
temperature which would otherwise escape notice can be registered. 

In this method of estimating temperature some particular substance 
is chosen, and then by definition the change of temperature is taken 
proportional to the change of volume of the thermometric substance, 
or rather to the change in the reading of the thermometer. Once a 
substance is chosen, and a thermometer constructed, this may be 
Standard regarded as the standard instrument by means of which all others can 
instrument, standardised, so that all thermometers will agree in their indications. 

If this plan were adopted, we should be furnished with a definite and 
consistent method of estimating temperature. All thermometers would 
be copies of a standard instrument, just as our weights and measures 
are copies of arbitrarily-chosen originals, kept for the sake of reference. 
This plan, however, as will be seen afterwards, is not absolutely 
necessary, for instruments can be constructed which will agree suffi- 
ciently well in their indications without previous comparison. Such 
agreement is not found, however, among instruments which are not 
constructed of the same materials. Thus a mercury thermometer 
which agrees with an alcohol thermometer at the points 0° and 
60° will in general disagree with it at the other parts of the scale. 
Some standard of comparison must therefore be chosen, by means 

’ This is usually palled the centigrade se.ale and is indicated liy the letter C 
thus,— 20' C. 
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of which all thermometers are to be graduated, and for this pmpose 
the gas thermometer possesses special advantages (see Chap. II.). 

18. Expansion of the ThermometPic Substance — Coeffleient of 
Expansion. — We shall now consider the relation between the volume 
and temperature of the thermometric substance, that is, the substance 
by the expansion of which temperature is measured. This relation is 
determined entirely by the method chosen for measuring temperature, 
and is not to be regarded as a new result connecting volume and 
temperature. 

Let it be supposed that equal changes of temperature are measured 
by equal changes of volume of some substance. Then if be the 
volume at the zero of the scale, and V the volume at any temperature 
d, we have — 

V-V„=i0. 

where v is the increase of volume for one degree, or what may be 
called a degree measure, and is by definition the same all along the 
scale. This formula is merely the algebraic method of stating the 
definition, or the mode of measuring temperature, and may be written 
in the form — 

V=V„^l + ^%') = V„.lTaei 

The quantity a = t'/V„ is obviously the expansion ])er unit volume 
of the substance in changing its temperature from 0’ to 1 . This 
quantity is called its coefficient of expansion at zero. In general, the 
coefficient of expansion of a substance is measured by the change in 
bulk of a unit volume of the substance per degree of temperature. If 
V and V' denote the volumes at temperatures 0 and O' respectively, 
then the change in bulk of a unit volume is — 

V' - V 
V ’ 

and the average change in bulk per degree of temperature between 
0 and 0' will be — 

V - V' 

We-ff) 


This is termed the mean coefficient of expansion between the tempera- 
tures 6 and O'. In the case of the thermometric substance, the mean 
coefficient of expansion between zero and any temperature 0 is con- 
stant and equal to r V,„ for we have by definition 
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It is to be carefully observed that this formula holds only for the 
thermometric substance, and is true for it as a result of our definition 
of temperature, whereby equal increments of temperature are measured 
by equal absolute increments of volume of this substance. In the 
case of the thermometer just described the expansion of the mercury 
is measured by the rise of the column in a capillary glass tube. The 
expansion thus observed is not the ahsulute expansion of the mercury, 
but only its apparent expansion in a glass envelo 2 )e. If the stem is 
originally divided into parts of equal capacity, these will increase as 
the temperature rises, owing to the expansion of the glass. Hence, 
if temperature is measured by the absolute expansion of mercury, the 
expansion of the glass must be taken into account in graduating 
the stem of a thermometer. Correction in this respect will render the 
degree intervals shorter and shorter as we proceed up the scale. If 
the divisions were to be equidistant along the stem its bore would 
have to be conical, or the substance of the envelope would require to 
be non-expansible. It follows, then, that if a denotes the zero 
coefficient of absolute expansion of the thermometric substance, the 
foregoing formula applies oidy to that substance. In the case of any 
other substance the volume at any temperature 6' will be some 
complicated function of the temperature, and we may assume that it 
can be expressed in the form — 

where V,, is the volume at zero. 

19. Temperature Equilibrium. — If, when a thermometer is placed 
in contact with several bodies, or dipped into different liquids, it 
shows the same reading in each case, we say that all these substances 
are at the same temperature. If now any pair of these substances 
be placed in contact, or mixed together, it is found by experiment 
that they still continue at the same temperature (provided no chemical 
action occurs). It is thus found that when theie is equality of 
temperature before contact (or mixture), this equality remains after 
contact. In this case there is said to be equilibrium of temperature, 
and we are furnished with the experimental fad that bodies which are 
in temperature equilibrium with the same body are also in temperature 
equilibrium with each other. 

If, however, two bodies at different temperatures are placed in 
contact it is found that in general the temperature of the warmer falls 
while that of the colder rises, and this process continues till equi- 
librium is established. There are cases, however, in which the 
temperature of one changes while that of the other remains fixed. 
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This process takes place when one of the bodies is changing state, 
as when a mass of ice is placed in a basin of hot water. Here the 
ice gradually melts, but its temperature remains the same, while that 
of the water gradually falls, till the melting is comi^leted, or equality 
of temperature is established. A similar process occurs when a liquid 
is being converted into vapour. 

20. Quantity of Heat. — In order to account for the sensation 
experienced in presence of a hot body an active agent is postulated, 
and the name given to this agent is heat. A hot body is regarded as 
a source of heat just as a luminous body is regarded as a source of 
light. In the same way, when two bodies at diti'erent temjjeratures 
are placed in contact, the temperature of the warmer falls while that 
of the other rises. To account for this we say that heat passes from 
one to the other, that the warmer loses heat and the colder gains it. 
In this sense heat is regarded as something which may be added to or 
taken away from matter ; something which can be communicated to 
matter, and which can be handed on from one piece of matter to 
another. Heat thus possesses the rank of a qmiititi/, and we are led 
to seek Itoiv mark heat a body gains or loses when its temperature 
changes. On the other hand, temperature is regarded rather as a 
quality which varies from one body to another, or from one part to 
another of the same body, when heat is being communicated to or 
abstracted from it, or which may vary, as we shall subse(]uently see, 
in consequence of actions taking place within the body itself, or per- 
formed on it from without. 

It must, however, be distinctly remembered that what we directly 
observe is temperature and changes of temperature, and when the 
temperature of a body (free from other actions) rises we sny it has 
received heat. The effect observed is the change of temperature, and 
the postulated cause is addition or subtraction of heat. 

The use of the term forre in dynamics is somewhat of the same 
nature ; what we really observe is motion and changes of motion, or 
changes in the relative positions of bodies. To account for change of 
motion the idea of force is introduced, and a measure is adopted.^ 
Once a definite system of measurement is laid down the vagueness 
of the term disappears, and the meaning of the force on a body 
becomes perfectly clear and distinct. So to account for changes of 
temperature the idea of heat as something which can be added to 
or taken away from a body is introduced, and a measure of heat as 
a quantity must also be adopted. For this purpose a unit is essential, 
just as in the measurement of length or weight. This unit is 

* The idea of force is probably chiefly due to the sense of muscular ett'ort. 
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more or less arbitrary, and for the purpose of definite measurement 
may be chosen in connection with any one of the effects attributed 
to heat. 

In popular language the word heat has a somewhat lax usage. It 
is sometimes used to denote a high temperature, as in the phrases, 
“white heat,” “tropical heat,” and “blood heat.” Commonly, how- 
ever, it is used either to express the sensations exjierienced in pre- 
sence of hot bodies, or else the ultimate cause of those sensations, and 
in this latter sense it is used in such phrases as “ the theory of heat ” 
and “ the science of heat.” In the theory of heat we inquire into the 
nature of the process by which the various effects attributed to heat 
are brought about, and seek to determine the mechanism by which 
one body becomes warmer while another becomes colder, or, as we 
say, the process in operation when heat enters or leaves a body. 

In saying that the heat of a body increases with its temperature, 
or that a body loses heat in cooling, we tacitly attribute to heat a 
positive character, so that its presence produces warmth and its 
absence cold. The word cold, then, has a negative character, and 
merely refers to the absence of heat. As the ideas of heat and cold 
are derived from the sensations, the positive value of either might be 
regarded as the negative value of the other, and the presence of one 
might be regarded as the absence of the other. As far, then, as the 
sensations alone direct us, either or both might j^ossess a positive 
character. We have no more experience of the total absence of heat, 
or greatest possible coldness, than we have of the greatest possible 
accumulation of heat or greatest possible hotness. The general 
opinion has long been that the sensation of coldness is due to loss of 
heat and that of warmth to the gain of heat. In early times, how- 
ever, this did not appear so evident. When the hand is placed on a 
piece of ice, instead of heat being given by the hand to the ice, some 
philosophers supposed that in such a case the cold body possessed 
minute “ particles of frost ” or “ frigorific particles,” which passed 
from cold bodies into those which are warmer, and these spiculm or 
little darts were supposed to account for the acutely painful sensation, 
and some other effects, due to intense cold. 

21. Unit of Quantity. — The unit of heat generally employed is 
the quantity of heat necessary to raise the temperature of one gramme 
of pure water one degree centigrade. The same quantity of heat will 
be given out by one gramme in. cooling 1 C. This, however, is not 
a priori evident. It is not a truism, but a truth established by 
experiment. 

In the case of a uniformly-heated mass of water it is legitimate to 
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assert that the quantity of heat contained in any one gramme of it is 
the same as that contained in any other, and that the quantit}^ of 
heat required to raise any one cubic centimetre of it, from any one 
definite temperature to any other, will be the same, under the same 
conditions, as for any other cubic centimetre. Thus, if the quantity 
of heat necessary to raise the temperature of a gramme of water, or 
any other substance, through a given interval of temperature, be 
denoted by q, then the quantity required to raise w grammes through 
the same range of temperature will be mq. 

We cannot, however, assert that the quantity of heat necessary to 
raise the temperature of a body 1 is the same at all parts of the 
scale, or that the quantity given out by a body in cooling from 50 to 
40 is equal to that given out by the same body in cooling from 25 
to 15^. We have no reason to expect a q^fiori that the quantity of 
heat is proportional to the interval of temperature. In defining the 
unit of heat above we have only stated that it is the quantity of heat 
necessary to raise one gramme of water 1° C. We have not stated 
at what part of the scale the degree is to be taken, whether it' is the 
interval from 0’ to 1’, or from 4' to 5 , or any other. In strictness 
this ought to he done, but in practice it is found that there is scarcely 
any appreciable difference, whatever be the degree chosen. Experi- 
ment proves that very approximately the same quantity of heat is 
required to raise a given mass of water 1' in temperature at any part 
of the scale between the freezing point and the boiling point (see 
Art. 171). It is well, however, to be accurate, and to fix a particular 
degree, say from 19 '5 to 20 '5. According to this system a quantity 
Q of heat means the quantity which will raise Q grammes of water 
from 19 ‘5 to 20'‘5 C., and not the quantity which will raise one 
gramme of water Q"" C. The latter happens, however, as we have 
already said, to be very approximately equal to the former. 

Other units of heat might be, and actually have been, chosen 
depending on other effects of heat on matter, such, for example, as 
the change of state. These will be noticed later on. 

It is important to remark that we can now speak definitely of the 
(luantity of heat required to raise a body from one temperature to 
another, but that the “ quantity of heat in a body ” is still without 
meaning. So far the quantity of heat in a body is as indefinite as 
the quantity of sound in a bell, or the height of an object above an 
unknown plane. 

22. Sensible Heat and Latent Heat. — As already noticed, when 
two bodies at different temperatures are placed in contact, heat is 
supposed to pass from the hotter to the colder, but either of two 
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things may happen. Either the temperature of the colder may rise, 
while that of the warmer falls, or a change of state may occur in one 
while the temperature of the other alone varies. In the former case, 
that is, when the heat which leaves one enters the other and increases 
its temperature, the heat rvhich enters it exhibits itself in the corre- 
sponding rise of temperature, and is said to be sensible heat. That 
is, it can be detected by the thermometer. In the second case, 
however, the warmer body is continually losing heat, but the 
temperature of the colder remains fixed. Its state merely changes. 
The heat which it receives does not exhibit itself by any rise of 
temperature, and cannot be detected by the thermometer. It be- 
comes, as Black said, latent, and is consequently termed latent heat. 
In illustration of this point it may be well to describe here the 
experiment by which Black ^ was led to his doctrine of latent heat. 

Having exposed a mass (5 oz.) of ice-cold water in a vessel 
suspended in a large hall, he noticed that the temperature rose very 
nearly 4' C. (7^ F.) in half an hour. He also exposed an equal mass 
of ice in the same room under the same conditions and found that it 
required ten hours to melt. Now the ice receives heat from the 
room, and the quantity received during ten hours was only sufficient 
to melt it. This quantity may be calculated from the experiment on 
the ice-cold water, which received as much heat in half an hour as 
raised its temperature almost 4 C. Assuming that the melting ice 
received heat at the same rate, the total quantity required to melt it 
will be nearly twenty times that required to raise an equal weight 
of water 4^ C., or almost as much as w’ould raise eighty times its 
w'eight of water one degree centigrade.- This shows roughly that 
about eighty units of heat are required to convert a gramme of ice 
into a gramme of ice-cold water, without changing the temperature. 
That is, eighty units of heat have disappeared or become latent in 
effecting the change of state from solid to liquid. For this reason 
eighty is said to be the latent heat of ice, meaning that eighty units 
of heat are necessary for the liquefaction of ice per gramme. 

Black also determined the latent heat of ice by mixing warm 
water and ice in known quantities and noting the change of 
temperature. Allowing for tlie influence of the containing vessel he 
found by this method 79 ’4 — a number remarkably near that given 
by the best recent determinations. 

' BUwk, Elements of Clieiiiisti-y. vol. i. ji. 116. l’uV)lisbi‘d by John Robi.-.on. 
Edinburgb, 1S03. 

^ Black used a Falireiilieit thenuoiiieter, a description of nhich «ill be found in 
Chap. n. 
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Before the time of Black it was universally considered that when 
a solid changed into a liquid, or a liquid into a vapour, no continued 
suppljf of heat was necessary for the transformation, and that all the 
heat supplied exhibited itself i?i a corresponding rise of temperature. 
In other words, heat was always sensible, and could be detected by 
the thermometer. Black ^ says : ‘‘ This was the universal opinion on 
this subject so far as I know when I began to read my lectures in 
the University of Glasgow, in the year 17b7. . . . The opinion I 
formed from attentive observation of the facts and phenomena is as 
follows. When ice, for example, or any other solid substance, is 
changing into a fluid by heat, I am of opinion that it receives a much 
greater quantity of heat than what is perceptible in it immediately 
after by the thermometer. A great quantity of heat enters into it 
on this occasion without making it ajjparently warmer when tried by 
this instrument. This heat, however, must be thrown into it, in 
order to give it the form of a fluid ; and I affirm that this great 
addition of heat is the principal and most immediate cause of the 
fluidity induced.” 

“And on the other hand, when we deprive such a body of its 
fluidity again, by a diminution of its heat, a very great quantity of 
heat comes out of it, while it is assuming the solid form, the loss of 
Avhich heat is not to be perceived by the common manner of using 
the thermometer." 

Sensible and latent hetats are thus very analogous to kinetic and 
potential energies. When work is spent in increasing the velocity 
of, or generating motion in, any body, the work so spent becomes 
visible, or sensible, in the motion of the body, and it is analogous to 
sensible heat. When, on the other hand, work is spent in raising 
a weight from the surface of the earth, or in changing the distances 
between the parts of a mutually-attracting system, the work so spent 
is not visible as any motion of the system, but has as it were become 
latent, or potential, as it is termed. That some real relation here 
exists, and not merely an analogy, will probably appear as a know- 
ledge of the facts accumulates. 

23. Speeifle Heat and Thermal Capacity. — Having laid down a 
system of measurement of quantities of heat, the question which 
immediately presents itself is whether equal quantities of heat raise 
the tempei'atures of equal masses of different substances by the same 
amount, or if any relation exists between the quantities of heat given 
to equal masses, or equal volumes, of different substances, and the 
corresponding changes of temperature. If equal weights of the same 

' Bl.ack, !iv. cit. 
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substance (water, for example) at different temperatures be mixed, 
the temperature of the mixture is the arithmetic mean of the 
temperatures of the two components before mixture (or very approxi- 
mately so). The quantity of heat given out by the warmer mass in 
falling through a certain range of temperature raises the colder mass 
through an equal range. The case is very different if two dissimilar 
substances are mixed, together. The change of temperature of a 
body is not alone sufficient to determine the quantity of heat it has 
gained or lost. This quantity depends not only on the change of 
temperature but also on the nature of the substance, and for this 
reason different substances are said to have different thermal raparities 
or sperijic heats. This is strikingly illustrated in the case of mercury 
and water. Thus, if a pound of mercury at 80 C. be mixed with 
a pound of water at 20 C., the temperature of the mixture will be 
oidy about 22° C. This show's that the heat lost by the mercury in 
cooling through -58° will raise an equal weight of water through only 
2\ In other words, the quantity of heat which will raise the 
temperature of a given weight of water 1° will raise the temperature 
of an equal weight of mercury nearly 30°, or the thermal capacity of 
w'ater is about thirty times that of mercury. 

The thermal capacity of a body is defined as the quantity of heat 
necessary to raise the temperature of the body 1 C., and the thermal 
capacity of a substance is the quantity of heat required to raise unit 
weight (one gramme) of the substance 1° C. 

The specific heat of a substance is its thermal capacity compared 
with that of water ; in other words, it is the ratio of the quantity of 
heat required to raise the temperature of a given w'eight of the sub- 
stance 1°, to the quantity of heat w'hich will raise the temperature of 
an equal weight of water 1 . When the unit of heat is that required 
to raise the temperature of unit weight of water 1°, the thermal 
capacity and the specific heat of a substance are expressed by the 
same numbei’. 

Before the time of Black it was commonly supposed that the 
quantities of heat required to change the temperatures of different 
bodies by the same amount were directly proportional to the 
quantities of matter in them, or that all substances had the same 
thermal capacity. 

“But very soon (1760) after I began to think on this subject,” 
says Black, ^ “ I perceived that this opinion was a mistake, und that 
the (juantities of heat which different kinds of matter must receive, 
to reduce them to equilibrium with one another, or to raise their 
^ Lectures on the Elements of Che7iiistry, p. 70. 
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temperatures by an equal number of degrees, are not in proportion 
to the quantity of matter in each, but in proportions widely different 
from this. . . . This opinion was first suggested to me by an experi- 
ment described by Dr. Boerhaave {Elements of Chemistr//). After 
relating the experiment which Fahrenheit made at his desire, by 
mixing hot and cold water, he also tells us that Fahrenheit agitated 
together quicksilver and water unequally heated. From the Doctor’s 
account it is quite plain that quicksilver, though it has more than 
thirteen times the density of water, produced less effect in heating or 
cooling water to which it was applied than an equal measure of water 
would have produced. He says expressly that the quicksilver never 
produced more effect in heating or cooling an equal measure of water 
than would have been produced by water equally hot or cold with 
the quicksilver and only two-thirds of its bulk.” 

Black concluded, therefore, that quicksilver has a much less 
capacity for heat than water, and that different substances have 
different thermal capacities. The inference made by Dr. Boerhaave 
from the same experiment is very stirprising. Seeing that the heat 
obviously was not distributed among different bodies at the same 
temperature in proportion to their masses, he concluded that it was 
distributed in proportion to their volumes, or that equal volumes of 
all substances have the same thermal caj)acity. This conclusion, as 
Black remarks, was contradicted by the very exj)criment on which it 
was founded, yet in it Boerhaave was followed and supported by 
Muschenbroeck. 

The small capacit}' for heat of a dense body like mercury was 
considered by Black as a strong objection against the dynamical 
theory of heat, for if heat be motion, then in his opinion a dense 
body should contain much more of it than a rare one at the same 
temperature. 

24. Thermometry by Quantities of Heat. — A perfectly scientific 
though inconvenient system of thermometry might be founded on the 
measui ement of quantities of heat rather than on changes of volume. 
Thus, if we lay down any two definite temperatures, such as the 
melting point of ice and the boiling point of water under a definite 
pressure, or the melting point of any other solid, these temperatures 
will correspond to certain fixed marks on the stem of an instrument, 
such as the mercurial thermometer already described. If now the 
unit of heat be taken as the quantity of heat necessary to raise one 
gramme of water from one of these temperatures to the other, then 
ft units of heat will raise n grammes of water through the same 
interval of temperature. It will be convenient to take the lower 
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fixed temperature as that of melting ice, as ice-cold water is easily 
procurable, and the other fixed temperature may be taken as corre- 
sponding to any fixed mark on the stem of the mercurial thermometei', 
say the division marked 1". 

If now we wish to compare the temperatures of two pieces of the 
■iiiine substance in the same physical state, it will be only necessary to 
find how many grammes of water * a gramme of each (or equal weights 
of each) will raise from 0 to 1 ' (our chosen fixed temperatures) — that 
is, the number of units of heat each will give out per unit mass in 
falling from their original temperattires to the upper fixed tempera- 
ture. I'kpial difi’orences of temperature will thus correspond to equal 
increments of heat, or the temperatures of two pieces of the same 
substance will be in the ratio of the quantities of heat required to 
raise unit mass of each from the lower fixed point to its present con- 
dition. For temperatures below the lower fixed point it will be 
necessary to find the weight of water which, in cooling from the 
upper to the lower fi.xed point, will raise unit mass of the substance 
from its present temperature to that of the lower fixed point. This 
point consequently becomes the zero of our new scale, and tempera- 
tures expressed by this system will be so much above or below the 
lower fixed point. 

So far we have only compai'ed the temperatures by this system 
of difFei’ont pieces of the .'■vonc substance. This restriction was 
necessary because it is found that equal masses of different sub- 
stances heated uniformly in the same enclosure or bath will give out 
very different quantities of heat in falling from their common initial 
temperature to that of the nppei' fixed point. This is expressed by 
.saying that different substances have different thermal capacities per 
unit mass, or different .-ywW/iV heots. If, therefore, it is desired to 
make this system of thermometry generally applicable, a small carrier 
body, say a small metallic disc siqiportcd by a silk thread, may be 
employed, just as a proof plane is employed in the measurement of 
electrical potentials. If this small carrier be brought into contact 
with any body it will rapidly assume the temperature of the body : 
error.s arising fi'om the finite mass of the carrier and iintial tempera- 
ture difference between it and the t)ody being neglected. The 
carrier may now be removed to the ves.sel containing the ice-cold 
water and the weight of water which it raises from zero to the upper 
fixed point estimated. I!v this means we can compare, or as it were 
weigh, the temperatures of different bodies. 

In order that this system of thermometry should agree with that 
* Pcrhdps it woulil be better to work witli tlie inuintity nf iee melted. 
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which measures equal increments of temperature by equal increments 
of volume, it is necessary that equal exj^ansions of the therniometric 
substance should correspond to equal increments of heat, or that the 
dilatation should be proportional to the quantity of heat received. Air 
and the permanent gases seem to he the only substances which satisfy 
this condition very closely, but between 0* and 100' C., and for some 
distance beyond these points, mercury, expanding in an ordinary 
glass envelope, also possesses this property. In general the dilatation 
of a body increases for equal additions of heat as the temperature 
becomes more elevated. Dulong and Petit > executed a series of ex- 
periments on this point. They measured the quantities of heat absorbed 
by various substances, and also the consequent dilatation, and thev' 
found that the expansion was not simply proportional to the quantity of 
heat, but that between the dilatation and the quantity of heat absorbed 
some complicated relation exists which depends on the nature of the 
substance. In the case of the permanent gases, however, Kegnault - E-vp^sion 
found that the change of volume under constant pressure was simply 
proportional to the quantity of heat received, and hence the system of 
thermometry here considered will agree with that registered by an air 
thermometer. 

For this and many other reasons the air (or rather perfect gas) 
thermometer is the only strictly scientific measurer of temperature, 
and all other thermometers ought to be standardised by direct com- 
parison with it. 

25. Thermometry by the Sense of Heat. — The sense of heat is a 
somewhat delicate test of the equality of temperature in the case of 
similar bodies, that is, of portions of the same sort of matter. Thus by 
the hand alone a very small difference in the temperatures of two water 
baths may be detected, especially by persons who have cultivated the 
sense of heat for this purpose. It is very different, however, when we 
touch in .succession objects which are of dissimilar natures. Let us 
take the case of a room without a fire on a cold frosty day. All the 
objects in such a room will be at the same tenqterature. This mav 
be tested by means of a thermometer. A metal paper weight will, 
however, when touched feel much cohler than the paper on which it 
rest.s, and the wooden table will feel colder than the woollen table- 
cloth. In explanation of this, we regard the sensation of coldness as 
due to the loss of heat by the hand, and this is not simply dependent 
on the temperature of the body touched, but depends rather on the 

' Ann. de Cldmie it de Plojs., 2*-' seric, toai. ii. p. 240, 1S16. 

delation pyptritiii'i’H, tom. i. p. 16-5 ; ^rtniuires dr I' Acndrinir dr^ Sriencc'y. 
tom. xxi. 
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rate of loss of heat. The hand loses heat much more rapidly to the 
metal paper weight than to the paper, and more rapidly to the wooden 
floor than to the carpet. The rate at which one body communicates 
heat to another at a 'lower temperature depends, as we shall see later 
on, not only on the difference of temperature, but also on the nature 
of the materials of which they are composed, and on their surfaces. 
The properties involved rire specific heat, and internal and external 
conductivities for heat. 

It is rather surprising at first to find on touching some bodies, 
which we know to be at or below the freezing point, that they actually 
feel warm ; a moment’s reflection, however, leads to an explanation. 
Our bodies part with heat to all other bodies at a lower temperature, 
and on a cold day we are constantly giving out heat to the air. If, 
then, we touch any body which draws off heat more rapidly than the 
air it appears cold, but if it draws away the heat less rapidly than 
the air from the hand it will feel warm by comparison. It is for a 
similar reason that we feel much warmer when clothed than when naked, 
and that woollen stuffs are employed for bedcovers. 

The estimation of temperature by the sense of heat dej^ends upon 
so many variable conditions, the state of the observer included, that it 
cannot be used with any certainty. In illustration of this a well- 
known experiment is often cited. Thus if one hand be placed in a 
basin of hot water, while the other is placed in a basin of cold water, 
and then the two are simultaneously placed in a basin of tepid water, 
this latter will appear cold to the hand which was in the hot water 
and hot to that which was placed in the cold. This arises from the 
fact that the tepid water is colder than the surface of the hand which 
was in the hot water, and warmer than that which was placed in 
the cold water. The result is that one hand gives up heat to the 
tepid water, while the other receives heat ; the former accordingly 
becomes chilled, while the latter is heated. AVhen cultivated, how- 
ever, not only can very small differences of temperature be detected 
in similar substances by the sense of heat, but a memory of certain 
definite temperatures can be permanently acquired. This happens in 
the case of bath attendants and hospital attendants, and those engaged 
with hot liquids in various manufactories, such as dyeworks. Such 
persons can tell to within less than a degree centigrade whether a bath 
or a poultice is at “ blood heat,” or “ fever heat,” or some other definite 
temperature to which they are accustomed.^ 

26. Remarks on the Definition of Temperature. — In concluding 
this section it may be well to call attention to the great importance of 
‘ Sir William Tlioni.soii, Hath, and Phys. Papers, vol. ui. ]>. 130. 
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a clear definition and a thorough understanding of the exact meaning 
of each term used in any branch of science. Without this progress is 
hopeless, and all reasoning on the subject becomes a meaningless tangle 
of words, more calculated to confuse than enlighteti. 

Attention has already been directed to the method of e.xplaining 
the seen by means of the unseen, and the known by means of the un- 
known. A similar and perhaps more pernicious habit which still 
lingers is the definition of scientific terms by means of other words to 
which no distinct meaning can be assigned. As an example take the 
following definition : “The temperature of a body is the energy with 
which the heat in a body acts in the way of transferring or communi- 
cating a portion of itself to other bodies.” In this definition two nevr 
words, energy and heat, are introduced, and the idea of “ the energy 
with which the heat in a body acts,” as well as the conception of the 
transference of heat from one body to another. Until the new words, 
as well as the ideas involved, are thoroughly explained, such a defini- 
tion can give lio distinct idea of what the word temperature means. 
The student would be better without any definition than with such 
a one. A mystifying string of words can only addle and discourage 
him at the outset of a new and difficult subject. 

Other and no less objectionable forms of definition ordinarily met 
with are “the power of a body to comm\inicate heat to other bodies, ’ 
or, “ the greater or less extent to which it tends to imj)art sensible 
heat to other bodies.” The first essays to explain the word tempera- 
ture by the introduction of the word power. Now the word power 
with reference to engines has a perfectly definite meaning, but in 
ordinary language it seems to enjoy an almost universal application. 
It is so thoroughly indefinite that it does not attract the attention of 
the student, especially when mixed up with scientific words, and he 
passes on without seeing that such a sentence really has no meaning. 
If we take “ the power of a body ’ referred to above as meaning the 
quantity of heat it will give to other bodies, we see at once that this 
will depend not only on the hotness of the body, but on its mass and 
the thermal capacity of its material as well as on the “ other bodies.” 
If we take the power as the rate of giving out heat, we are again in 
similar difficulties, for the rate of loss of heat will depend upon the 
nature of the surface as well as that of the material, and by no means 
on the hotness alone of the body. Similar remarks apply to the 
second definition. It perhaps excels the first in indistinctness. The 
“ greater or less tendency of a body ” seems to contain an idea, but it 
is not easy to understand its precise meaning ! 

The last form of definition which we shall consider" is much 
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superior to the others. Here temperature is kid clown as “the 
thermal state of a body considered with reference to its power of 
communicating heat to other bodies.’" The “ power of communicating 
heat,” as has been already pointed out, either means nothing or is 
entirely incorrect. The thermal state of a body, if it means anything, 
means the hotness of a body, and the definition implies that the 
temperature is the hotness considered in a certain aspect. 

Another strange inversion of ideas is also generally met with. It 
occurs in the consideration of dift'erence of temperatures. Thus it is 
stated that two bodies are said to be at ditt'erent temperatures when, 
if placed in contact, heat passes from one to the other. Xow it is 
in the reverse order that the ideas are actually obtained. "VVhat we 
directly oh&en-e is temperature and change of temperature (see Art. 
20). When the temperature of a body changes we account for it by 
supposing that heat has left or entered it. We do not ohserre the heat 
passing from one body to another, and find that as a consequence the 
temperature changes. In order to find out which of two bodies is at 
the higher temperature rve do not place them in thermal communica- 
tion, and observe if “ heat ” Hows from one to the other. The flow of 
heat is an assumed phenomenon arising from the observed change 
of temperature, and is asserted merely because we say that when the 
temperature of a body is changing it is gaining or losing heat, or that 
increase of temperature is accompanied or caused by a gain, and fall 
of temperature by a loss of heat. 

A theory ma}’ be wrong, but it certainly ought to be clear and 
distinct, and should be expressed in language which can be easilv 
understood. The definitions sometimes met with often escape the 
merit of being false by being expressed in words which have no 
assignable meaning. In the theory of heat ambiguity in this respect 
probably arises from the fact that during the present century a new 
theory has been built up while the old doctrine lingered on. Terms 
which were distinct in the latter have been retained with a very 
different signification in the former, and an imperfect apprehension 
of their exact meaning perjdexes the student. 
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27. Two Theories prevalent. — From the dawn of science to the 
present century two rival hypotheses regarding the nature of heat 
were generally entertained, neither of them, however, being founded 
on any sufficiently established basis. According to one, known as the 
caloric theory, heat was supposed to be a subtle elastic fluid which 
permeated the pores of bodies, and filled the interstices between the 
molecules of matter. The other doctrine, which is as old as the 
ancient Greeks, and contains the germ of the modern theory, supposed 
heat to be due to a rapid vibration of the molecules of a body, and 
consequently attributed heat to motion. T’he supporters of this theory 
seem to have been long in a miserable minority. 

28. Lond Bacon. — The first philosophic attempt at the formatioi» 
of a theory founded on observation seems to have been made by Lord 
Bacon ^ in a treatise which he ofiered as a model of the proper manner 
of prosecuting investigations in Natural Philosophy. In this treatise 
he sums up all the principal facts then known relating to heat, or to 
the production of heat, and after a cautious and mature consideration 
of these he endeavour.s to form a well founded opinion of their cause. 
On deliberating over the various wavs in which heat is produced by 
friction and percussion, the only conclusion he could draw from the 
whole facts was the very general one that “ heat is motion.” 

The opinion of Lord Bacon w'as adopted very generally, but w ith 
two different modifications. The greater number of his followers in 
England supposed that the motion or tremor which constituted heat 
was in the small particles of the body, while the majority of continental 
philosophers supposed that the vibration was not that of the particles 
of the body itself, but rather of the particles of a subtle and highly 
elastic fluid, 2)enetrating the pores of bodies, and interposed between 
their particles. This fluid they imagined to be ditt'used through the 

^ Dt fut'iim CuJidi. 
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whole universe, pervading with ease the densest bodies, and in the 
opinion of some, when modified in certain ways, produced the pheno- 
mena of light and electricity^ 

29. The Caloric Theory. — The other school of philosophers, how- 
ever, was in power till the beginning of the nineteenth century. 
They held that heat was not due to motion, but to the action of a 
highly elastic and self-repellent fluid, which was all-pervading and 
universal. At first the only properties postulated were that it was 
highly elastic, and that its particles repelled each other very strongly. 
It was by this latter property of caloric, as the heat fluid yas called 
later on, that bodies in combustion threw off heat and light. Sub- 
sequently Dr. Cleghorn introduced another property which was 
strongly favoured by Black, namely, that the particles of the caloric, 
though self-repellent, were yet strongly attracted by the particles of 
ordinary matter, and that different kinds of matter attracted the 
caloric with different degrees of force. Thus, among any system of 
bodies, an equilibrium would be established between the self-repulsion 
of the caloric and the attractive influence exerted on it by the matter, 
and caloric would pass from one body to another until this equilibrium 
was established. 

The fundamental quality demanded for the heat fluid was that it 
was indestructible and uncreatable by any process. Bodies became 
warmer when caloric was added to them, and grew colder as it left 
them. In this respect it possessed the essential property of ordinary 
matter — a property also attributed to energy, which replaces it in the 
dynamical theory. 

As to the possession of the other property of matter — namely, 
weight — a great diversity of opinion existed. Some philosophers held 
that caloric had weight, while others held that it had not. Experi- 
ments on this point were difficult and doubtful, and contradictory 
results were often obtained. At the close of the eighteenth century, 
however, the general opinion in the best informed circles was that the 
heat fluid was imponderable, and in this respect it differed from 
ordinary matter. Count Eumford - finally settled the point by a set 
of delicate and most instructive experiments, from which he concluded 
that “ all attempts to discover any effect of heat upon the apparent 
weights of bodies will be fruitless.” 

That equal weights of different substances require differentamounts 
of caloric to raise their temperature through the same interval was 

^ See Black’s Lf'ctiires tm the Elcmeals of Chenu'itnj, vol. i. p. 

- Rumford, “An Iiniuiry concerning the Weight of Heat/’ Dul. Trans,, 1799 ; 
and Cirinphtc /rorA>-, vol. ii. p. 2. 
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easily explained by the calorists on Cleghorn’s supposition, that 
different kinds of matter attract the caloric differently, and conse- 
quently it was reasonable to suppose that some substances would 
absorb greater quantities of caloric than others in rising through the 
same range of temperature. Other very plausible explanations of 
physical phenomena were arrived at by the partisans of this theory. 
Thus the general expansion of bodies by heat followed as a natural 
consequence, for, the caloric being a self-repellent fluid, when the 
quantity i)i any body increased it was to ))e expected that the self- 
repulsion of this fluid would cause an increase of volume. Even when 
heating caused contraction, it was not difficult to find analogies in 
support of the theory. Thus contraction occurs when water and 
alcohol are mixed, and in alloys of copper and tin, and in some 
chemical combinations the volume of the combination may be less than 
that of either constituent. 

To explain his doctrine of latent heat, Black suj)posed that caloric 
could not only exist in the free state, that is as sensible heat, but also 
in combination with matter, in rvhich case it became latent and in- 
active. It could not then be detected by the thermometer. From 
this point of view water is the result of a combination of the substance 
of ice with a certain proportion of caloric, and steam is a combination 
of water with a further quantity of caloric. This doctrine, proposed 
by Black, was not however generally accepted. There were many 
who thought that liquefaction was not attributable to heat alone. 
They considered, for example, that water was a fluid from an essential 
quality, depending upon the supposed spherical shape of its particles, 
and that the freezing of it depended upon the introduction of some 
extraneous substance, such as frigorific particles, etc., and this view 
was supported in the case of water by the increase of bulk in freezing.^ 

The conduction of heat — that is, its transference from one body to 
another in contact with it, or from one part to another of the same 
body — also presented no difficulty, for the caloric was supposed to 
flow from places of higher to places of lower temperature, as a liquid 
flows from places of higher to places of lower level. The flow of the 
caloric from higher to lower temperatures was a consequence of the 
suppo.sed mutual repulsion of its particles. 

So far the explanations of the calorists were certainly satisfactory, 
although in some cases they were cumbrous and difficult of application. 
We shall, however, see immediately, as facts accumulate, that eases 
will come to hand which cannot be explained by the caloric doctrine, 
at least without radical changes in its fundamental postulates. 

' Till-, view w.is ilet'cnrlerl by Prof. Mii.-clienbrcieok, P/iyx. </<■ .-tqim. 
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30. Heat developed by Frietion. — I'hat heat may be freely de- 
veloped by frietion seems to have been well known to all classes of 
men from the earliest times. Every schoolboy is well acquainted 
with the fact that a brass nail may be heated to a painful degree by 
nibbing it on a wooden seat. Friction, indeed, is the ordinary 
resource of the savage in lighting his fire.^ 

It is on account of the great heat developed by friction that such 
precautions are taken to keep the axles of railway carriages well 
greased, and even with the utmost })i-ovision against it the axles and 
axle-boxes of express trains become so warm that a stoppage or slacken- 
ing of speed becomes necessary. Outbreaks of lire arising from the heat 
developed by friction between the wheel and axle of a rapidly-driven 
carriage have not infrequently occurred. An analogous development 
of heat is produced by percussion. A soft iron rod rapidly hammered 
on an anvil may be heated by an experienced hand to the point of 
incandescence, while a few strokes will warm it sufficiently to light a 
match. In like manner a bullet is found to be considerably heated 
after striking a target. The flash of light often seen when an iron 
shot .strikes a target shows that the heat developed by the impact is 
sufficient to laise to incandescence the scattered dust and particles 
abraded by the collision. 

In like manner there is a development of heat bv friction in 

‘ Till' Gduchii of the r.iiiiji,is jire.-ses tlie Ijliint cud of a llc.xible roi| about Is 
inches long again-.t liis bre.i-.t, .ind the other end, which is pointed, lie places in a 
hole drilhd in a piece of dry wood. IJending tlie rod liy the pics-iirc of his body 
he seizes the curved j).irt .ind tin ns it r.ipidly ronnd, till the In at developed bv the 
frietion of the lod against the bloek of wood is siillieient to produce ignition' In 
An.stralia and Tasmania ignition is produced by the rapid twirling of the jiointed 
stick between the palms of the hands, and among the Espniniaux one person presses 
the end of the rod again.st the piece of wood, wliile another produces a rapid rotation 
to and tin liv means of .i tliong. 

-U 
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liquids. In the ordinary process of churning there is a considerable 
rise in the temperature of the milk before the operation is completed. 
AVater, or any other liquid, may be heated in the same manner, and 
it was by an e.xperiment of this kind that Joule first determined the 
dynamical e(piivaleut of heat, that is, the relation between the quantity 
of work spent in churning and the quantity of heat developed by the 
process. 

31. The Fire Syringe. — One of tlie most interesting illustrations 
of the (lynaniical generation of heat is furnished by the fire syringe. 
This instrument consists of a stout cylindrical glass tube, accurately 
bored and quite smooth within. An air-tight piston is fitteil into it, 
so that by forcing the piston forward the air in the tube is compressed. 
AVhen the air is thus forcibly compressed, heat is suddenly generated, 
and the rise of temperature thus developed may be sufiicient to ignite 
a piece of tinder attached to the inner end of the piston. 

If a pellet of cotton wool, moistened with bisulphide of carbon, be 
thrown into the tube and then immediately ejected, so that a mixture 
of its vapour and air fills the tube, a flash of light will be seen on 
suddenly compressing the contents. The heat developed by the com- 
pression has been sufficient to ignite the vapour. 

The converse operation — the develoj)ment of cold or destruction 
of heat — may be also illustrated by means of this or some similar 
ap2)aratus.’' Thus if the gas be conqa-essed, and after attaining a 
fixed temjierature be allowed to expand, pushing the piston before 
it, so that work is done against the external jrressure, a noticeable 
fall in the temjierature of the gas will occur. 

That the temperature of a gas is elevated by suddcji compression 
and reduced by exjjansion seems to have been first noticed by Dr. 
Cullen and Dr. Darwin.- This fact i)eing once noticed would naturally 
lead to an imiuirv as to the quantity of heat developed by a given 
compression, or the relation l)etween the amount of conqu’ession and 
the change of temperature or quantity of heat developed. Dalton* 
was the first to estimate this change of temperature with some degree 
of accuracy, and from his experiment he concluded that when air is 
comjrressed to one half its bulk a heating of 50 F. occurs, with a 
similar cooling when a corresponding rarefaction takes jilace. 

‘ For L‘Xdiii|»k*, by aHowiiig air to (.•''Cape t'roiii a wssei in which it has been 
coiiipr'‘''sed. The cooling etfect t\heii snuill may be regktered by tome sensitive 
thermo-electric apparatus-. The cooling prf»iiiced by the expansion of carbonic acid 
ga'- when escai^ing under high pres-ure into the atmosphere, is so great that the 
f'-caping gii> become^ not merely liquefied but actually solidified. 

“ Joule, FhiL Mff'j., May 

■' Dalton, J/tD/Du'/’''" <>/ LiL Phil. Sm-.ttj MoiirfirsUi', vol. pt. 2, pp. 2 j1-256. 
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Subsequently Dulong ^ showed that equal volumes of all gases 
taken at the same temperature and pressure evolved (or absorbed) the 
same quantity of heat when suddenly compressed (or dilated) by the 
same amount. 

32. Explanation of the Calorists. — That heat is developed by 
friction and percussion was w'ell known to the supporters of the 
caloric theory, and accounted for by well-framed hypotheses. Thus 
any body in its normal state possessed a certain capacity for heat, and 
contained a certain quantity of caloric at a definite temperature. Per- 
cussion altered the condition of the substance and lessened its capacity 
for heat. Some of the caloric w'as sq\ieezed out of it, and, being thus 
set free, manifested its presence by the rise of temperature. Similarly, 
in the hammering of a nail, the caloric was simply hammered out of 
the pores of the iron. The molecules of the matter were driven 
closer together, and the caloric was ejected. In the case of friction, 
however, part of the material was abi'aded or rubbed into powder, 
and the calorists postulated that the capacity for heat of the pow'der 
was smaller than that of the solid from which it was abraded ; there 
W'as thus an evolution of heat. 

This reasoning is strictly philosophical if the assumptions on which 
it is based be true, viz. that the capacity for heat is less in the state 
of powder than in the solid state ; and further, that heat is inde- 
structible, or that the quantity of heat fluid in the universe remains 
permanently the same. The calorists did not, however, appeal to 
experiment to prove that the capacity of a body for heat was less in 
the state of dust than in the block. If they had done so, they w'ould 
have found their postulate overthrown, and would have been forced 
to abandon their theory, or devise some other explanation of the heat 
developed by friction. The production of heat by the friction of 
liquids, as in the process of churning, could scarcely be explained on 
the same lines. Here there is no abrasion, no apparent change of 
state or powdering of the material, and consequently no room for the 
postulate that its heat capacity i.s diminished by the process which 
generates the heat. 

The peculiarity of the heat supply obtainable by friction is that it 
appears to be inexhaustible, so that the (piantity of heat obtainable by 
rubbing together two bodies which do not abrade would be infinite. 
This cannot possibly be explained by the supposition that the heat 
capacity of the substance is less in the powdered or compressed than 
in the original state, but its explanation must be looked for in the 
action or agent which cau.ses the rubbing. From this point of view 
^ Dulung, Ann. dc Chl/nie, 2*-* scrie, t(un. xli. ]>. 150, 1828. 
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the heat developed is the result of the work done by the agent pro- 
ducing the rubbing. 

33. Rumford’s Experiment. — The first experimental investigation 
into the true nature of heat was made In’ Count Uumfor(C in 1798. 

While engaged in the boring of Inris.s cannon at the niilitarv 

O O O V 

arsenal in Munich, he was struck by the high temperature of the 
metallic chips thrown off, and by the excessive development of heat 
during the process. In order to investigate the matter thoroughly he 
prepared a hollow gun-metal cylinder, formed in the waste head - of a 
cannon, and mounted it so that it could be rotated b}’ horse power on 
a horizontal axis, while a blunt steel borer pressed against its bottom. 
The cylinder was covered with a thick coating of flannel to prevent 
loss of heat, and a small radial hole to contain a thermometer was 
drilled into the bottom, and terminated at its centre. The bulb of 
the thermometer was thus at the middle ])oint of the thick bottom of 
the cylinder,'* and the stem projected from its side. 

At the beginning of the experiment the thermometer stood at 
60' F., and after half an hour, when the cylinder had made 960 
revolutions, the temperature was found to be 130' F., which fairly 
represented the mean temperature of the cylinder. 

He now removed the metallic dust or scaly matter abraded by the 
friction from the bottom of the cylinder, and found it weighed only 
837 grains troy. “ Is it possible,” he exclaims, ‘‘ that the very con- 
siderable quantity of heat produced in this experiment — (a quantity 
w’hich actually raised the temperature of above 113 lbs. of gun-metal 
at least 70 degrees of the Fahrenheit thermometer, and which, of 
course, would have been capable of melting 6^ lbs. of rice, or of causing 
near 5 lbs. of ice-cold water to boil) — could have been furnished by 

' Rumford, P/ii/. Trans., 1798. Count Rumford’s name was Benjamin Thomson. 
He wa.s born in 1753 at M'oburn, near Boston, and was driven to Europe for his 
loyalty during the rebellion of the British colonie.s in America. He effected various 
impoitant reforms in Bavaria, and cho.se tlie title by which he is generally known 
(and which was conferred on him for liis services) from a village in New Hampshire, 
now called Concord, where he was obliged to leave his wife and infant daughter. 

■- The verhrener Kupf, or waste head, was a solid mass about '2 feet long, pro- 
jecting beyond the muzzle of the gun. This was cut off before boring. It was cast 
with the gun in order that its weight on the lower parts might make them compact. 
Without this precaution the metal in the neighbourhood of the muzzle would be 
more or less porous. 

The external diameter of the cylinder was 7^ in., and its length 9'8 in. The 
diameter of the internal cavity ^which was drilled out) was 3'7 in., and its depth 
7 '2 in., so that the bottom was 2'ti in. thick. The borer was a fiat piece of hardened 
steel 4 in. long, 0'63 in. thick, and nearly as wide as the cavity, viz. -S'O in. It 
was kept fixed and pressed against the bottom of the cylinder by means of a strong 
screw with a pressure of 10,000 lbs. 
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SO inconsiderable a quantity of metallic dust, and this merely in con- 
sequence of a chdiije in its capacity for heat ? . . . But without 
insisting on the improbability of this supposition, we have only to 
recollect that from the results of actual and decisive experiments, made 
for the express purpose of ascertaining that fact, the capacity for heat 
of the metal of which great guns are cast is iwt ^e/isihli/ rhamjeii by 
being reduced to the form of metallic chips in the operation of boring 
cannon, and there does not seem to be any reason to think that it can 
be much changed, if it be changed at all, in being reduced to much 
smaller jrieces by a borer that is less sharp.’’ 

This test was not, however, conclusive to the calorists. It was 
not sufficient to prove, as Rumford did prove, that the capacity for 
heat of the solid metal was the same as that of the chips. It was 
still necessary to pi'ove that equal masses of the solid metal and the 
abraded dust always contain the qiiH/itit// of heat when at the 

same temperature. A calorist might .say tliat although metal and 
the dust possess the same thermal capacity at the same temperature, 
yet the solid metal contains a greater quantity of heat than the dust, 
the difference having been evolved (hiring abrasion. It has been 
stated that this point might have been settled by melting equal 
weights of the two, and observing the ipiantity of heat necessary to 
change equal weights of the solid and abraded dust into fused metal. 
If these are equal, and if it be allowed that the fused mass is exactly 
the same in all respects in one case as in the other, then the dust and 
the solid metal will contain equal quantities of heat per unit weight 
when at the same temperature. A similar test would be by solution 
in an acid, and observation of the heat of combination. Rumford, 
however, did not stake his opinion on such experiments as these. 
He adhered firmly to the one main point and feature of the experi- 
ment, namely, that the supply of heat is ine.xhaustible. If the heat 
were rubbed out of the material, a .stage would be reached at ivhich all 
its heat would be exhausted. Xo such stage was ever ob.served. The 
supply was as free and copious at the end of the experiment as at the 
beginning. All that was necessary w'as the continued working of the 
machinery. The quantity of heat obtained depended in no way on 
the amount of rubbing or hammering the brass had previous! v received; 
it depended only on the work spent in friction during the experiment 
(see further, p. 41). 

Rumford also proceeded to determine if the exclusion of the air 
from the cylinder had any effect. For this jmrpose he closed the end 
of the cylinder with a tight-fitting collar so that the air had no access 
to the interior during the experiment, but he found no obser\able 
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(lilieretice in the result. He also placed the cylinder in a wooden box 
filled with water in such a manner that it could revolve either water- 
tight or open, while the borer pressed against its bottom as before. 
At the beginning of the experiment the temperature of the water was 
60 F. One hour after the machinery had been set in motion the 
temperature of the water, which weighed 18'77 lbs., was 107 F., or 
had been raised 47 F. In thirty minutes more the temperature was 
142 F., and at the end of two hours from the beginning of the 

experiment the temperature was 178 F., while in 2 I hours the water 
actually boiled I 

He then proceeded to calculate the ipuintity of heat })ossessed bv 
each part of the apparatus at the conclusion of the experiment, and 
found that the total was sufficient to raise 2G'b8 Ib.s. oi ice-cold water 
to the boiling point. This, together with the duration of the experi- 
ment, gave the rate at which the heat was generated to be ‘‘greater 
than that produced in the combustion of nine wax candles, each thii'e 
quarters of an inch in diameter, all burning together with clear blight 
flames.'’ 

‘‘due horse," he adds, "would have been equal to the work jier- 
formed, though two were actually employed. Heat may thus be 
produced merely by the strength of a horse, and in a case of necessity 
this might be used in cooking victuals. But no circumstance could 
be imagined in which this method of procuring he.it would be ad- 
vantageous ; for more heat might be obtained by using the fodder 
necessary for the support of the horse as fuel.'’ 

“ In meditating over the results of all these experiments, we are 
naturallv brought to the great ((uestiou which has so often been the 
subject of speculation among philosoiihers, namely — 

“ What is Heat ? — is there any such thing as an iijiiioiis jinid ? Is 
there anything that can with propriety be called cnhni- 1 ” 

“We have seen that a very considerable quantity of heat may be 
excited by the friction of two inotallic surfaces, and given ott' in a 
constant stream or flux in all lUrcdions, without interruptioii or inter- 
mission, and without any signs of diniiiintion or exhaustion. . . 

“ In reasoning on this subject we must not forget that most 
remarkable circumstance, that the source of the heat generated by 
friction in these experiments appeared evidently to be inr.dunidihli-." 

“ It is hardly necessary to add that anything which any insiilnteil 
body or system of bodies can continue to furnish without liiiiltntiiiii 
cannot po.ssibly be a nmterinl ■■iuhsfniire ; and it appears to me to be 
extremely difficult, if not quite impossible, to form any distinct idea of 
anything capable of being excited and communicated in the manner 
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the heat was excited and conimunieated in these experiments except 
it be MOTION.” 

34. Davy’s Experiment. — The fatal blow to the caloric theory 
was delivered by Humphry Davy, who first showed that two pieces 
of ice may be melted by simply rubbing them together. Davy reasoned 
that if ice can be liquefied by friction, a substance (water) will be 
produced, which i.s allowed by all parties to contain a far greater 
amount of heat than the ice. ' Liquefaction will then conclusively 
demonstrate the generation of new heat. He tried the experiment 
and succeeded. He says ; ' “I jwocured two parallelepipedons of ice 
(the result of the experiment is the same if wax, tallow, resin, or any 
substance fusible at a low temperature be used) of the temperature 
29 F., G inches long, 2 wide, and of an inch thick ; they were 
fastened by wires to two bars of iron. By a peculiar mechanism their 
surfaces were placed in contact, and kept in a continued and violent 
friction for some minute.s. They were almost entirely converted into 
water, which water was collected and its temperature ascertained to 
be 3.3 F., after remaining in an atmosjihere of a lower temperature 
for some minutes. The fusion took place only at the jdane of contact 
of the two pieces of ice, and no bodies were in friction but ice. From 
this experiment it is evident that ice by friction is converted into 
water, and according to the supposition of the calorists its capacity is 
diminished ; but it is a well-known fact that the capacity of water 
for heat is much greater than that of ice, and ice must have an 
absolute Cjuantity of heat added to it before it can be converted into 
water. Friction consequently does not diminish the capacities of 
bodies for heat. " 

Davy then proceeded to determine if the heat which produced the 
liquefaction could have been derived from the air or bodies in contact 
with the ice. For this purpose he caused the experiment to be 
performed by clock-work under the exhausted receiver of an air- 
pump surrounded with ice ; but in this case also liquefaction was pro- 
duced as before. • He consequently concluded that heat is jiroihiced 
by friction, and that caloric, or the matter of heat, does not exist ; 
that “ a motion or vibration of the corpuscles of bodies must be 
necessarily generated by friction and percussion. Therefore we may 
reasonably conclude that this motion or vibration is heat. . . . Heat 
then . . . may be defined as a peculiar motion, probably a vibration 
of the corpuscles of bodies tending to separate them.” 

* Davy, Ebsay on Heat and Light anil Combinations of Light, ” rymyiA’ic Works, 

vol. ii. p. 11. Thi.s was his fir.st contribution to bcience, and uas published in 
1799 in tlie Contributions to Physical and Medical Knowledyi, principally from the 
west of England. Collected by Thomas Beddoes, M.D. 
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The minds of scientists were, however, so imlaied with the caloric 
doctrine that the experiments and arguments of Davy attracted but 
little attention. They were even treated some as wild and 

extravagant speculations. Even Davy himself did not seem to be 
confident. His subsequent writings do not hear the mark of complete 
conviction which characterises so unmistakably those of Rumford, 
and it was not until 1812 that he distinctlv laid down * that — 

“ The immediate cause of the phenomena of heat is motion, and 
the law’s of its communication are precisely the same as the laws of 
the communication of motion 

Both Rumford and Davy might, however, have been successfullv 
met by’ any calorist who wa.-. willing to abandon some of the less 
essential parts of the doctrine. When heat is generated by friction 
or compression, the calorists accounted for it lyv asserting that the 
capacity of the material for heat is diminished, or that the heat is 
rubbed or squeezed out of it. iXow let us suppose that it is proved 
beyond doubt that this is not the case. How then is a calorist to 
explain the evolution of heat in Rumfonl’s experiment ? By the funda- 
mental tenets of his doctrine, he is bound to consider heat as inde- 
structible and uncreatable ; but in this experiment a constant stream 
of heat flows from the parts in friction as long as the motion continues, 
and no equivalent loss of heat can be detected elsewhere. Any' 
competent reasoner will therefore turn to the agent which keeps the 
machinery in motion. The calorist will be forced to state that the 
heat evolved in RunifordA experiment comes from the horse, and in 
making this assertion his position will be as strong, but scarcely’ so 
acceptable or rational, as that of his opponent. Briefly stated, the 
position of the calorist would be that heat is an imponderable fluid 
which cannot be created or destroyed, and therefore if heat appears 
to be generated in any’ mechanical process it must be derived from 
the agents or sources which maintain that process. The opponents of 
the caloric theory, on the other hand, assert that heat is not a fluid, 
but may be developed by the expenditure of work or energy. While 
one party’ might say that the caloric (or heat) is derived from the 
horse in Rumford's experiment, the other party maintains that 
energy is derived from the horse, and the heat which is evolved is the 
equivalent of it. The fundamental postulate of modern science concern- 
ing energy is that it cannot be created or destroyed, and this is exactly 
the property demanded for caloric. The horse in Rumford’s experiment 
supplies something to the machinery which possesses exactly the same 
fundamental quality of permanence according to both schools. 

^ Davy, Elcuicnts of Chemical Philuaojyhy, p. 94. 


Position 
of tiiL- 
calorists. 



THEORY OF HEAT 


I 


4l' 


35. The Dynamical Equivalent of Heat — Joule’s Experiments. 

— That some I'elation existed between the work spent in driving the 
apparatus and the heat developed in Count llumford's experiment 
had doubtless floated before the minds of many philosophers before 
either the correct enunciation or the exact experimental determination 
of this relation was macle. A rough estimation indeed of this relation 
may be obtained from the experiment actuallv performed by Kumforcl.^ 
The accurate investigation of the whole subject was taken up by Dr. 
Joule of Manchester in the year 1840, and continued for a long period 
with the highest ex]>eriniental skill in several distinct investigations. 
The object of Joule’s inquiry was to determine exactly the quantity 
of heat developed by the expenditure of a known amount of work, 
when this work is spent solely in producing heat by friction. 

The method employed was practically a modification of that used 
by liuniford in showing that heat is developed when work is spent in 
friction. The modification consisted in the adoption of accurate 
methods for estimating the work spent and the heat generated. The 
heat was produced by friction of a brass paddle revolving in water 
contained in a specially constructed brass vessel, so that the water was 
heated by a kind of revolving-churn process, and the temperature was 
registered-by means of a delicate mercurial thermometer. The paddle 
was driven by two leaden weights attached to a doubled cord passing 
over two pulleys, and the work sjtent in turning it was estimated from 
a knowledge of the mass of the weights and the height through which 
they descended. 

After all corrections- were made. Joule decided that his mean 
result was 77'2 foot-pontids per degree Fahrenheit between the 
temperatures oo aiid 00' F. That i.s, the work done in raising a 
weight of one pouml through 772 feet in the latitude of iNIanchester 
will, if spent in friction (between brass and water), raise the tem- 
perature of one pound of water one degree Fahrenheit. The unit of 
heat being the ipiantitv which will raise unit mass of water one degree 
L'liredueed Fahrenheit on the mercurv thermometer, and the unit of work being 
\a ue 0 . . Spent in elevating Tinit mass one foot, the general relation between 
heat and work will be H— W 772, or W = 772H. 

If the nnit heat be that i*e(|uired to raise unit nla^^ of water 

* Thu^ Kunit’oi’d i‘ftliiiiati’'l tlic tliDniial capacity of tlie Matd .uid apjbiratU" as 
♦''piivalfiit to that of I)'", ol watci. Further, one was MiHicit-ut to turn 

the niachmery and change tiu' tiiiiptrature of this iiiasb from o'-j to 212' F. in two 
and .1 half hours, the rate of increase of tempcratui’e lieing aliout I 'd per minute. 
Thi^ leaves bl 7 foot-i'ounds a-? the dynamical e4uivalent. a numher which is nnlv 
ahout 10 pel edit in exco-N of Joule's e.stiinate. 

- Kxcept reduction to tlie air thermometer, seeCliap. Sertion I. 
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one degree centigrade, the work equivalent Avill be the of 772, that 
is 1390, the unit of work being the same as before. But if the unit 
of work be that spent in I'aising unit mass one metre, the value of 
the mechanical equivalent will be 424. Thi.s i.-. expressed by saying 
that the mechanical equivalent of heat is 424 gramme-metres, oi- the 
work sjient in raising a weight of one gramme to a height of 424 
metres will, if spent in friction, jwoduce as much heat as will 
raise the temperature of one gramme of water one degree centigrade. 
Denoting the value of the mech.uiical eipiivalent by .1 in any system 
of units, we shall have between the work spent and the heat produced 
the general equation — 

W=.JH. 


The symbol J represents the number of units of work necessary to the 
generation of one unit of heat, when the work is all spent in generat- 
ing heat. It ought to be remembered that in the experiments devi.'cd 
by Rumford and .loule, the work may not all be si)ent in generating 
heat. There may be electric or magnetic actions developed, or other 
actions may take place which we have .as yet no means of iletecting. 
If any such actions take ]tlace, the values of •! derived by ditl'erent 
methods and with ditferent materials would not be expected to be 
equal, and ifthej' are found to be equal it does not juove that such 
actions do not occur, but only that the ratio of the part of the work 
spent in producing heat to that spent in these other actions is the 
same in all the methods em])Ioye(l, oi- that the same definite fraction 
of tilt! work is sjieut in all the mcthoils in |iroduciug heat. 

•loule was quite clear on the jtoint that if the work is really all 
spent in producing heat, then with every form of apparatus we must 
obtain the same amount of heat for the expenditure of the same 
amount of work. He consequently determined the dynamical 
equivalent by the friction of other liquids than water, and by other 
methods than friction. The results of three serie.^ of experiments 
gave— 

^1) Friction of watt-r coiitaiiie 1 in a bra^s vessel with a bia"" [u<hlle -I 772 
{2} Friction of niercury ctnitaincd in an iron vessel w itll iron jiaililic .1 =774'0^o. 
(3) Friction of two iron riiig.-s niblfin*' a«iainst each other lu niereurx .1 — 77 I ■9>7 
In 1878 .loule rcpcateil liis cxjHTinu'iits, and foiiinl llie number 77 tor th** 
dyiiainieal e(|ui\alent in tlie latitinle nf Manchotcr Tlii". redueetl to tin* sea- 
level and the latitude of Greein\ielK heeomes 773*492. the unit of beat bein^i; that 
wliich raised tbe t'‘iii])erature of 1 lb of i\atei trom tIO' to F., the wei,ubing 
being matle with brass weights when the barometer stood at 3U in. AVheii the 
weigliing is made in vacuo this bet-oines reduced to 772'r»5. [In 1>79 Joule made a 
1 ^ 11 x 4111 eom]>aiisoii of Ins thermometer witli one whicli had la-en standanlised h}* 
Howland. The results wtre published as an ajUMUidix to Kowl.iiid’s jtaper in the 
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Proceedinijs of the A'liici lean Academy iox March 1880. A considerable correction 
was then found to be necessaiy in the values obtained by Joule. Again, Joule liad 
assumed Kegnault’-s expression for the sjiecific heat of water, and a correction for the 
capacity for heat of the calorimeter was also rendered necessary by the changes in 
the thermometry. .Toule’s result is given in the above-mentioned paper as 774'6, 
which, when all corrections are apjdied, becomes i for temp. 12 "7 C and latitude of 
Baltimore) 778 A fE. H. Grifiitlis Phil. Trans., A, 1893, p. 199').] 

Later experiments on this subject have been carried out by 
Professor H. A. Rowlands and several others. The experiments of 
Rowland are remarkable for their range and consistency, as well as 
for the skill and completeness with which they were executed. They 
were conducted at temperatures varying between 39 '1 1'’. and 96 "8 
F. (a much wider range than that employed by -Joule), and gave 
results varying from 774'7 to 778‘3 on the mercurial thermometer, 
and from 77.5'9 to 783 4 on the air thermometer, the higher results 
being obtained at the lower temperatures (see further. Chap VIII.). 

When the gas thermometer is taken as the standard, and the unit 
of heat as the quantity required to raise the temperature of unit 
mass of water L at a temperature of 20° C. on the gas thermometer, 
the foregoing residts may be replaced by the numbers — 

I - 427 '.t (gramme-metres degree f, i 

= 779 (foot-pounds degree F.) 

= 1402 (foot-pounds degree 0.) 

36. Transformation of Heat into Work. — V'e have seen how 
Rumford, Davy, and -loule proved that the work done by animals or 
falling weights may be converted into heat, and we shall now consider 
the converse operation — the transformation of heat into work, or the 
derivation of mechanical effect from thermal agencies. 

This process is exhibited in the steam-engine and all other heat 
engines. Thus in the steam-engine fuel is consumed and heat 
generated in the furnace, and at the expense of this heat the engine 
is set in motion, and work is performed. The kinetic energy of the 
particles of a hot body, which, according to the dynamical theory, 
constitutes its heat, is thus transformed into the visible motion of the 
parts of the engine, and this in turn is transformed partly into 
external work, or mechanical effect, such as the raising of weights, or 
communicating motion to or alteririg the configuration or state of 
other bodies, or systems of bodies and it is partly frittered down 
again into heat developed by the friction of the j)arts of the engine 
itself, or of other bodies which it may set in motion. 

Thus in a locomotive the heat drawn from the furnace passes first 
into heat motion or energy of the particles of water and steam ; this 
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in turn passes into the motion of the machinery. All the visible 
motion of the engine and its parts is thus derived from the invisible 
motions of the molecules of the water vapour, which in turn comes 
from the furnace, and this invisible motion or agitation of the mole- 
cules of a body we regard as the source of its sensible heat, and the 
performance of work by a heat engine we regard merely as a trans- 
formation of the kinetic energy of the particles of the hot body, or 
source of heat, into the visible energy of motion of large masses, or 
into that energy of position which we call jiotential energy. When 
a train is propelled by steam-powei-, part of the energy derived from 
the furnace is converted into energy of motion of parts of the 
apparatus, and part of this energy of motion will, if the train is 
ascending an incline, be converted into energy of position or potential 
energy, and part will be re converted into heat developed by friction 
in the rails, air, and parts of the train. If the train moves uniformly, 
the moving parts are giving out as much energy as they receive from 
the furnace ; if its speed is being accelerated they are receiving more 
energy than they give out : and if its speed is diminishing, they are 
receiving less. The potential energy might be recovered again as 
motion (in part at least) by allowing the train to fall to its original 
level. The engine thus acts the part of a still, in converting energy 
which first exists as heat motion in the furnace into visible motion of 
the machine, and this again into heat motion developed by friction. 
In all heat engines, however, by far the greater part of the heat 
energy is given out as such, without being converted into mechanical 
energy at all. 

If the engine be employed in merely producing motion in itself or 
other bodies without altering their relative positions or state, and if 
these motions finally subside through friction, as in the case of a 
train coming to rest at the same level as that from which it started, 
then on the whole there will be no external work done, there will be 
no mechanical advantage gained, and all the heat derived from the 
furnace will be frittered down, and reappear again as heat developed 
by the friction which brings the mass to rest. If. however, work 
has been done by the engine in raising its mass, or any other masses, 
to a higher level, an ecjuivalent of the heat drawn from the furnace 
will disappear ; this will have been used up in doing work, viz. the 
work necessary to raise the masses to the higher level ; the remainder 
of the heat drawn from the furnace will reappear as heat developed 
by friction, so that the heat thus developed is not now the complete 
ecjuivalent of that drawn from the furnace, but is less by an amount 
W where W is the work done in raisirig the mas.ses. 
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The direct verification that heat disappears when work is done 
by a steam-engine was first experimentally demonstrated by Him in 
1857, but as early as 18.')9 an essay was made by Seguin in the 
same direction. 

'Him actually measured in an ordinary working steam-engine the 
quantity of heat which was carried from the boiler in a given time, 
and also the (prantity which reached the condenser during the same 
interval. He also calculated the quantity lost by radiation and con- 
duction over all parts of the machine, and found that when the 
engine was at work, turning other machinery, the difference between 
the quantity of heat which left the boiler and that which entered the 
condenser was much greater than when the engine jrerformed no 
external wmrk, and the steam merely passed through the engine from 
the boiler to the condenser. 

Him also pushed the exj)erimcntal inquiry further, and actuallv 
deduced a fair estimate of the dynamical equivalent of heat from his 
observations of the work done by the engine, and the quantity of 
heat used up in performing it. The work W performed in any time 
can be deduced from the area of the Watt’s indicator diagram (see 
Art. 66) and the number of strokes of the ])iston. To determine 
the quantity of heat converted into work, the weight of water that 
passes from the boiler to the condenser must be estimated. Knowing 
the latent heat of vaporisation at the temperature of the boiler (see 
p. 387), the quantity of heat Q drawn from the boiler in any time 
becomes known. But this q\iantity is not all converted into work. 
Part of it q is carried into the condenser, and a part R is lost by 
radiation in tlie transit. Hence the (juantity of heat converted into 
work i.s Q -- q - R, and the value of J is found from the equation 

Bv this means Him obtaine<l the numbers 413 and 420’4 (gramme- 
metres), which, considering the difficulty of the investigation, must 
be regarded as exceedingly good approximations. 

37. The Two Laws of Thermodynamics — Meaning of the Term 
Law in Physical Science. — It has been shown that heat mav be 
generated by the expenditure of w'ork, and conversely that work may 
be performed bj' the expenditure of ;in equivalent (piantity of heat. 
A certain equivalence has been .shown, by the experiments of Joule, 
to exist between the work done and the heat generated (or spent) in 
such cases, and thi.s equivalence is known as the first law of thermo- 
dynamics. This law is algebraically stated in the e(iuation 





viir. 37 THE DYNAMICAL GENERATION OF HEAT IT 

which means that when work is spent in generatin'; heat, or heat 
spent in performing work, then .1 units of work are equivalent to 
one unit of heat. 

In the general case a quantity of work AV is spent in driving a 
machine, and a smaller quantity of work ir is performed hy the 
machine — for example, in raising weights or moving certain masses. 
The balance W - lO is spent, partly at least, and perhap.s wholly, 
in overcoming the friction of the parts of the machinery, and an 
equivalent (piantity of heat is developed. It must not, however, he 
assumed that the heat thus developed is the complete e(piivaleut of 
the difl'erence W - u\ Other processes liesides the development of 
heat may be in operation. Electrical phenomena may occur, and 
generally do occur, when dissimilar substances rub together. Magnetic 
and electro-magnetic actions may also take place, and energy may he 
radiated into space or dissipated, during the motion or collision of 
masses, in modes which we are as yet unable to detect. Tlie expendi- 
ture of the work iu Joule's experiment may not be quite so simple as 
it appears at first sight, and until it is proved that in all sucli cases 
the work is wholly spent in producing heat, it is not clear that the 
value of J, determined by the friction of one pair of suhstanee.s, .should 
he the same as that determined in the same manner by another pair. 
That other actions do take place can scarcely he doubted, and perhaps 
it is to these that the differences in the determinations of J by different 
methods are to be partly attributed. The corrected equation would 
in this case be 

wliere ic reju'esents the quantity of work sj)ent in de\ eloping other 
phenomena hitherto unnoticed. 

The second law of thermodynamics was introduced by Clausius 
and Thomson, and these two laws form the basis of the modern 
science of thermodynamics. This law, as stated by Clausius, asserts 
that heat cannot he conveyed from one body to another at a higher 
temperature without the expenditure of work, or some equivalent 
process. Thus of a system of bodies at different temperatures any pair 
may be converted into a heat engine, that at the higher temperature 
acting as the source, or furnace, and the other playing the part of the 
condenser. JVhen such an engine performs work the heat used up is 
always that of the source or body of highest temperature. A certain 
quantity of heat is drawn from the source, and part of this is converted 
into woi'k, while the remainder passes into the comlenser or body of 
lower temperature. If the process were reversed work would be spent 
in driving the engine, while a certain quantity of heat would !)e drawn 
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from the condenser and a certain quantity would be restored to the 
source. Thus in the direct process heat is drawn from the warmer 
and given in part to the colder of two bodies, while external work is 
performed by the engine. In this process the tendency is to equilibrate 
the temperatures of the two bodies. In the reverse process, however, 
work is spent in driving the engine, while heat is drawn from the 
colder and given to the warmer of the two bodies, and the tendency is 
to exaggerate their difference of temperature. It is from this point of 
view that Thomson regarded the matter, and proposed the principle 
that the method by which work is obtained from heat is by allowing 
it to pass from bodies of higher to bodies of lower temperature, or that 
work may be done by using up the heat of the warmer of two bodies 
but not by using the heat of the colder. In Thomson’s statement the 
direct process of obtaining mechanical effect by thermal agencies is 
kept in view, and the impossibility of obtaining work by using up the 
heat of the coldest of a system of bodies is insisted on. In order that 
heat may be drawn from the coldest body the engine must be reversed, 
and work must be spent in effecting the process. This is the state- 
ment of Clausius, and the two are therefore equivalent. 

An apparent violation of the second law of thermodynamics, possible 
but for our inability to deal with individual molecules, has been ingeni- 
ously pointed out by Maxwell. The fuller consideration of this and 
other matters, together with the applications of the law, will be taken 
up again in the sequel (Chap. VIII.). At present it will only be 
necessary to call attention to the meaning of the word law in physics. 

A law is nothing more than a general conception which embraces 
a series of similarly-recurring natural phenomena. Thus the laws of 
reflection and refraction of light state general relations between tbe 
directions of two rays which under certain conditions are always found 
to hold. We have again the law of universal gravitation, and the law 
of the conservation of energy, and in chemistry the law of the con- 
servation of matter. These laws may not be absolutely true, b>it thev 
are stated as laws because, so far as our experience goes, they have 
not yet been found to be false, i.e. to lead to contradictory results. 
Such laws are not mere logical conceptions, but are evolved from the 
consideration of long series of observations, and are tested by repeated 
experiment under ever-varying circumstances. In proportion only as 
they are found to bear such tests does our confidence in their trust- 
worthiness increase. They are for the most part working hypotheses 
of the greatest utility in systematising our knowledge and cataloguing 
facts. To find the true law of any class of phenomena requires a 
complete knowledge of the processes by which they are brought about ; 
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and before we can say that our knowledge of any one law of nature is 
complete we must have ascertained that it holds good without excep- 
tion. Only so far as it has been tested can it be trusted, and when 
we say that any law is established by a series of experiments the 
range of the series must be stated, and it is only asserteil that within 
this I’ange the law is in accordance with the facts. 
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THE AA’AVE THEORY OF RADIANT HEAT 

38. Antiquity of the Dynamical Theory. — Having learned that 
heat m.ay be generated by the expenditure of work, and lire rerso, we 
shall now consider the theory which has been founded on these facts. 

The first notions of the dynamical theory of heat date from such a 
remote epoch that their origin cannot be attributed with precision to 
any single person or period. Thus some of the Greek philosophers, 
from mere observation of the destructive effects of heat, considered it 
as a movement of the ultimate particles of matter. So also at the 
time of the scientific renaissance inaugurated by Bacon, and continued 
by Descartes, we find the claims of the dynamical theory freely advo- 
cated. These statements of the doctrine, however, can only be 
regarded as more oi- less acute speculations, as no sure basis for the 
theory was laid till Bumford and Davy executed their experiments, 
nor indeed was the theory generally accepted until a considerably later 
period. The calorist, in fact, had not become extinct in the middle of 
the nineteenth century I While the majority of scientists were con- 
vinced that light was due to wave motion in the ether, they still 
adhered with the greatest pertinacity to their heat fluid or caloric. 

39. The Ether. — Although we are forced to regard space itself as 
unlimited, yet there is no mental necessity compelling us to regard it 
either as filled throughout, or in part, with a medium, or as entirelv 
empty. When, however, we endeavour to explain the phenomena of 
heat and light we are forced to the conclusion that all space, at least 
as far as the farthest visible star, is filled with a fundamental medium, 
which we may call the ether. This hypothesis is forced upon us by the 
fact that heat and light travel through space with a definite velocity, 
and we find it impossible to conceive of more than two methods bv 
which an influence, travelling in time, may be propagated from one 
body to another situated at a distance. 

Take, for example, the case of two ships at sea. One of these may 
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disturb the other in either of two ways — either by firing bullets against Two 
it or by exciting waves in the water (medium between them) which, 
diverging from the centre of disturbance, break upon the other ship tion. 
and disturb it. In the first case one emits a substance which impinges 
against the other, and in the second it is the source of a disturbance 
which travels through a medium existing between the two. The 
former method is the basis of the emission theories of heat and light, 
and on the latter is founded the wave theory. According to the 
emission theory, a hot oi' luminous body emits a fiuiil or a shower of 
fine particle.s, travelling through space with the velocity of light 
(300,000,000 metres pei' second). This theory has been altogether 
abandoned, and the supposition that the light and heat which we 
receive from the sun are due to wave motion in a medium fillintr all 
space has been universally adopted. The medium is of course hypo- 
thetical, in so far as what we term the direH evidence of our senses is 
concerned. It is not visible or tangible; yet its existence is advocated 
by the phenomena of electricity and magnetism, and, in fact, by all 
the operations of nature. When we speak of the direct evidence of 
our senses, how do we circumscribe the term ? what exactly do we 
mean ? what fixed line of demarcation have we to tell us where this 
evidence begins and where it ceases '! 

The notion of such a medium is neither new nor fanciful, nor is it 
to be regarded as a vague speculation on the part of scientists. The 
hypothesis has been admitted on accumulated evidence, and in con- 
sequence of the demand for a rational and consistent explanation of 
all the phenomena of nature. It is certainly as easy to conceive of 
space as filled with a medium, capable of carrying energy from one 
region to another, as to believe that the interstellar spaces are entirely 
empty ; and if the question be impartially considered it will perhaps 
be conceded that we have really as much reason for believing in the 
existence of a universal ether as in that of anything else.' 

It is to be remembered, however, that we do not ])Ostulate density, Postulates, 
or compressibility, or molecular structure, or necessarily any property 
of matter, for this ether, except that it can contain and ptropagate 
energy. It is merely assumed as a fundamental medium, by means 
of which the properties of all substances, and all the phenomena of 
nature, are to be explained. It is certainly unscientific to postulate 
elasticity and density, or any structure, for this medium, if by means 
of it we are to account for the elasticity, density, and structure of 

* The ancients certainly appear to have had no difficulty in admitting the simul- 
taneous existence of several ethers and imponderable fluids, and at the present time 
the vast majority of people think of electricity as a fluid, or two fluids ! 
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matter. Such a procedure does not even push the inquiry one stage 
farther back. 

40. Heat and Light Reducible to the same Agency. — The idea 
that heat is ultimately due to a motion of some sort has been long 
entertained. By friction and collision the sensible motion of bodies 
disappears and heat is generated. The supposition has been that the 
motion in such cases is ngt really lost, but is merely transferred from 
the body as a whole to its individual particles. Thus when a moving 
body is brought to rest by friction, or collision, the energy of the 
original visible motion of the body is not annihilated, but passes over 
into the invisible atoms of the substances taking part in the friction or 
collision. 

Now we have evidence in favour of the supposition that light is due 
to wave motion in the ether, and we have exactly the same evidence 
in favour of the same supposition with regard to radiant heat. Radiant 
heat (for example the heat emitted by hot-water pipes or a blackened 
stove) and light behave in exactly the same way in a variety of 
experiments — in fact the only difference that can be detected is that 
light, as well as possessing all the characteristic qualities of the radiant 
heat, is also able to affect the sense of sight. 

Radiant heat then, like light, is supposed to be due to wave motion 
in the ether. ^ We say that the molecules of a hot body are in a state 
of very rapid vibration, or are the centres of rapid periodic disturbances 

^ Among the contemporaries of Rumford and Davy, Dr. Thomas Young seems to 
have been the only man who comprehended the full bearing of their experiments. 
He called in question the principle assumed I'V the calorists, that the heat ab.sorhed 
in any iirocess is precisely the same as that evolved when the liody passes hack again 
to its initial condition, and [loints out that this assumption had not been proved in 
a single case (“ Lecture on the Nature of Heat”). That Young had thoroughly 
grasped the idea of the wave theory is proved by the following jjassage “ If heat 
be not a substance it must be a quality, and this quality can only' be motion. It 
was Newton’s opinion that heat consists iii a minute vibratory motion of the 
particles of bodies, and that this motion is communicated through an apparent 
vacuum by tlie undulations of an elastic medium, which is also concerned in the 
phenomena of light. If the arguments which have been lately advanced in liivour 
of the undulatory nature of light he deemed valid, there will be still stronger 
reasons for admitting this doctrine respecting heat, and it will only be necessary 
to suppose the vibrations and undulations principally constituting it to be larger 
and stronger than those of light, wliile at the same time the smaller vibrations of 
light, and even the blackening rays, derived from still more minute vibrations, 
may perhaps, when suSiciently condensed, concur in producing the etl'ects of heat. 
These effects, beginning from the blackening rays, which are invisible, are a little 
more perceptible in the violet, which still possess but a faint illuminating power : 
the yellow-green afford the most light ; the red gives 'less light, but much more heat ; 
while the still larger and less frequent vibrations, which iiave no effect on the sense 
of sight, may be supposed to give rise to the least refrangible r.iys, and to constitute 
invisible heat.’’ 
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of some sort, that they thus excite waves in the ambient ether, that 
these waves travel through the ether between us and the body with 
the velocity of light, and that when they fall upon us they are more 
or less absorbed by, and cause corresponding motions in, the molecules 
of our bodies, and thus arises the feeling of hotness. The sense of 
heat in us is thus excited by the ethereal waves diverging from the 
hot body, just as the eye is excited by the waves diverging from a 
luminous body, or as the ear, in an analogous manner, is affected by 
the aerial waves originated by a sounding body. 

The question now arises. Are there two distinct sets of waves in 
the ether ? Are there heat waves and light waves, or are these waves 
of the same nature and type 1 That a light wave also possesses heating 
power at once leads us to su.spect that there is no essential difference 
in character between the wave motion which affects our sense of heat 
and that which affects our sense of vision. To explain how this may 
be we revert to the more easily comprehended case of sound. 

If a sounding bell vibrates one hundred times per second it 
generates waves in the air which are about H feet in length, and if 
it vibrates eleven hundred times per second the corresponding waves 
are about 1 foot long, while fifty vibrations per second will give rise to 
waves about 7 yards in length, and so on. The impression u))on the 
ear depends on the number of waves which fall upon it per second 
— that is, upon the rate of vibration (jf the sounding body, and as a Effect of 
consequence we derive the idea of pitch. That is, we say a note is f'^quency. 
high or low according as the number of vibrations per second is 
comparatively largo or small. Further, the range of the ear is 
limited, and the rate of vibration- may be so high that the ear fails 
to respond to the demand upon it, and the rate of vibration may, on 
the other hand, be so low as to cause no distinct impression. In 
other words, the aerial waves may be too short or too long to cause 
the impression of sound. ^ There are certain limits of length between 
which the waves must lie — from about 1 2 or 1 3 yards to about of 
an inch. These limits are determined by the construction and con- 
stitution of the ear, and vary slightly from individual to individual. 

The very long waves and the very short waves which do not affect 
the ear are, however, waves of exactly the same character as those 
which cause the impression of sound, the oidy difference is one of 

' The rapidity of vibration or frequency is the main point to be kept in \iew 
rather than the length of the wave, and in what follows, a short wave is to be taken 
as meaning one of high rate of vibration, while a long wave is one of low rate. For 
the same rate of vibration the actual length of the wave will depend upon the 
nature of the medium. 
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rapidity. The fault lies with the ear and not -with the waves. We 
do not say that there are two distinct classes of aerial weaves, those 
which give rise to sound and those which do not. We prefer to look 
upon all the waves as of the same class — that is, the physical process 
in action during the propagation of all is the same. The difference is 
merely one of rapidity, and, as the range of the ear is limited, it 
cannot meet the demands upon it in both directions to an unlimited 
extent. 

In the same manner every body in space is regarded as a source 
of incessant ethereal commotion. Every molecule of matter is in 
vibration, and generates waves in the ether. The clouds may shut 
off the light and heat of the sun, but they are warm bodies them- 
selves, and radiate waves of heat. The earth itself is warm, and on 
the coldest night the dark space embraced by its shadow is traversed 
by incessant streams of radiated waves. We are thus bathed day 
and night in the midst of never-ceasing change. The ether is never 
still. 

It is, however, to be distinctly remembered that we do not make 
any assumption as to the nature of the vibration or the process going 
on in the ether. We merely call it a vibration, because we believe it 
to be a periodic variation of some sort. This never-ending tremor 
affects us in two distinct ways. To it we owe the sensation of vision 
as well as that of heat. If an ethereal wave lies between certain 
limits of frequency it affects the eye, and we call it light. Such a 
wave falling upon our bodies may also set up commotions among our 
molecules, and give rise to the feeling of warmth. The same wave 
may thus cause two distinct impressions, that of light and also that of 
heat, just as if a sound wave could not only affect the ear but could 
also cause our bodies to tingle and develop a sensation of warmth. 
Thus while we have only one sense to tell us directly ,that the air is 
vibrating, we have two by which rve can examine the ether. In this 
aspect, then, the sense of heat may be regarded as an extension of the 
sense of sight (see Art. 13). 

41. Existence of Waves beyond the Limits of the Senses. — The 
eye, like the ear, is, however, limited in range. An ethereal wave 
may be either too slow or too quick to affect it. Outside these limits 
waves of any power might fall iqion us, and yet we should be 
enveloped in ijerpetual night. Our sense of heat would, however, 
come to the rescue. Waves which are too slow to affect the eye can 
warm our bodies. Thus these tw'o senses overlap and extend each 
other. The waves, however, w'hich most powerfully aftect the eye are 
not generally those which most excite the sense of heat. While some 
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waves are of such a length that they can be easily detected by either 
sense, still some are so long that the eye fails to cope with them, yet 
they are easily responded to by the sense of heat ; and, on the other 
hand, some are so short that although they may affect the eye yet 
they are with difficulty, if at all, detected by the sense of heat. 

We are now left with those waves which undoubtedly exist in 
myriads, and which are too short or too long to be detected by either 
the sense of sight or the sense of heat. Such waves might fall upon 
us for all time, and still by means of our unaided senses we could 
never become aware of their presence. An ether might exist and be 
continually troubled by such waves, and yet we could have no direct 
evidence of their existence or of the medium which carried them. 
The suggestion of such a medium by any one would probably be 
looked upon as strong evidence of insanity. Even with the double 
evidence of our senses which we now have in favour of a space filling 
ether, there are many who would rather doubt such evidence than 
believe in a thing which they cannot directly perceive by the senses. 
However, considering the medium as only hypothetical, the fact that 
it might certainly exist and fill important functions in the life of the 
universe and still never be detected or suspected by us is a strong 
reason why the postulation of such a medium for the explanation of 
natural phenomena should not be branded as irrational or un- 
philosophic. 

The ingenuity of man has not allowed these long waves, nor even 
the very short waves, to escape. Those which are too short to be 
directly detected by the eye can be placed in evidence by means of 
their chemical action, while those which are too long to affect our 
sense of heat (it is only waves in the neighbourhood of part 

of a millimetre that act directly on our senses) have been recently 
subjected to the power of man by the celebrated experiments of 
Professor Hertz. Previous to 1889 we were confined in our observa- 
tions to waves about .vjtottd "'ch in length, now we can 

work with ether waves a foot or a yard or a mile long if desired. 

42. [Restriction of the term Heat. — As long as the waves which 
constitute radiant heat are travelling through free space or transparent 
bodies they obey the same laws as those of light. When, however, 
thev fall on bodies which are opaque to them, both heat and light 
waves are absorbed, a conversion of ethereal into molecular energy 
takes place, and the bodies are warmed. In the study of heat we are 
chiefly concerned, not with the laws of the ethereal waves, but with 
the manifestations of the molecular energy of material bodies to which 
' See the autfior’s 'rheorii nf Liijhf, Cliap, 
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they give rise. Hence it is generally convenient to treat of the energy 
of ethereal waves, whether visible- or not, as light energy, and to 
restrict the term heat to the molecular energy of matter. If it 
should, however, be necessary to make special mention of the invisible 
heat-producing waves they may be referred to as radiant heat.~\ 

Before we proceed to the study of the effects of heat it may be of 
advantage to glance at some considerations in relation to matter and 
motion, and the ether as the vehicle of energy, for before any theory 
of heat can be worked out in full detail some satisfactory theory of 
matter must be first formulated, and this appears' to be a task of no 
ordinary difficulty. We shall, therefore, consider briefly the evidence 
we have regarding the structure of matter and the causes which 
determine its composition and physical state. A full knowledge of 
the ultimate constitution of matter may possibly lie beyond the grasp 
of the human intellect, for this can oidy be traced with certainty as 
far as our senses, combined with physical apparatus, enable us to 
observe it. The essential differences, however, between the three 
typical forms — solids, liquids, and gases — and their modes of inter- 
action, form a legitimate subject of inquiry. 



SECTION VI 


UN MATTEI! 

43. Definitions. — Various, and very diver.se. detinitioiis of the 
term matter have been proposed from time to time. The exj)erimeiital 
physicist, however, uses the word merely to denote the substance or 
stuff contained in the objects around him, and which constitute what 
is termed the external or material universe. These objeet.s we 
recognise and distinguish by means of their properties — that is, by 
the impressions, direct or indirect, which they make on our organs of 
sense, and by means of which we perceive their presence and con- 
sequently say they exist. Two general properties have been usually 
attributed to matter, namely, c/ti'iision and impoietrahiliin, the former 
term being used to signify that any portion of matter occupies space, 
or has volume, and the latter to denote that two bodies, or portions 
of matter, cannot occupy the same portion of space at the same' 
time. 

The term impenetrability thus aj)pears to mean pretty much the 
same thing as extension, for if we say a body occupies a certiun space, 
we ought to mean that it occupies that space to the exclusion of all 
other bodies. So that in addition to referring to no new [woperty, and 
being therefore unnecessary, the name seems to be ill chosen, as it i^ 
undoubtedly misleading in its significatior,. 

AVe distinguish different kinds of matter by such properties as 
compressibility, greater or less rigidity, colour, taste, smell, but the 
one property which characterises all forms of matter, as we know it, is 
weight. We measure matter by weight, and we say that two bodies 
of equal weight have equal masses — that is, contain equal quantities of 
matter. The term conservation of matter ” might, therefore, with 
advantage be replaced by the term lOitsen-nfwii. of -weight’' as it would 
keep the mind in closer touch with the property that really is con- 
served throughout chemical processes, namely weight. Thus there is 
no mental necessity compelling us to believe that the weight of two 
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or more atoms in chemical combination should be the same as the sum 
of their separate weights before combination, even though the quantity 
of matter (measured in the same way) remained the same as before. 
Thus if matter be regarded as an objective reality independent of man 
and his ideas, then we could easih^ imagine that matter should remain 
permanent in quantity throughout any chemical change, and yet the 
weight in the same case might be very different at the end of the 
reaction from that at the beginning. It is, therefore, better to adhere 
strictly to the main fact, namely, that the weight is conserved so far 
as our experience has yet gone. 

The property of extension, however, does not sufficiently circum- 
scribe the term matter for our purpose, for this property belongs to 
anything conceivable by the human mind as existing in space. We 
do not wish to call the ether matter, or if we adopted the fluid theory 
of heat or electricity, or the corpuscular theory of light, we should 
avoid calling these media matter, for they have all been supposed to 
be devoid of weight, which is the characteristic of all matter as we 
know it. We might speak of ether, or caloric, or electricity, as fluids 
or fluid media, or simply as media, but never as matter. It must now 
be clear that when we speak of matter we use the term for the sake of 
convenience to denote that stuff which constitutes the bodies around 
us, and that the property common to all kinds of matter, as we know 
it, is weight. 

What we constantly ubserve, however, is change ; and in matter we 
observe both change of quality or state, and change of position or 
motion. Thus wine when exposed to the air turns into vinegar, 
and water when heated turns into vapour. The former is a change 
in quality and is termed a rhemind change or process, while the latter 
is a change of the state of aggregation of the matter and is referred 
to shortly as a change of state. 

44. Divisibility of Matter. — Much futile discussion has been 
engaged in by metaphysicians and physicists as to the infinite 
divisibility of matter. A block of wood may be split in two by a 
hatchet, and each of these portions may be again divided, and so on. 
The question then arises. Can this process of subdivision be carried 
on indefinitely 1 Divisibility in the abstract can certainly be carried 
on indefinitely, for here it only depends on the imagination ; but in 
practice it is (juite a different question. If any body can be divided 
into two portions it is a matter to be tested by experiment alone if 
each of these portions can be divided into two others, and so on 
indefinitely. The question of the infinite divisibility of matter is, 
however, beyond the scope of experiment, since the infinite, from the 
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very meaning of the word, cannot be the subject of experience. The 
question is therefore an objectless one for experimental science. 

If by experiment, however, it were found that the proces.s of 
division could not be pushed beyond a certain limit, that we finally 
came to parts which we could not further break up, we still would 
not be justified in saying that further division is impossible, but 
should rest satisfied with stating that we did not yet possess the 
means of pushing the division any further. 

45. Antiquity of the Idea of Atoms and Molecules. — The idea 
that all bodies are composed of a multitude of very small particles 
seems to have been entertained since the earliest limes of civilisation. 
The hard atom was conceived 2400 years ago by the Greek philo- 
sophers Democritus and Le\ici}>pus, and was subsequently glorified in 
the poetry of Lucretius. An argument urged by the latter in favour 
of the hypothesis is the facility with which it lends itself to the 
explanation of the mobility of fluids such as air and water. This 
arises, according to the poet, because there are vacant spaces between 
the perfectly solid particles, and hence, although the particles are hard, 
yet the substance as a whole may be soft and yielding. 

The idea of a perfectly hard atom seems to be refuted by all those 
modern researches, such as spectroscopic work, which lead us to reflect 
on the molecular structure of matter. The behaviour of matter in 
regard to radiant heat and light leads us irresistibly to conclude that 
an atom is not simply a hard, structureless particle, but that it is a 
more or less complicated system cai)able of internal vibrations of 
several distinct periods. 

The atomic theory, however, only acquired a definite form at the 
beginning of this century, when it was revived by Dalton to explain 
the fact that in chemical combinations the elements unite in certain 
definite proportions. Since that time the hypothesis has grown in 
strength, and has been a fruitful instrument of progress in many 
branches of physical science, so that it now claims the rank of a well- 
tested theoiy. 

46. Value of a Theory. — Such a theory, however, claims not the 
truth of an abstract law. The human mind deals much less easily 
with abstract truths by themselves than by aid of well-conceived 
analogies and illustrative imagery. The value of any hypothesis 
depends upon its convenience in systematising observed facts, and by 
the extent to which it embraces all known phenomena must its 
utility be estimated. Such an hypothesis cannot be proved. It 
mav be true, but it must, nevertheless, be regarded merely as a tool to 
be used for the sake of convenience as long as it is consistent with 
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observation, and which must be rejected, or modified to suit our 
wants, when found to be no longer applicable. A well-chosen hypo- 
thesis not only concatenates the observed facts, and gives a clear 
and connected idea of the general laws to which they are subject, 
but may often lead to the discovery of new relations, and thus place 
in our hands the means of anticipating phenomena previously un- 
observed. The process of scientific inquiry may be thus advanced 
from the stage of blind groping to that of well-planned and conscious 
investigation. 

47. Molecules considered as Groups of Atoms. — According to 
the molecular theory all bodies consist of very small parts termed 
molecules. Every molecule is supposed to be similar to every other 
molecule of the same substance, and to possess all the mass properties 
of the substance. In other words, it is the smallest part of the body 
which can be separated from it and still jjossess all the charac- 
teristics which distinguish the substance. The necessity for this 
limitation arises from the fact that substances which are apparently 
homogeneous can be decomposed into two or more other substances 
which are very dissimilar in their properties. Thus water can be 
decomposed into hydrogen and oxygen, the volume of the former 
being twice that of the latter. For this reason a molecule of water is 
said to consist of two atoms of hydrogen united to (or in chemical 
union with) one atom of oxygen. It must, however, be admitted that 
we have no right to assert that two atoms of hydrogen united in this 
way to one atom of oxygen— that is, a molecule of water — would, if we 
could deal with it, possess all the mass properties of water. Any 
portion of a substance that we can subject to experiment contains an 
enormous number of molecules, and its properties may be, and probably 
are, very different from those of a single molecule. The chemical 
definitions, therefore, require modification. 

It is also found that such substances as hydrogen and oxygen 
cannot be further decomposed by any process at our command, and 
they are consequently said to be simple substances. An atom is 
the smallest portion of a simple substance which can enter into 
chemical combination. A molecule, on the other hand, may consist of 
two or more atoms associated together in a manner which we do not 
as vet understand, and to denote this manner of association we say 
they are in chemical union. A molecule of a compound substance 
is thus a little society of atoms of what we call the elementary 
substances. Thus if we suppose the solar system to dwindle down 
till the masses forming it attained the size of atoms, then the whole 
system thus associated might be taken to represent what we call a 
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molecule, the different planets and their satellites forming its con- 
stituent atoms. 

48. Evidence in Favour of the Atomic Theory. — The atomic 
theory involves the supposition that there is a practical limit to the 
divisibility of matter. In fact, it is only on this supposition that 
any definite meaning can be attached to the existence of elements 
in chemical combination according to Dalton’s law of multiple pro- 
portions. An atom as a whole enters into or passes out of chemical 
combination ; a portion of it cannot be removed from a molecule 
leaving the rest in combination, and this is what the name signifies. 

All chemical experience harmonises with the atomic theory, and 
finds in it an easy and intelligible mode of expression. The hypo- 
thesis is also strongly corroborated by spectroscopic researches, and by 
observations in the other domains of physical science ; yet, as to the 
ultimate nature of matter, and as to the question whether in going on 
dividing a portion of matter we should finally arrive at an atom, or 
portion which could not be further divided, man is still quite as 
ignorant as he was in the days of Lucretius, The solution of this 
problem appears to recede from our gras[) as fast as we approach it, 
and this, perhaps, is as yet a matter of indifi'erence in chemical 
investigation, 

49. Idea of a Fundamental Substance — The Protyle Theory, — 
Any substance, such as oxygen or hydrogen, which cannot be further 
decomposed, is called an element or simple substance. It must be 
carefully remembered, however, that an element in the chemical sense 
is an undecomposed, not necessarily an undecomposable, substance. 
Attempts to draw general conclusions as to the constitution of the 
various elementary substances, from the values of their atomic weights, 
have been made in two directions. The first line, started by Prout in 
1815, was based upon the philosophic assumption of a fundamental 
substance, or “protyle.” This substance was supposed to be hydrogen, 
and all the other elementary substances were supposed to be made up 
of it, so that if weight be conserved throughout chemical combination, 
or such combination as would yield the various elements out of 
hydrogen, then the atomic weights of all the elements, and in fact 
of all substances, simple or compound, should be multiples of that of 
hydrogen. In other words, if the weight of an atom of hydrogen be 
taken as unit of weight, then the weight of an atom of any other 
element, or of a molecule of any chemical compound, should be 
expressible as a whole number, provided the weight of a molecule be 
equal to the sum of the weights of its constituent atoms. 

The test of the applicability of such a theory will depend upon 
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the accuracy of the determination of the atomic weights of the 
elements, and in the opinion of J. S. Stas, the accuracy of ^yhose work 
far surpassed that of his master Dumas, the hypothesis of Prout is 
inadmissible. The atomic weights in many cases difi’er from those 
required by the theory by quantities much larger than the probable 
errors of experiment. There is, however, a surprising approximation 
to the multiples of hydrogen in the atomic weights of many elements, 
and Dumas devoted himself to showing that although the atomic 
weights of all the elements could not be exactly expressed as multiples 
of hydrogen, still they all could be expressed very approximately as 
multiples of half the weight of a hydrogen atom. Afterwards, how- 
ever, he was forced to adopt the quarter hydrogen atom as the basis 
of all the other elements, so that the whole subject here loses all 
practical interest, for it is evident that by taking a sufficientlv low 
limit of weight the approximation could be carried to any degree of 
closeness (see Art. 58). 

50. The Periodic System. — The second line of consideration, intro- 
duced in 1864 by Newlands in England, and Lothar Meyer in Germany, 
might be termed the j^eriodic system. In the hands of Lothar Meyer 
and Mendelejeflf it has yielded a considerable harvest, and they have 
shown that in a fairly general way the properties of the elementary 
substances are periodic functions of their atomic weights. Thus if 
all the elements be arranged in the order of their atomic weights 
their chemical properties will vary from member to member till a 
certain number of elements have been passed, and then these properties, 
or very similar ones, will be repeated again in order as we pass up 
the series of elements. This system is by no means perfect. Many 
incongruities still remain to be eliminated by new facts, or fresh con- 
siderations, and so far it can only be regarded as the commencement 
of what promises to be a fruitful method of investigation. 

51. Continuity Possible. — The supposition of atoms and molecules 
is, however, by no means absolutely necessary. Matter might also be 
regarded as continuous and structureless, not composed of discrete 
particles, but completely filling the space enclosed by the surface of 
the body. It is difficult, from this point of view, to explain com- 
pressibility, unless we postulate it as a primary quality of every 
element of matter, yet the theory need not be discarded at once on 
this account. Our powers of forming conceptions are limited by our 
experience, and to say that a supposition is inconceivable is merely to 
assert that it has not yet come within the bounds of our experience. 
Every explanation in physical science is but a reduction of a complex 
problem to its simpler elements, and there is probably a limit to such 
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reduction beyond which the mind of man may never pass. Our ex- 
planations, in all cases, are made in terms of ideas which arise out of 
our experience. Beyond this we cannot go, but we attempt to fathom 
the unknown by means of analogies derived from the known. 

52. Heterogeneity Possible. — Chemical combination might result 
from the mixture of different substances which penetrate each other 
so intimately that we cannot find in the compound the properties of 
any of the separate substances of which it is composed. The smallest 
portion which we can examine is a])parently homogeneous with the 
whole mass. The mass, however, may still be intensely heterogene- 
ous, and in fact such heterogeneity is indicated in apparently homo- 
geneous bodies, such as water and mercury, by ditferent lines of 
reasoning based on experimental facts. I,ord Kelvin' has shown that 
with such a constitution of matter gravitation alone would sufficientlv 
explain the greater part of the phenomena which have been ascribed 
to the so-called molecular forces. That sucli heterogeneity might 
actually exist in the apparently most homogeneous substances and 
still escape notice is clear, for its iletection will depend on our powers 
of observation. Thus, if we consider a cubic mile nf j)udding-stone 
forming a practically continuous mass, made uj) of blocks of various 
sorts of stones varying in \olume from a cubic foot to a cubic inch, 
then one cubic foot of such a conglomerate might ditier entirely from 
another cubic foot, and we should say the mass was intensely hetero- 
geneous. If, however, we suppose the whole mass to be reduced 
according to a uniform scale, .so that the cubic mile becomes a cubic 
foot, the heterogeneit}' will now fairly escape observation, and we 
should say that of such a mass any cubic foot was the same as anv 
other cubic foot. In fact, we should say the mass was homogeneous. 
Thus, in a liquid the molecules may be clustered at some points and 
uniformly distributed at others, so that at some points the molecular 
aggregation may approximate to that of the solid state, while at 
others it may resemble that belonging to the vapour. 

This idea of ultimate heterogeneity in masses which are apparently 
■homogeneous will be found very useful in dealing with some pheno- 
mena which at first sight appear difficult to explain, such, for example, 
as variations of specific or latent heat. Thus in the fluid state the 
molecules at some points may be arranged in that condition which 
characterises the solid state. It is not at all likely that a system of 
molecules which mutually attract each other would travel for ever 
singly (as they are ordinarily supposed to do in a permanent gas) as 
if they were a system of hard spheres. It is much more likely that 
‘ W. Thomson, Pruc. Eoy. Hoc. Etliu., lSti2. 



(U 


THEORY OE HEAT 


CHAP. I 


at some points they will get into clusters, so that here and there in 
the gaseous mass an element of the substance partakes more of the 
properties of a liquid than of a gas, and as the gas approaches its 
condensing point more closely it is likely that these clusters rapidly 
increase in number until condensation sets in. So also when a liquid 
approaches the freezing point, the state of aggregation which appertains 
to the solid state may he regarded as coming more and more into 
prominence until solidification actually sets in. The whole idea, then, 
comes to this, that we shall be probably near the truth in regarding as 
ordinary gas a mixture of what we call a perfect gas with the liquid, 
and a liquid may in the same way contain a portion of the solid in 
solution. 

53. Three States of Matter — Molecular Theory. — The three 
states of matter — viz. solid, liquid, and gas — must now be considered 
with reference to the molecular theory. In general, any substance 
may take each of the three states — the state in which it happens to 
exist being determined by its temperature and pressure. Thus, water 
substance at the ordinary atmospheric pressure may exist either as 
solid ice, liquid water, or be altogether converted into vapour, accord- 
ing to the temperature. 

To explain this, the theory supposes that the molecules of every 
body are in a state of perpetual agitation, and this may consist in the 
motion of the molecule as a whole, or as a vibration or rotation of 
its constituent parts, or both. This molecular motion is supposed to 
depend upon the temperature ; the hotter a body is, the greater the 
intensity of its molecular agitation. In a solid the molecules are 
supposed to oscillate round mean positions. Each is confined to a 
very small space, which it never leaves.' As the temperature rises the 
molecular agitation increases, and at length becomes so violent that 
the molecules break away from their imprisonment and wander about 
indiscriminately amongst each other. In this state the substance is 
said to be in the liquid form. 

In a liquid, then, the molecules as well as being in a state of 
vibration have also a motion of translation whereby they continually 
move in and out amongst each other, so that any molecule in one 
part can pay a visit to another in any other part of the liquid. Such 

^ [The experiments of Sir W. C. Roberts- Austen on tlie dilfusion of solid metals 
into each other .show, honevei, that this view can only be approximately true (see 
Proc. Poij. Hoc., Feb. 1S06). tV. H. and W. L. Brayg, by studying the diHractiou 
effects due to X-rays in crystals, have determined the mode of arrangement of the 
atom.s in a number of cry.stals. A crystal cannot be regarded (in many cases at 
any rate) as com[»osed ot distinct molecules ; the constitution is atomic {X-rcnfs 
anil Atiiiiiic Htnicture, by W. H. and AV. h Bragg, 1915).] 
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a visit, however, is quite accidental. Each molecule is so jostled by 
the others in its wanderings that its path is almost entirely for- 
tuitous. In order to endow the molecules with this extra motion, 
and also to overcome the forces which held the molecules confined in 
the solid state, work must be done, and this work is the equivalent of 
what is known as the latent heat of fusion. This continual interchange 
of position and gliding through each other of the molecules of a liquid 
is suggested b}^ the phenomenon of dift’usion, which takes place even in 
opposition to the force of gravity. 

If we now consider a liquid to be gradually heated the molecular 
energy will increase, and when a molecule approaches the surface it 
may possess a velocity sufficient to project it completely from the 
liquid into the space above against the attraction of the neighbouring 
molecules in the surface layer. There will thus be a continuous 
stream of projected molecules leaving the liquid, and this is what we 
know as evaporation, and when the molecules all attain velocities 
sufficient to carry them through the surface layer, the liquid will all 
l)ass into the state of vapour or become a gas. 

The essential difference between a liquid and a gas according to 
our theory is, that while in a liquid the molecules move about amongst 
each other, each can travel no appreciable distance before it encounters 
another, and has its direction of motion altered by impact or mutual 
influence. In a liquid there is nothing of the nature of a free path ; 
each molecule is constantly under the influence of its neighbours. In 
the case of a gas, however, each molecule between two consecutive 
collisions is free from the influence of the othersd There is a free 
path, and this path is rectilinear but very short. In the passage 
from the liquid to the gaseous state, the molecules must be separated 
from each other in opposition to their mutual attraction, and the work 
thus spent represents part, at least, of what is known as the latent 
heat of vaporisation. 

54. Encounter and Free Path. — When two approaching molecules 
come within a certain limiting distance of each other, their relative 
velocity in the direction of the line joining their centres is supposed 
to diminish gradually, and become finally reversed. This mutual 
action is referred to as an ntcouider between two molecules, and in a 
permanent gas the time spent during an encounter must be much less 
than that occupied in the free path. As the density of a gas increases 
the length of the free path diminishes, and the encounters become 
more frequent. The proportion of time spent in collision becomes 
comparable with that of free motion, and the properties of the sub- 

^ The reaj'Oii-^ tor tlii.'' Miiiposition will be ^iven attorwavtls, see Art 241. 

V 
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Stance become considerably modified by the mutual influence of the 
molecules on each other. The effect of compression is to bring the 
molecules more within the sphere of each other’s attraction, so that 
the substance gradually loses the characteristic properties of a perfect 
gas and acquires gradually the properties appertaining to the liquid 
state. In liquids there is no free path. The molecules are con- 
tinually within the sphere of each other’s attraction, and the behaviour 
of the substance with regard to pressure and temperature will be 
determined by the nature of the molecules and their mutual action. 
On the other hand, the mutual influence of the molecules is practically 
negligible in gases, and the behaviour of such substances with respect 
to pressure and temperature will, within certain limits, be independent 
of the nature of the molecular attraction, and the law connecting 
volume, pressure, and temperature will be the same for all gases.^ 
It ought to be kept in mind, however, that when two molecules 
approach each other the encounter may not always be accompanied by 
a rebound, for the two may start rotating about each other, and thus 
form the nucleus of condensation which leads to the heterogeneity 
spoken of in Art. 52. 

55. The Dynamical Theory of Gases. — In order to account for 
the pressure of gases against the walls of the enclosing vessel, as well 
as their power of expanding to fill any space, their molecules were 
endowed by many philosophers with mutually repelling forces.- The 
idea that the molecules of a gas repel each other does not seem to be 
vet quite extinct, although it was shown by Daniel Bernoulli ® as 
early as 1738 that the pressure and expansive power of gases could 
be satisfactorily explained by the supposition of molecular motion. 

Let us, for the sake of clearness, consider the molecules of a gas 
as small equal masses, and let us inquire into the effect of a number 
of such molecules when enclosed in a vessel, and each in rapid 
motion. Let the vessel be a horizontal tube closed at one end, and 
having a movable i)iston fitting into the other, so as to slide freely 
in it. We shall consider the bombardment of the molecules against 

’ Sir t\ 111 . Crookp.s regards the ultra-gaseous condition in which the molecules 
are so far apart that collision is rare as a fourth state of matter (‘‘ Radiant State 
of Jlatter," Pror. Ilmj. ,Snc. vnl. x.xx. p. 469, 1880). 

- Tlie assumption of such a mutual rcpiil.'-ion between the molecules of a "as is 
contrary to all experience, except the term he restricted to such forces as those 
which come into operation during imi>aet and rebound. For if the molecules 
repelled each other, their kinetic eiiergie.s would increase as their distances from 
each other increased, that i.s as the volume of the gas increases. Consequently, if 
a gas expanded without lining external work, its temperature would lise, that i.s if 
the temperature is determined by the energy of motion of the molecules. 

■’ Bernoulli, Hijd roLlijnd mkn, Strasbourg, 1738. 



ART. 55 


JIATTEE 


67 


the piston. Each molecule as it strikes the piston communicates a 
certain impulse to it which would set it in motion outwards if not 
held at rest. Here, then, at once we find that a certain force will he 
necessary to hold the piston in position, or, in other words, the en- 
closed gas exerts a pressure in virtue of the motion of its molecules. 
The force necessary to hold the piston in position will depend on the 
number of molecules which strike it per second, and for molecules 
of a given kind moving with a given velocity this will he propor- 
tional to the number of molecules per unit volume, that is, to the 
density of the gas. The pressure then will he proportional to the 
density, that is, inversely as the volume when the mass is given. 
If the temperature of a gas depends only on the motion of its 
molecules, it will follow, then, that at constant temperature the 
product of the volume and pressure will be constant. Thus we have 
deduced Boyle’s law as an immediate consecjnence of the dynamical 
theory. 

We shall now examine the matter a little more closely. If a mole 
cule of mass m approaches a wall with a velocity n, and rebounds with 
the same velocity, the momentum or impulse given to the wall by 
the im])act will be twice the momentum of the molecule, that is 

iiitii. 

For simplicity let us consider a single molecule moving perj)en- 
dicularly to a pair of opposite sides of a cubical box of unit volume. 
If the molecule moves backwards and forwards with velocity » im- 
pinging on the two sides alternately, it will strike each side In times 
per second (since the space traversed between two consecutive impacts 
on the same wall is twice the edge of the cube or two units of length), 
hence the impulsive pressure caused by a single molecule will be 

>/ .> 

2 HIP .y ~ 

and if ii molecules be enclosed, the pressure will be the sum of the 
partial pressures due to the individual molecules (that is, if they are 
so sparsely distributed that their mutual influence may be neglected), 
and the pressure will be 

l> - —.'/?//" - iii'Zlir. 

If, howe\ er, »- be taken to represent the mean of all the values of 
»- for the various molecules, then if there be n molecules in the unit 
volume we shall have = and 

1)= Hi /IP*. 

Now, in the general case a molecule may be moving in any direc- 
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tion with a velocity V, the rectangular components of which perpendi- 
cular to the faces of the cube are u, u\ u", so that 

u’ + ii’- + v'", 

and if V- denotes the mean of all the values of V“ for the various 
molecules, with corresponding meanings for / 7 , if, n", we shall have 

V-=:«-+ I/"-, 

and since the molecules do not tend to accumulate in any part of the 
vessel there will be, on the whole, as many passing across any plane 
per second in anj’ one direction as in the opposite, or, in other words, 
the pressure will be equal in all directions, and 

«-= u"‘‘—v"- = iV-- 

Consequently in the general case, when the molecules are moving 
indiscriminately through the cube with a velocity whose mean square is 
the pressure per unit area will be 

where 1/ is the number of molecules per unit volume. Now mn is the 
mass per unit volume, or the density p of the gas, consequently ^ 

P = hp^’-- 

If a given nias.s M of gas be enclosed in a vessel of volume t, then 
M = pv and the equation becomes 

Hence if the mean square of the velocities of the molecules remains 
constant the product of the pressure and volume will be constant. 
For unit mass we have therefore for all gases the equation 

2ir=iXf 

* This equation enables us to calculate the velocity of mean square for any gas, 
as was shown by .Toule. (Pape'r read before Manc/i. Lit. and Phil. Sue., 1848. 
Reimblished in FAiV. .1/ay. \ol. .xiv. p. 211, 1857.) Thus at atmospheric pressure 
j; = 103.3 grammes per square centimetre, and at 0' C. the density of hydrogen is 
0'OOOOS9o7 (gr. per c.c.), hence taking y = 981, we have for hydrogen at 0” C. — 
vi'l. of mean square = 1842 metre.s per second, 

[Clausius (Puyy. Ann. e. 1.857, p. 377') has given the following values for velocitie.s of 
mean square of gases at 0 0. : — 

Oxygen ..... lOl metres per second. 

Yitrogen ..... 492 

Hydrogen 1844 ,, 

It is to be observed that the velocity of mean square (i.e. the square root of the 
mean value of the squares of molecular velocities) is not the .same ,is the mean 
velocity of the moleeule.s. The former is somewhat greater than the latter, .see 
Art. 374.] 
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It is thus proved that the pressure of a gas may be thoroughh' 
explained by the motion of its molecules, and that the supposition of 
repulsive forces between the molecules is quite unnecessary, as well as 
being unscientific, molecules being already endowed with the ju'opertv’ 
of mutual attraction. There is one point, however, which should l)e 
noticed. By Boyle’s law we know that the product pv is constant at 
constant temperature, and, therefore, the right-hand member of the 
above equation must be a function of the temperature. The tempera- 
ture, then, must be measured in some way by V-, the mean square of 
the velocities of the molecules, or by their mean kinetic energy. 
Hence the heat of a gas must be in some way related to the kinetic 
energy of its molecules, and the same conclusion may be legitimately 
extended to all other bodies. 

Cor. If several gases be mixed in the same vessel, and if their 
molecular masses are /iq, //q, etc., while the number per unit volume 
of each is yq, /q, etc., then as before, if their meati squares of 
velocities are Yp, Y.r, Yy, etc., 

^/ = A Vj- s- w -f- etc., 

or 

''tr- 

That is, the pressure of the mixture is equal to the sum of the jtress- 
ures which the gases would exert if they occupied the whole space 
separately. This result was discovered experimentally by Dalton, 
and is true of course only so long as the molecules do not sensibly 
obstruct each other. 

56. Structure of Atoms — Rankine’s Hypothesis. — The hard atom 
of the Grecian philosophers, although at present in disrepute and out 
of touch with the more modern scientific conceptions, still survives in 
a certain sense unrefuted. Rival theories have been developed which 
are perhaps just as improbable, and perhaps not less illusory. The 
most inconceivable of these is that of Boscovich, who by mathematical 
refinement got rid of the material atom altogether, and replaced it by 
a mere point, or centre of force towards, or from, which certain forces 
were directed. This view was supported on the assertion that matter 
can only be known by its effects, and if these can be explained other- 
wise the assumption of a substance is not necessary. The phenomena 
of nature were thus to be explained by a mathematical fiction similar 
to that which in the hands of Gauss and Poisson formed the founda- 
tion of the theory of statical electricity. 

The first step towards a rational theory was made by Rankine,^ 

^ IVutis. Roy. Soc. Edin., 4tli I’eb. 1850; Phil. May., Dec. 1851; Scifntijic 
Palmers, p. 16. 
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who about 1842 endeavoured to derive the laws of pressure and 
expansion of gases from what he termed the ]u/pofhesis of i/ioh’nilur 
vortices. 

This hypothesis assiiiiies “that each atom of matter consists of a nucleus or 
central point envclopeit by an elastic atmosphere, which is relained in its jiosition 
by attractive forces, and that the elasticity due to heat arises from the centrifugal 
force of those atmospheres, revolving or oscillating about their nuclei or central 
points.” No definite supposition is made as to whether the elastic atmospheres are 
continuous or consist of discrete jiarticles — that is, whether the elasticity of these 
atmospheres is a primary quality or entirely due to the “repulsion” of discrete 
molecules. Furtlier, the nnelens at the centre of each molecule may or may not be 
distinct in nature from the elastic enveloj)e. It may be a portion of the atmosphere 
in a condensed state, or merely a centre of condensation of the atmosidiere. The 
word nucleus signifies merely the atomic centre, and its volume, if an}^ is assumed 
to be inappreciably small compared with that of the envelope. The suiiposition 
p)eculiar to the inquiry is “that the vibration which, according to the wave theory, 
constitutes radiant heat and light, is a motion of the atomic nuclei or centres, and is 
propagated bj’ means of their mutual attractions and repulsions.” The absorption 
and emission of heat and liglrt consist in a transference of motion from the nuclei 
to their atmospheres, and rice rersd, and this hypothesis Rankine considered as pos- 
sessing immense advantages in explaining the propagation of transverse vibrations, 
the immense velocity of light, and its dispersion as well as its mode of ju-opagation 
through crystalline media. According to this theory, in the case of perfect tiuidity 
each atomic atmosphere possesses uniform density throughout eacli sjiherical layei 
described round tlie central nucleus. In other word'-, the density at any point of 
the atmosi)here i.s considered as a function of the distance from the centre of the 
atom. The quantity of heat in a body is mea,sured by the kinetic energy of its 
molecular revolutions or oscillations. These molecular motions miglit either be 
an oscillation of tlie spherical layers of the atomic atmospheres to and from their 
centres, or else a vortex motion of the elements of the atmospheres round the radii 
of the spherical atoms, so that each spherical layer is filled with ladial vortices. 

Such is Eankine’s attempt to explain dynamically the increase of 
pressure of gases caused by heat, and although it is merely a first trial, 
and probably is far from the truth, yet in its very name it contains 
the germs of suggestion which render it not unworthy of its author.' 

57. Preliminary Considerations on the Possibility of Matter being 
due to Motion in a Medium. — The question which now presents itself 
is, AYhat is an atom of matter ? By assuming the existence of atoms 
and molecules, and endowing them with certain qualities, many of the 
properties of bodies may be plausibly explained, but, granting the 
existence of atoms, the problem which still remains, and which 
probably ever will remain, for .speculation is, What is an atom ? The 
existence of a fundamental medium, the ether, has already been 

‘ A germ of Rankine’s theory seems to be contained in the older o])iiiioii regarding 
the heat fluid. According to Becher and Stahl tlie terru influniiiiahihi, or phlogiston, 
was affected with a rapid whirling motion, motiis vvrlici/laris, and when the ]iai tides 
of any body were agitated with this motion it exhibiteil the phenomenon of heat, 
or ignition or inflammability, aucouliug to the violence of tlie motion. 
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postulated for many reasons. Being furnished with this medium and 
motion in it, the problem before us, broadly stated, is “ construct the 
physical universe.” 

In attacking a problem of this nature w'e may with profit consider 
the case of a person furnished with ordinary faculties, and jfiaced in a 
uniform medium. For the sake of clearness let us take a being capable 
of moving through a homogeneous ocean, and having no knowledge of 
its boundaries, or of what is called the toj) and bottom. The ocean 
being supposed perfectly uniform in all directions, the sin)posed person 
can detect no difi'erences in its properties as he moves through it, and 
he will consequently be ignorant of his own motion, as well as of the 
existence of the medium in which he moves. Let us now suppose 
that at a certain place in the ocean there is a whirlpool, or what is 
termed a rectilinear vortex. When the being ajiproaches this part of 
the ocean he will experience certain actions, or sensations, arising from 
the motion of the medium, and on reflection he will consider that there 
is something at this place, and will give it a name. This whirlpool 
will be something to him, and all the rest of the ocean will be void. 
If other whirls exist at other places he will also regard them as objects, 
and he will be able to determine their positions with resjject to each 
other, as well as his own position and motion with respect to them, so 
that he is now furnished with the ideas of distance, relative position, 
and motion. For the sake of distinctness we may assume that by 
some means he is able to see these whirlpools. For example, they 
may be in a state of vibration, and may propagate waves in the 
medium, and these waves may excite a sense appertaining to the 
being, which for the present we shall call the sense of sight. Thus, 
even though at a distance, he can now detect the whirls by their effect 
on his senses. The same waves may also affect other senses, for 
example the sense of heat, or they may not affect either sense, for 
they may be too long or too short, just as sound waves may be too 
long or too short to att'ect the sense of hearing. 

Thus a person situated in a homogeneous medium might not be 
aware of the existence of the medium, but he might be aware of 
certain parts of it which are in a certain state of motion, and on 
account of this motion these parts might appear luminous and hot, 
and possess many other properties which would be discovered through 
his other senses, and on account of which he would say that these 
parts w'ere objects, or bodies, or matter, while he fails to recognise 
the parts of the medium which do not possess this kind of motion. 
Thus to him certain parts of space would appear occupied by bodies 
and the remainder would seem to be empty, although all space might 
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in reality be filled with a medium, one part of which ditt'ered from 
another only in the nature of its motion. 

The motion of one part or whirl might also be influenced by that 
of the others, and as a consequence each will exeit certain forces on 
the others, causing them to move towards it or farther away. That 
is, these whirls might attract or repel each other according to some 
law determined by the nature of the whirl. By the very motion, 
then, which constitutes these objects, they would bo endowed witli a 
property analogous to gravitation. 

In connection with this part of the subject it may be well to 
consider the terms attraction and repulsion which are so freely used 
in natural philosophy. If two objects which are free move towards 
each other they are ordinarily said to attract each other, but if they 
move away from each other they are said to rejiel each othei'. When 
we say the earth attracts a stone, we ordy mean that a .stone will 
move towards the earth when let go at any point above its surface. 
When we say that the earth attracts the stone, we do not explain 
the motion or its ultimate causes, we merely describe it. The intro- 
duction of a new word is very satisfying to a certain class of mind, 
and often stops further inquiry. There aie many who are quite 
satisfied that a phenomenon is explaineil when it has received a 
name. 

To exemplify this, let us consider the case of a person situated 
in an ocean of water on the earth's surface, and ignorant of the 
top and bottom, and let this person be furnished with a number 
of pieces of cork and :dso a number of pieces of stone. Then if he 
at first takes a piece of cork and a piece of stone simultaneously 
in his hand and lets them go, he observes that the cork flies in 
one direction and the stone in the opposite. His first inference is 
probably that the cork and stone repel each other. He now takes a 
piece of cork by itself, and he finds that it moves in the same direc- 
tion as the other piece of cork, and .similarly any piece of stone will 
descend after the other without a piece of cork being near it. He 
now will probably begin to doubt the truth of his first surmise, that 
cork and stone repel each other. For he has found that the cork rises 
just as rapidly whether the stone be near it or not. The foice on a 
piece of either material is the same at all distances from the other, so 
that the law of force on each of them is independent of the distance 
or magnitude of the other body. He wdll probably look beyond his 
immediate surroundings and begin to speculate in the wildest manner, 
till by chance he becomes acquainted with the bottom of the ocean. 
He will now assert that the bottom is the wnt nnisii of the motion. 
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and that it repels cork and attracts stone. If. Itowever, he had first 
become accpiainted with the toj) he would have been quite satisfied 
that the top attnicted the cork and rejielled the stone, and when he 
ktiows both top atul bottom he is furnished with a variety of alter- 
tiatives. He may say that the top attracts the cork atnl die bottom 
attracts the stone, or that the tup rejrels the stone and the bottom 
repels the cork. Probidily the last thing which will .strike him will 
be that the top and Ixrttom may be without intluence on lioth pieces 
of matter, and that these bodies may also be without direct action on 
each other, but that their motion in all cases arises from the immediate 
action of a medium in which they are immersed. 

58. The Voptex Atom. — The idea that motion is in some way the 
basis of what we call matter is an old one, but no distinct conceptions 
on the subject were formed till Helmholtz' (IS.IS) develojied his 
investigations in fluid motion. In this celebrated paper it was sliown 
that the rotating parts of a perfect, incompressible fluid, in which 
there is no slipping, maintain their identity for ever, and are thus 
eternally dift'erentitited from the non-iotating parts. Also that these 
rotating parts tire arranged either in endless filaments forming closed 
curves, or tire terminated only at the boundaries of the fittid ; and 
these vortex filaments, as they are ealle<l, imiv be knotted or linked 
together in a variety of wat-s. Thus if we treat the ether tis a jierfeet 
fluid, then any portion of it in vortex motion 
must for ever remain so. Such motion can never 
be created or destroyed, and <i portion of the 
ether possessing it must for ever remain difl'er- 
entiated from the rest. A vorte-x filament in 
the ether will thus at once pos.sess the character 
of permanence demanded for matter. It will be 
an atom in the true sense, for it can never be 
severed. The ends of such a filament cannot 
exist excejit at the boundaries of the ether, which is supposed to fill 
all space. 

The vortex atom theory of matter was originated by Sir William 
Thomson,- soon after the appearance of Helmholtz's paper — in fact 
while witnessing Professor P. G. Tait’s beautiful experiments on vortex 
rings.' 

Vortex rings are formed when air is puffed through a circular 

* Helmlioltz, L'relh. 18jS ; Phil. ihi'J., 1867. 

' Sir William Tlionioon, Proc. Itmi. Hnr. Edin., 1867. 

^ Ilecenf Advit/i<'t -< hi Fhyiihy’l Acititc>\ p. 290. Sumt* inteie-'tiiig experiments on 
vortex rings are al'o descrit)eJ liy Sir K. Ball, Phi/. Mmj. vol. xxxvi. p. 12, 1S6S. 
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aperture in the side of a box. The smoke rings which some smokers 
are expert in making are also fairly good examples. 

Professor Tait conducted his experiments with the simple appa- 
ratus represented in Fig. 3. It consists of a plain wooden box with a 
circular aperture, G or 8 inches in diameter, in one end. The opposite 
end of the box i.s removed and replaced by a tightly stretched cloth 
or sheet of india-rubber. In order to render the rings visible the air 
in the box must be impregnated with smoke or fine jrarticles of some 
floating matter which are distinctly visible. For this purpose the 
bottom of the box is first sprinkle<l with a strong solution of ammonia, 
so that the interior becomes filled with ammonia gas. Hydrochloric 
acid gas is then generated in the box by simply pouring some sul- 
phuric acid into a saucer containing common salt. The hydrochloric 
acid gas unites with the ammonia and forms a dense cloud of small 
crystals of sal-ammoniac in the air within the box. If now a sudden 
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blow is given to the membrane covering the end of the box, a vortex 
ring issues from the aperture in the other end and moves forward 
through the room like a solid projectile. When two such rings collide 
they rebound and vibrate, in con.sequence of the shock, like bands of 
solid india-rubber. C ortex rings may, however, be caused to vibrate 
without impinging on one another. When the hole is circular the 
rings are circular, and this is the stable form. If the rings deviate 
from the circular form they will vibrate about that form as a position 
of equilibrium. Hence to obtain vibrating rings it is only necessary 
to make the aperture through which they are discharged elliptical, or 
oval, or even square. 

Another curious result deduced by Helmholtz in his paper may 
also be shown exiierimentally. If two vortex rings be moving in the 
same direction with their planes perpendicular to the line joining their 
centres, the pursuer contracts and accelerates its speed, as A and B, 
Fig. 3, while the pursued expands in diameter and diminishes in 
speed, so that the hinder one idtimately overtakes, passes through the 




ART. 58 


ON .MATTER 


75 


other, and takes the lead (shown at A'B'). The same process occurs 
again, and a system of alternate threading is kept up. If, however, 
they approach each other from opposite directions, both decrease in 
velocity and expand indehuitely in diameter, but never reach each 
other. One behaves to the other as its image in a plane mirror, and 
the same thing happens when a vortex ring moves up directly towards 
a plane tvall. 

As any ring sails through the room it is not only the particles of 
sal-ammoniac or smoke (which merely render it visible) that remain 
permanently in it. The air forming its core remains the same, and is 
the very ring of air which left the aperture of the box. In fact, if 
there were no fluid friction the ring would not only remain perma- 
nently constituted of the same particles of air, but would go on rotat- 
ing for ever. Once created, it would remain eternal. Vortex rings in 
a perfect non-viscous fluid thtis posse.ss the essential pro])erty of inde- 
structibility demanded for matter by chemistry, and in such a fluid it 
would be equally impossible to create such rings. Theoretically a 
vertex filament may have a variety of different shapes, and may be 
knotted or looped about in any manner. In practice, however, it 
seems possible only to form rings of the simple circular tyjie. An 
aperture has not yet been devised which will allow the smoke rings to 
escape in a knotted or looped form. 

The motion of the air in the ring is a rotation round the core or 
central line. If the ring be looked at when approaching the observer 
from the box, then the particles of air on the inner edge are moving 
forward, and those on the outside edge are moving backward, from 
the observer, as shown in Fig. ' 2 . 

The vortex atom has at first sight very strong recommendations in its 
favour. It possesses at once many of the essential qualities of matter. 
It is indestructible and indivisible while its strength and volume 
remain constant, although its diameter may vary, and if two rings be 
linked or knotted they must remain so for ever. Again, a vortex ring, 
when free from the influence of others, moves rapidly forward in a 
right line, and thus possesses kinetic energy, while it may also 
vibrate about a form of equilibrium, and in this way give rise to such 
wave motions in the ether a^ are supposed to constitute light and 
radiant heat. The theory is consequently much more fundamental in 
character than any other, since it merely makes use of a postulated 
medium, the ether, and the principles of hydrodynamics to explain 
the properties of matter, and consequently all the phenomena of 
nature. It does not posit hard atoms endowed with powers of 
attraction and repulsion, but it endeavours to follow the mechanism 
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by which one molecule influences another, and thus gives a mental 
retH'esentation of the actual processes in action. 

The develo2)ment of the subject is seriously imj^eded by very 
formidable mathematical difficulties, and the theory is as yet in its 
infancy. Only some of the simifler {problems have been worked out,i 
and we cannot tell as yet whether the theory will survive the tests 
which lie before it, when the comjilete mathematical investigations 
shall have been worked out, and the results compared with experi- 
ment. In making such a comjjarison, however, it must be kept in 
view that the experimental work will deal with vortex rings formed 
in a mcaterial fluid, such as air, which is not even aj^proximately 
perfect in the sense required by the mathematical investigation. The 
adaptability of the theory will therefore dejjend on the assumed pro- 
jierties of the ether, and modifications found necessary by future 
investigation need not overthrow the theory, but rather lead to a 
knowledge of the necessary properties of the medium.^ 

[The properties of radioactive substances discovered in recent 
years, together with the laws relating to the spectral lines and other 
jrhysical properties of the chemical elements, point strongly to the 
conclusion that the true atom is the atom of electricity, of which 
two kinds exist, positive and negative. The researches of Sir J. J. 
Thomson have shown that the unit of negative electricity, now 
usually called an ehrfron, possesses a mass less than one-thousandth 
that of a hydrogen atom, this mass being probably entirely due to its 
electromagnetic inertia and consequently dependent on the velocity of 
the electron." The unit of positive electricity possesses a much greater 
mass than the electron. A neutral chemical atom is regarded as 
being made up of an equal number of units of positive and negative 
electricity, bound together by their mutual attraction. Lord Kelvin 
jjroposed the view that an atom of matter consists of a sphere of 
2tositive electricity containing within it a number of electrons whose 
total charge is equal to that of the positive sphere. This theory 
has been elaborated by Sir J. J. Thomson, who has shown that the 
stability of the system can be accounted for on mechanical principles, 
if the electrons rotate in concentric rings. If the electrons are 
less than five in number, a stable arrangement is possible without 
rotation. Five electrons will form a stable system if rotating in 
a single ring round the centre of the positive S2)here. If there 
are more than five, there must be more than one ring. A positively 
charged atom is one which has lost one or more electrons, and a 

’ J. J. Thomson on Vortex Kin^.s : Macmillan and Co., 1883. 

- Cf. Tait, Prn'jKrtics of MfdfeVj p. 21. 
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negatively charged electron is one which has acquired one or more 
electrons in excess. This theory accounts successfully for a number 
of chemical facts, such as the valency of elements and the periodic 
system. It has, however, heeii shown by Sir E. Rutherford that 
it is necessary to assign a very small jmsitive nucleus to the atom 
in order to account for the scattering of « particles by matter. On 
this view, a remarkable theory of the atom has been put forward bv 
N. Bohr.' According to Bohr’s theory the atom of hydrogen, foi- 
instance, consists of a very .small nucleus of jmsitive electricitv with 
a single electron rotating round it in an orbit which is probably 
circular. A positively electritied hydrogen atom i.s one which has 
lost its electron, and is therefore sinipl}’ a unit of positive electricitv. 
The mass of the atom is practically all resident in the positive 
nucleus. The atom of helium cotisists of a double charge of jmsitive 
electricity in the nucleus with two electrons revolving round it in 
the same orbit, but situated at opttosite ends of a diameter. Thus 
the a particle of radioactive processes is a helium atom without 
its electrons. The lithium atom has a triple positive charge at 
the centre with three electrons rotating rotind it. two in an inner 
and one in an outer orbit, and so on for s\iccessivo elements. To 
account for the stability of the systems and the homogeneity of their 
spectral lines, Bohr abandons the ordinary Newtonian mechanics 
and invokes the aid of Planck's quantum theory (see Art. 28-1). 
The orbit in which the electron of a hydrogen atom revolves, may 
be any one of an infinite series determined by the quantum theory. 
When the atom is ioni.sed, as in a Geissler tube, and recombination 
takes place, then the energy emitted during recombination is 
given out as a homogeneous radiation whose period is determined 
by the particular orbit into which the electron settles down, no 
radiation being emitted while the electron continues in any orbit. 
The innermost orbit, corresponding to the greatest emission of 
energy during recombination, is the most stable. In this way Bohr 
is able to account for the series of spectral lines, known as the 
Balmer series, for hydrogen and helium. The constant (Rydberg’s 
constant) occurring as a coefficient in the formula for spectral lines 
is given correctly in numerical value by the theory, and striking 
confirmation is afforded by its agreement with many other physical 
and chemical facts. The order of the chemical elements appiears 
to depend solely on the positive charge of the nucleus, which is 
roughly equal to half the atomic weight. This was pointed out by 


Phil, ^hufj.y 1913, p[>. 1, 476, S57 ; 1914, p. 7)06 ; 1919, }». 394. 
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Eutherford, and is supported by Moseley s experiments on the 
X-ray spectra of the elements.^ If the A'ortex-atom theory of 
this Article should ever be revived, it will doubtless be in a 
dilferent form, and designed to account for the constitution of the 
electrical atom.] 

' Phil, Mmj., Dec. 1913, p. 1024. 
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59. Motion the Primary Basis of all Phenomena. — If we .idniit 
the belief which lies at the foundations of chemical science, namely, 
that all material substances are built up of simpler substances or 
elements, which may combine in various manners, but which are 
unchangeable, and ever retain their distinctive properties, we are led 
to regard all changes in the universe as ultimately due to changes in 
the local distribution, or state of aggregation, of elementary matter, 
and therefore eventually brought about through motion. If, therefore, 
motion be the primary change which lies at the basis of .ill othei' 
changes, the final aim of physical science must be to determine those 
movements which give rise to all other phenomena, and trace their 
origin and progress. The jiroblem thus merges itself into one of 
dynamics, and all the various so-called forces of nature must he 
estimated by the same standard, namely, mechanical force, ami this, 
in fact, is exjiressed in the law of the conservation of energy. 

60. All Motion and Energy Relative. — In speaking of motion it 
must always be borne in mind that ,all estimation of it is necessarily 
relative, and for this reason no body considered by itself can be said 
to be either at rest or in motion. When we say a body is at re.st, or 
moves uniformly in a right line, the estimation is made relatively to 
some system which we arbitrarily choose as fixed. Force, then, which 
is measured by the rate of change of motion (the word here meaning 
momentum, or mass multiplied by velocity) is also relative, and 
kinetic energv which is measured by half the product of the mass 
and the square of the velocity is also relative to the same system. 
Energy, then, in its estimation is relative, simply because velocity is 
relative. 

When we speak of the kinetic energy of a body or system, wc always 
mean the energy with respect to some other cho.sen system, or else 
we mean nothing at all. This relativity of energy is sometimes lost 
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sight of, and it is not uncommon to find the kinetic energy of a body 
spoken of as something quite independent of all modes of calculation 
— in fact as an objective reality, a thing existing outside our senses, 
as the mass of a body is commonh^ regarded to be. 

Energy is again often stated to be only associated with matter, so 
that matter has been defined as the vehicle of energy ; this, however, 
does not hold according to our limitation of the word matter, for we 
know that energy in immense quantities is perpetually passing through 
space with the velocity of light in the form of radiant heat and light, 
and that it exists also in the so-called potential state. The former 
exists in the ether, and jrrobably also the latter. 

The ether, then, i.s the great vehicle of energy ; and, indeed, it 
is chiefly on this account that the ether has been postulated. For 
the sake of distinctness we have agreed not to regard the ether as 
matter, or a material substance, or as necessarily possessing the 
distinctive properties of matter, but choose rather to take it as a 
fundamental medium, and to endeavour to e-xplain all phenomena, 
matter included, by means of it. If the law of conservation be true, 
however, the energy in an isolated sj’stem is objective like the matter 
of the system in so far as it is measured I’elative to a being in the 
system. To this being the (juantity of energy will be definite and 
constant. It cannot increase or diminish, e.xcept by communication 
from or to the regions outside. To a being outside the system, the 
energy of the system will depend altogether on the standard of 
reference, and the question then arises if the matter of the system 
also varies to that being in a similar manner. 

It will consequently be of prime importance to e.xamine the 
meaning and foundation of the law of conservation of energy, on which 
all modern physical science has been built. 

61. Measure of Energy and the Law of Conservation. — We 
approach the subject of energy through our ideas of work, or sense of 
eflbrt. When a weight is raised from the surface of the earth, work 
is said to have been performed or energy spent. The work done is 
proportional to the weight and to the height through which it i.s 
raised conjointly, and the mnisiire of the amount of work done or 
energy spent is accordingly taken equal to the product of the 
weight v: and height h, or irh. Now if any mass falLs nnder the 
.action of gravity through a height li, the stpiare of its terminal 
velocity will be r- = 2y//, so that liiir- = u'h, where /// is the mass of the 
body and (c is equal to mg. In the same way ' if the mass /// be pro- 

' It .should lie c.irefiillv noticed th.it the equation irli = Imi- is not a new relation 
containing a new phy.sical law. but ari.ses entirely from our detiihtioiis of work and 
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jected vertically upwards with a velocity it will rise to a height 
h given by the foregoing equation, so that the initial velocity v 
possessed by the mass m will perform the work necessary to raise it 
to a height It. For this reason we say that a body in virtue of its 
velocity can do work, and the measure of this work is hnv-. e 
consequently say it possesses energy of motion or kinetic energy. 

Conversely the body in descending through a height h could draw 
an equal mass up to an equal height, or any other weight w to a 
height It' given by the equation wh = w'h', so that a body in virtue of its 
jiosition can do work, and this we call energy of position or potential 
energy. As thus measured, the two energies are exactly comple- 
mentary. In the case of a body falling freely, as the potential energy 
diminishes the kinetic increases, and their sum remains constant. This 
is the simplest case of conservation, and is beautifully illustrated in the 
common pendulum. At the highest point of the swing the velocity is 
zero, and the kinetic energy vanishes. Here the potential energy is 
greatest, but as the pendulum falls the potential diminishes and the 
kinetic increases. The speed of the falling bob increases as it descends, 
and at the lowest point it possesses a velocity sufficient to raise it to its 
original level ; here the energy is all kinetic and the potential vanishes. 
At any other point the energy is partly kinetic and partly potential, 
but their sum has always the same value. If h be the height above 
the lowest point at any instant, and r the velocity of the bob, then 
ivh + \m'i? is the same at all points of the swing. 

The same oscillation from kinetic to potential and back again 
occurs in the planetary system. When the earth is farthest from the 
sun, her velocity and consequently her kinetic energy is least, but in 
this position she possesses a balancing store of potential. As she 
rounds the farthest point of her orbit and begins to approach the 
sun, she acquires increase of kinetic at the expense of her potential 
energy. When nearest the sun her velocity is greatest and her potential 
energy least. As she rounds this nearest point, and begins to retreat 

force, and their mode of measurement. Ihus torce is measured by the rate ot 
cliange of momentum, or for a body of given mass m 

„ d(mv) tlv 

and work is defined as force multiplied by distance worked tlirough, that i.s the 
sjjace integral of the force. Hence 

\V = j I'(/s = J jm^^^^clr= j ninlc— Imi- + C. 

The work done, therefore, in changing the velocity of a body from i-„ to r is 
and this follows from the mode of measuring force and work. 

G 
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from the sun, her kinetic energy begins to diminish ; it is used nj) in 
doing the work necessaiy to withdraw the earth against the powerful 
attraction of the .sun, but an equivalent is always stored up ready for 
use, full tale, without loss, but still without gain. Such is the ebb 
and how throughout all nature of the visible energy of the universe. 
At one place increasing and exhibiting itself, like new life in the motion 
of her matter ; at another diminishing, disappearing, becoming latent, 
or, as we say, potential, leaving the matter, at least as visible motion, 
oscillating throughout all the regions of space from potential to kinetic, 
and from kinetic to potential, but without increase or diminution of 
the total stock. 

Other examples of stored-up or potential energy occur in a womul-itp 
clock, a bent cross-bow or spring, etc. The work done in winding uj) 
a clock or watch is stored up as this so-called potential energy, and, 
being paid out gradually to the machinery, keeps it in motion. The 
energy spent in drawing a bow reappears again in the kinetic energy 
of the shaft which Hies from it, and perha])s it is in some very similar 
manner that the vast stores of potential energy are ])cnt iqi in 
explosives. 

Illustrations of the principle of conservation occur in all the ordi- 
nary working engines and mechaniciil contrivances to facilitate labour. 
A great weight may be raised to a house-top by a single man through 
the means of a system of pulleys, or a large mass may be moved by a 
lever ; but in all such cases the work done by the man is undiminished 
by the use of the engine. It merely enables one man to do a piece 
of work which it ndght have I'equired ten to do without the engine, 
but the work done by the one man, measured in the ordinary way, is 
always equal in quantity to that done by the ten without the engine. 
This general principle is usually stated for machines in the form, 
“ AVhat is gained in power is lost in speed." 

When a body falls freely under gravity it gains velocity or kinetic 
energy. During its descent, however, the body may be used to perform 
work, to raise other bodies, or to put them in motion — for example, to 
turn machinery. This takes place in water-wheels in which the fall 
of water from a higher to a lower level is utilised to supply the motive- 
power of mills. In the case of overshot wheels the water escapes over 
the top of the wheel, and by its descent keeps the wheel in rotation ; 
in the case of undershot wheels the water escapes below the wheel, 
and turns the wheel by impact. The machinery, in the latter case, is 
turned not directly by the fall of the water, but by means of the 
previously acquired motion of the water. The kinetic energv of the 
water is directly transferred into kinetic energy of the machineiv, and 
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this may be converted into any kind of work. The machinery, for 
example, may be employed to work a dynamo, and the electric current 
so generated may drive an electric motor, which may be used to raise 
weights (or perform any other kind of work), and throughout all these 
various transformations, if we could arrange that no loss would occur, 
the output of the motor would be equal to the supply advanced to the 
water-wheel. The motor would he able to lift all the water back to 
the level from which it fell. Another variation might be employed, 
which would embrace other forms of transformation ; the electric cur- 
rent might be used to generate heat in a wire, or decompose water, 
or it might be distributed in any way to drive dynamos and light 
our streets and houses.' 

The windmill is, like tlie undershot wheel, driven by impact. It 
derives its motion from the motion of the air : but in both cases the 
velocity of the water and the velocity of the air are diminished. The 
energy of motion of the driving material (water and air in these ca.ses) 
is diminished by an amount equal to that gained by the engine. 

The output of such an engine is, however, in practice always less 
than the supply. Thus a pendulum once started to swing should 
go on swinging for ever, but in practice this is not the case. The 
amplitude of the swing gradually decreases, and finally the i)endulum 
comes to rest. It gradually loses its energy. The kinetic energy it 
possesses at the lowest point of its swing does not raise it to quite so 
high a level as that from which it fell. One cause of this will be found 
in the air in which the pendulum moves. During its oscillation the 
pendulum is continually beating the air away in front. It is setting 
the air around in motion, and consequently losing a part of its own 
motion, so that the kinetic energy at the lowest ])oint becomes less and 
less every swing, till it is finally all frittered away. If there were no 
air around the pendulum, the motion would still gradually subside 
from another cause. This arises in the friction at the supports. In 
the same way a tly-wheel turning on an axle gradually loses its motion 
through friction. Heat, we know, is generated by friction, and the heat 
produced is, by Joule’s experiment, equivalent to a certain amount of 

' In 1891 a dynamo driven by water-power at Lauffen on the Neckar generated 
an electric current, which was conducted to tlie Electrical Exhibition at Frankfort, 
over 100 miles distant. This current was transformed at Lauffen from one of low 
to one of high electro-motive force, and on arriving at Frankfort it was transformed 
back again to one of low electro-motive foice. Part of it was tlieii used to illuminate 
1200 arc-lamp^, and the remainder was employed in driving a pump, wliich raised 
water from the mains to the top of an artificial hill, where it descended as a water- 
fall on the Exliibitioii grounds. Thus the waterfall at Lauffen wa.s reproduced in 
part at Frankfort, the energy being transmitted over a distance ol 108 miles, and 
reappearing after several transformations in its initial form. 
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work. When heat is produced a certain amount of energy must be 
spent somewhere, so that if friction occurs in any part of a machine 
there is a loss of energy there. For this reason, then, the fly-wheel 
comes to rest. Even though heat were not produced, electrification 
may be produced, and this would use up part of the energy, and the 
system would come to rest. If, however, neither heat nor electricity 
be produced, the energy of the system might be spent in processes of 
which we have no cognisance. It might be gradually radiated into 
space, so that, although by experiment we would be unable to account 
for the dissipation of the energy' of the sy’stem, yet the princijile of 
conservation might be true. In the same way^ the machinery might 
receive energy from the vast store in the ether,i and of this we might 
have no cognisance, so that friction might occur and still the machinery 
go on for ever. We should then have a kind of perpetual motion, but 
not necessarily' a violation of the doctrine of conservation of energy. 
From this point of view, the principle can be neithei’ ju’oved nor 
disjn'oved ; it must for ever rest on accumulated evidence. 

62. Recapitulation. — In recapitulation, then, we see that an 
elevated mass can do work by' sinking to a lower level, and that it 
loses its capacity for doing such work as it sinks, that is, in proportion 
as the work is actually' performed. The same apjdies to springs and 
elastic bodies in a state of compression or exten.sion, a.s well as to 
moving masses. Heat may be employed to do woi’k, but in this 
process an equivalent quantity of heat is destroyed. Electric currents 
may be used to do work, but to maintain the current an equivalent 
amount of work must be spent. Chemical compounds may be de- 
composed by the expenditure of energy', and the energy may be 
regained by recombination of the elements. Thus the universal 
characteristic of equivalence and convertibility prevails in all 
mechanical, electrical, thermal, and chemical forms of energy. When 
a quantity of any form is spent, an equivalent of .some other form, or 
forms, is produced. 

According to the law of conservation, the universe is endowed with 
a store of energy' which, through all the varied changes of natural pro- 
cesses, can be neither increased nor diminished, but which, though pa.ss- 
ing through ever-varying phases of transformation, is, like the matter 
of the universe, unchanging in quantity from eternity to eternity. All 
changes and phenomena are due simply' to variations in its mode of 
appearance. Here we find one portion of it as the ris ricn of ma.sses 

* Take, for example, the storage of energy by plants and niotiou of the ladiu- 
meter. These operations might also he effected by waves whieh we could not dctei t 
otherwise. 
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moving ns a ’i\bole, or as the vibration of their parts, and there we 
detect anothei' in the ethereal waves which produce light and radiant 
heat; while, on the other hand, we locate vast quantities of it in the 
energy of position of large masses, or of their constituent molecules, 
under the names ])oteutial and chemical energies. This probably is 
engaged in the process by which one body attracts another and one mole- 
cule another, while in perhaps some similar way a portion is distributed 
in the ether around magnets, or engaged |in electrical processes. The 
principle, as it ikjw stands, has come to be by far the most fiuitful 
generalisation of modern )diysics, and its truth is supported bv everv 
experiment and a])plication of physical principles. Thei'c is no depai t- 
luent of ]ihysieal science with which it does not deal and furnish the 
investigator with an engine of attack of the mo.st jxtwerfitl character. 

63. Historical. — The first clear and distinct statement of the law 
of the conservc.tion of energy in its general form was published in 
1842 by Dr. .lulius Itobert Mayer ' of Heilbronn. For a small grotip 
of phenomena it had beeti already stated by Galileo and Newton, and 
afterwards more detitiitely by D. Bernoulli, and so continued recog- 
nised as applicable to the then known mechanical jtrocesses. Certidn 
amplifications were from time to time introdticed by sttch men as 
Rumford, Davy, Carnot, Segttin, and Montgolfier, ;ind if is jtrobable 
that more than one of those philosophers had a strong feeling of its 
perfect generality, l.mt feared to state it without sufficient experi- 
mental evidence. This evidence did not exist when Mayer first 
published his general statement,- but still remained to be deduced in 
that department where the applicability of the law appeared most 
d(nibtful, viz. the production of heat from work, and of work from 
heat. MTiile Joule and Colding independently laboured to establish 
the law, Mayer was led to it by physiological questions, and with the 
greatest clearness grasped the principle in its widest generalitv. 
He also pointed out that the dynamical equivalent of heat was a 
fundamental constant to be determined by experiment, and assuming 

* Liel'ig's Aiiiiahii, il.iy 1842. 

- .Toule sav^ : “ Neitlier in Scguiii's writings, nor in Jlayer's paper of 1842, were 
tliere such pioofs of the h 3 -pothesis advanced as were sufficient to cause it to be 
■idniitted into science without fiirtlier inquiry. I believe that the experiment 
attributed to Gay-Lu.ssac was not referred to by Mayer previously to the year 1845. 
Mayei aiqieais to have hastened to jmblish his views for the express purpose of 
securing pnoiity. He did not wait till he had the opportunitv of supporting them 
by facts. 4ty couise. on the contrary, was to publish only sucli theories as 1 had 
establislied liy experinif nts calculated to coimnend them to the scientific public, 
being well convinced of 8ir J. Herschel’s remark that ‘ hasty generalisation is the 
bane of science”' (Joule. I’/iil. iltnj., 1864, part ii. p. 151 ; .see also 1862, part ii. 
p. 121). Joule's experiments were commenced in 1840. 
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that the work done in compressing a gas is the equivalent of the heat 
generated, he deduced the number 367 gr. met. from the values of the 
two specific heats of air available at the time (see p. 255). With regard 
to this method, which will be described elsewhere (p. 267), it may be 
remarked that the substance operated on does not pass through a 
complete cycle of changes ; it is not in the same condition at the end 
of the operation as at the beginning, and consequently it is not legiti- 
mate to assume that the heat evolved is the sole effect of the work 
spent in compressing the gas. The volume is changed, and it is quite 
impossible to say «■ pi'iori whether this change may not involve an 
expenditure of work such as is employed in winding up a spring. 
Three years previously (1839) Sc^guin had given expression to the 
same ideas regarding the equivalence of heat and work, and had 
obtained the value 369 b}' a similar method, and it appears from the 
last edition of Carnot’s works that at least before 1832 (the date of 
his death) this distinguished scientist had not only embraced the 
dynamical theory of heat, but had planned many of those very ex- 
periments by which Joule subsequently established the equivalence of 
heat and work. He also gave an estimation of this equivalent (370), 
probably deduced from the same data as those employed by Maver. 
It thus appears that the principle of equivalence was harboured by 
nearly all the great scientific thinkers of the early part of this century, 
and that the general doctrine of the conservation of energy grew in a 
more or less gradual manner as experience became more and more 
extended. Great service was undoubtedly rendered to science bv 
Mayer’s distinct and comprehensive statements, but at the time he 
made these statements. Joule was conducting his experiments on the 
dynamical equivalent of heat, and Golding was presenting important 
papers on the same subject to the Eoyal Scientific Society of Copen- 
hagen. It does not seem just, therefore, to assign to any particular 
person the credit of establishing the general principle, or to regard any 
particular man as the father of the doctidne of the conservation of 
energy, but one thing is certain, namely, that Joule was the first to 
make an accurate determination of the dynamical equivalent of heat, 
and that the final development of the methods of apphdng the doctrine 
in detail to the problems which occur in the science of heat was 
mainly due to the simultaneous work of Clausius, Eankine, and 
William Thomson between 1849 and 1851. 

Much about the same time Helmholtz independently set himself 
to work out the principle from a mathematical point of view, and 
showed ^ that the energy of any system must be conserved by starting 
* Helmholtz, Erhaltuag thr Kraft, 1847. 
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with Newton’s laws of motion, and the supposition that matter consists 
of particles which act on each other with forces directed along the lines 
joining them, and which depend only on the distance. 

The general principle of the conservation of energy is not, how- 
ever, to he proved by mathematical formulae. A law of nature must 
be founded on experiment and observation, and the general agreement 
of the law with facts leads to a general belief in its jirobablc ti'uth. 
Further, the conservation of energy cannot be absolutely prored even 
by experiment, for the proof of a law requires a universal experience. 
On the other hand, the law cannot be said to be untrue, even though 
it may seem to be contradicted by certain experiments, for in these 
cases enei'gy ma\’ be dissipated in modes of which we are as yet 
•unaware. 

64. On Potential Energy — all Energy probably Kinetic. — It 
may not be out of place to examine here the meaning of the term 
potential energy. 'When a body is projected vertically upwards its 
velocity gradually decreases, the kinetic energy which it possessed at 
the beginning of the flight gradually leaves it as it rises, and when the 
body reaches its highest point all its initial energy of motion has dis- 
appeared. The (piestion then arises, what has become of the energy 
of motion of the body ? We say it has become potential, that it has 
become latent or has disappeared, or ceased to exist as visible motion, 
or that it has been used u}) in raising the body from the earth. This, 
however, is by no means an explanation of what has happened. It 
teaches us nothing further as to the process in operation during 
motion. Observation shows us th.it the body possesses motion 
initially, that as it rises the motion is gradually lost, and that it is 
gradually regained as the body returns to earth. The word potential 
energy here is only a name for the difference between the initial 
kinetic energy of the body when starting in its upward flight, and that 
possessed at any other point of the path. This, we have seen, may 
be represented by the expression «•/(, where v: is the weight of the 
body and h the height it has ascended. In the same way the potential 
energy of an isolated system of masses in any configuration merely 
denotes the difl'erence between the kinetic energy of the system in that 
configuration, and the kinetic energy in some other chosen configura- 
tion (generally chosen as that of maximum kinetic energy). 

The question still remains, what becomes of the motion when the 
kinetic energy of a system diminishes ’ Can motion ever be changed 
into anything else than motion ? If we assume a fundamental medium 
whereby to explain all the phenomena of nature, then the properties of 
this medium ought to remain tmehanged, and all other changes must 


No abvSo- 
lute proof. 
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be explained by motion of the medium. Such an assumption is quite 
philosophic, and the method of procedure is certainly scientific. An 
evident reply to the question of what becomes of the motion of a 
projectile rising upwards is that it passes into the ether. The first 
assumed property of the ether is that it can contain and convey energy. 
There is no a priori reason, then, why the energy of motion of a pro- 
jectile as it rises upwards should not be stored up as energy of motion 
of the ether between the body and the earth, or elsewhere. The 
oscillation from kinetic to potential, and from potential to kinetic, in 
the case of the pendulum is then, from this point of view, merely 
an interchange of energy of motion going on between the mass 
of the pendulum and the ether around it. According to this 
view all energy is energy of motion, and must be measured by the 
ordinary mechanical standard. The work we do in lifting a body 
from the earth is spent iti generating motion in the ether, and as the 
body falls this motion passes from the ether to the body, which thus 
acquires velocity. In the same way, the work spent in generating 
electric currents and electrifying conductors must be represented as 
spent in generating motion of the ether around the electric circuits 
and conductors. On the vortex atom theory of matter this view is 
quite intelligible, for here we have nothing but ether and motion in 
the universe, so that all change must be interchange of motion. If 
motion passes from one body it must either pass into other bodies or 
else into the ether, so that all energy is kinetic, and what we call 
potential energy, or energy of position of a system, is energy of motion 
in the ether, which has left the system and become located in the ether, 
and which may be regained by the system from the ether. The oscil- 
lation of energy, then, is from ether to matter, and from matter to ether, 
and on this oscillation all the physical life of the universe depends. 

A rough mental picture of the process might be obtained as 
follows. We might suppose a body connected to the earth by vortex 
filaments in the ether, which would replace the lines of force. The 
ether is spinning round these lines, and when the body is lifted from the 
earth the work done is expended in increasing the length of the vortex 
filaments. The work is thus being stored up as energy of motion of 
the ether, and when the body falls to earth the vortex lines diminish 
in length, and their energy of motion passes into the body and is 
represented by the kinetic energy of the mass. 

65. Perpetual Motion — Indestructibility of Matter. — The object 
of the perpetual-motionistswas to construct an engine which would work 
continually without the aid of any external driving force — an engine 
which would do work without fuel or any other supply of energy. The 
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solution of this problem promised enormous gains, and bid fair to replace 
tbe gold-bunting operations of tbe alchemists. Work is wealth, and a 
machine which could work without fuel would prove as profitable a 
possession as the philosopher’s stone. The possibility of perpetual 
motion in this sense, viz. the creation of energv, is opposed to the law 
of conservation of energy, which is now universally accepted as the 
foundation of physical science. Still it would be Cjuite consistent with 
this law to construct an engine which would go on working without 
expense to the owner, other than the wear and tear of the machinery. 
An actual example of such an engine is a water-wheel. Here the 
driving power costs nothing, except there be a river tax : it conies 
indirectly from our great reservoir, the sun. In the same way, on a 
small scale, Crookes’s Kadionieter is more directly diivcn by the heat 
of the sun, and there is no a juiori reason why the ingenuity of man 
should not utilise the vast stores of energy which are located in the 
ether, and ever traversing it, to drive his engines. 

So also, if matter be vortex motion in the ether, it is not impossible 
that the constitution of the ether may be such that the very motion 
which constitutes matter may in time be used to serve the purposes of 
man. Matter, in fact, may not be indestructible or uncreatable, and 
man may yet discover the means of so directing the motions already 
existing in the ether, that any one kind of motion may be converted 
into any other at will, and still the law of conservation may hold 
throughout. Such speculations are, perhaps, visionary, but still they 
are not out of place, for they tend to overthrow dogma as to what 
must or must not happen. If the ether fills the universe, and if it 
contains energy throughout, then the store is infinite ; and with this 
infinite store at our disposal rvhat may not be possible when we 
discover the means of using it ? 

Inpicator Diagrams 

66. Graphic Representation of the State of a Substance. — 

An exceedingly fertile and lucid method of treating many physical 
problems tvas introduced by Watt, the celebrated improver of the 
steam-engine, and is known as the graphic method. This consists in 
representing the pressure and volume of a substance by the co-ordinates 
of a point, so that each point in the plane of the figure corresponds to 
a definite pressure and volume, and therefore represents a definite 
condition of the substance. The state of the substance may, therefore, 
be said to be determined or represented by the position of the corre- 
sponding point in the diagram. The method was devised by Watt for 
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the purjjose of determining the work done by a steam-engine, and it 
is still employed for that and similar jjurposes. Subsequently Clapey- 
ron employed it to interpret the work of Carnot, and it has since been 
adopted and used with great advantage in every branch of science, 
especially in the domain of thermodynamics, where it often proves 
itself easily intelligible to those who cannot follow the more compli- 
cated analytical investigations. 

Let OX and OY (Fig. 4) be two fixed rectangular lines chosen as 
axes of reference; then the distances OA' and AA' of any point' A 

from these lines completely deter- 
mine the position of A. These 
distances are termed the co-ordin- 
ates of the point, and when they 
are known the point A can be 
found. 

o' M'N' Hence, if pressures are meas- 

F'-. 4. nred parallel to OY and volumes 

parallel to OX, so that AA' rej)resents the pressure of a substance and 
OA' its volume (per unit mass), then the position of A on the figure 
represents the state of the substance as regards jn-essure and volume. 
Everv position of A corresponds to a definite condition of the sub- 
stance, for when the pressure and volume are known the temperature 
is in general completely determined. Sometimes, however, two or 
more difteient temperatures may be possible at the same pressure and 
volume, as happens in the case of water for an interval above 4' C., 
between 4" and 0 , and below O ' C. To represent the state of the 
substance completely then, it is only necessary to erect a perpendicular 
at A to the plane of the figure, and to measure off along this per- 
pendicular a length representing the temiierature (or lengths represent- 
ing the temperatures) corresponding to A, and as A moves about over 
the plane the extremity of the perpendicular will describe a surface in 
space which will represent the characteristic.s of the substance, every 
point on the surface corresponding to a definite condition of the sub- 
stance. Thus, if the characteristic equation connecting the pre.s.sure, 
volume, and temperature be f(j>, v, B) = 0, then this will be the 
equation of the foi-egoing surface, and /', »■, B will lie the rectangular 
co-ordinates of any point on it. 

Eeturning, however, to the case of two rectangular axes : if we 
suppose A to move along any curve AB, this will represent that the 
substance passes from A to B through a perfectly defiiute scries of 
conditions, the pressure ami volume in each condition being represented 
by the co-ordinates of the corresponding point on the curve AB. In 
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general, the temperature corresponding to any point will vary from 
point to point, so that in order to effect the transformation indicated 
by the curve AB heat must be supplied to, or taken from, the body, as 
it passes from point to point of the curve, in a manner which becomes 
completely determined when the nattire of the curve is known. It 
may of course hapi)en that the temperature of the substance remains 
constant throughout the transformation, and in this case the curve AB 
is termed an ixotheruml line, and a transformation may also lie such 
that heat is neither added to, nor taken from, the substance at any 
stage of the process, and in this case tlie transfoi'mation is said to be 
niUuhatic, and the curve is called an adiabatic line. 

67. Graphic Representation of Work. — Wlien a substance passes 
from the condition A (Fig. t) to the condition B its volume has in- 
creased by an amount A'B', and, as it has been under pressure (varying 
according to a definite law) throughout the transformation, it follows 
that work has been done by the body in expanding against this external 
pressure. This is termed the external w'ork, and it is easy to show that 
it is represented by the area ABB' A', included between the curve AB, 
the axis OX, and the ordinates AA' and BB'. For this jnirpose let us 
take the case of a substance, say a gas, enclosed within a cylinder 
which is closed by a piston of area A. Let j> be the pressure (per 
unit area), and let us suppose this remains constant while the piston is 
drawn out a distance r, (which we can suppose as small as we like). 
The whole pressure on the piston is y/A and the work done is therefore 
pkx, but A.r is the change of volume, so that if we denote it by dt, 
the work done by the substance in expanding by an amount dv will 
be pdv. Referring again to Fig. 4, we see that if the substance passes 
from M to an adjacent point N, the volume changes by an amount 
M'N' = (fr, and that the external work pdr is consequently represented 
by the narrow strip of area MXX'M'. Hence the whole work done in 
passing from A to B is represented by the area ABB' A' — that is, 

tV = :ire,i ABl?'A'=y)i</r. 

If the equation of the curve be given, y/ can be expressed as a 
function of v, and the integral expressing the area ABB'A' may be 
evaluated. 

The external work done while a substance passes from any state A 
to any other state B depends, therefore, not only on the positions of 
these points, but also on the nature of the curve AB, along which the 
transformation takes place. Hence, if a substance be caused to pass 
from A to B along the path AMB (Fig. b), an amount of work 
represented by AMBB'A' will be done by the substance while it 
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expands, and if it be* caused to return from B to A along a different 
path BXA, an amount of work represented by the area BNAA'B' will 
be done on it by compression, so that throughout the whole operation, 
while the substance passes round the complete cycle AMBXA, a 

quantity of work represented by 
the area of the cycle is done by 
the substance. If, on the other 
hand, the substance had passed 
round the cycle in the opposite 
direction ANBMA, the work re- 
presented by the area of the cycle 
would have been done on the 
substance, for in this case the expansion takes place along AXB 
at the lower pressures and the compression is effected at the higher. 

'We have thus the general result that if a substain.’e be made to 
pass through any complete cycle of operations, returning to its initial 
condition, so that the indicator diagram is a closed curve, the external 
work done is represented by the area of the cycle, and is done by, or 
on, the body according to the direction in which the cycle is described. 
If the direction of motion opposite to that of the hands of a watch be 
taken as positive, while the opposite is considered negative, then when 
a cycle is described in the positive direction a positive quantity of 
work, represented by the area of the cycle, is done on the substance ; 
but if it be described in the negative direction a negative quantity of 
work, represented by the same area, will have been done on the 
substance, negative work done on the substance being merely work 
done by it. 

The first law of thermodynamics inform.s us now that when a 
substance passes through any closed cycle of transformations, and 
returns again to its initial state, the area of the cycle is the mechanical 
equivalent of the heat evolved or absorbed by the substance during 
the process. It is very important to notice, however, that when the 
cycle is not closed, so that the body has not returned to its initial 
condition A, but is in some other state B, then the heat supplied to 
the body is not the equivalent of the external work done, but is used 
up partly in doing this work and partly in alteihig the thermal 
condition of the substance. 'When the cycle is completed the body has 
returned to its initial condition, and for this reason the external work 
is, in this case, the equivalent of the heat supplied during the cycle. 
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E'xomplea 

1. Show that the isotlienual lines for a perfect ^as aie a ^.ysteiii of rectangular 
]iyperlM)las. 

( Tile equation of .inv i'-othernial \\ ill 1»* pr- constant, and this is the e([uation of 
a rei.tangular hvperhoLi having the axes of rcferenee for asvnqdotes. ) 

2. In the <Mse of a ga^- prove that the is<ithermal elasticity is equal to the pressure, 
(Th(‘ elasticity of a substance is the leeiju’ocal of its c»)mpressihilit\ , and the 

latter is the change of \olunie, jM-r unit volume, fur unit iiieivase of pressure. 
Hence, it a volume r changes by -tn amount th' foi iiu-rease of piessure tJp per unit 


area, the cliaiige ju r unit volunu for unit increase of pre'sure \sili hi 
the elasticity \\ ill he 

' ^fc 


1 

c df 


, so that 


This quantity, and therefore the ehistU'Uv of a substance in a given .state, is in- 
detiiiite, unless we specify the particular traimfonnation wlueh it is supposed to be 
uiiilergoing. Now for the isothermal (dninges of a ga.s pr -constiint, therefore 

dn ^ dn 

^> + .y=0. or 

S. If a tangi'iit ih'.iwii tn an iiahcarnr i-ui'm’ at any ]ioint 1’ i Fij.. (i) meets tlie 
axis of prcsure at L, ami if .M l>e tin' foot of the iieriieiidiciilar from 1’ on the same 
axis, show tliat the elasticity of tin- ^nhstanee at the [loint P of thi' transformation 
is represented hy LM. 

(\Ve have l.M ■= M P tan Ll'.M = r tan IJWI = /j', . etc. 

Since the intercept made hy the iisymplote^ on any tangent tn a hyperhola is 
bisected at the point of contact, it follows 
that LM = MO in the case of a gas during 
an isothermal transformation ; oi the iso- 
thermal ehistieiry of a gas is equal to the 
pressure.) 

4. Prove that the adialiatic lines of a 
substance, in wliicli compression causes 
increase of tempeiature, are steeperthan tin- 
isothermal line.s. 

(I’or a given value of e/ / the increase 
of pressure ilp will he greater for the 
adiabatic transformation than for the iso- 
thermal, on account of the increase of temperature, and therefore LM will be greater. ■ 

. 0 . Assuming The adiabatic equation of a gas to he 

yo Vi; constant, 

Jirove that the adiabatic elasticitv is and hence that 7 is the ratio of the adiabatic 
tn the isothermal elasticity. 

68. Mean Kinetic Energy of a System of Material Particles in Stationary 

Motion. 'When tlm veloeitv of a [lomt Hnctuates between certain limits while the 

point oscillates about a mean position, the motion is said to be stationary. All 
periodic iiiotious sucli as tlic \ihratious of an elastic solid, arc of this kind, and such 
also is supposed to he tlie molecular motion of a body which constitutes its heat. 

Ill Alt. oil wc eoiisideicd tin- behaviour of a system of molecules so thinly 
scattered that their mutual intlueiice iniglit he neglected ; we shall now consider the 
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case in wliicli tlie molecules are close to each other, and within the &ijhei'e of each 
other's attraction. 

Let the co-ordinates of any molecule ^ be .r, y, z, and let the component forces 
on it parallel to these axes be X, Y, Z. Then )a^^ = X. 

But by ditfercntiation we find 


Hence 



dt'- 


Tlie mean value ot the left-hand member during any time t will be 



The two terni-- involving the sign of integration in this equation are the mean 
values of the quantities under tins sign, during the time t. For periodic motions t 
may be taken the periodic time, and in this case the first term of the right-hand 

member of the equation will vanish, •<>•' - will have the same value at the begin- 

ning and end of <i complete period. AVe shall then have 


mean value of hn 



= - iiieaii value of lj-\. 


For irregular motions such as those which occur in gases and liquids, we need 
only .suppose t large compared with the time that a molecule moves steadily in the 
same direction. Tiie term witliin the square bracket will vaiy within certain limits; 
and as it is divided by t, it follows that when t is large this teini becomes negligible. 
The same reasoning applies to the motions parallel to the axes of y and r, so that 
we have 

iiieaii of ”(<//} -n'ean of 4-(.cX -r -t- rZ), 

or 

mean of 4— (i/tY-)= - mean ot 4XbrX-(-y\ -f cZ). 

This mean value has been termed by Clausius the virwl of tlie system, and this 
theorem may therefore be stated in the form “the mean kinetic energy of the system 
is equal to its viiial.'’ 

Cuu. 1. If the force between two particles be 0(r) a function of the distance r 
between them, tlien if x, y, z and c', y', be the co-ordinates of the particles, we 
have for one 

X = tp[r'> - . Y = 0(_r)i ^ — = , 

/* /’ /■ 


with equal and opposite values ofX, Y, and Z for the other, therefore 


X.t 


- X'.r' = X(.(' - f') = <j)[ri- 


with corresiioiidiiig expressions fur the other two co-ordinates, so that 
iSfajX -i- yY -f cZ) = r). 


* Clausius, I'hil. May., August 1870. 
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Con. 2. In the ca^-e ot a gis tnido-'ed in a vessel a uiiifonn normal external 
|iressure -p exists all over th** surfaee of the iiui'-s, aiul the vinal of this vill he 



where c is the volume of the ga^s. 

Heiiee in this ease we have 

or 

pv = ~ *P\’' 

Conse<iueiitly if tin- moleeiiles are mil c*f tlie si>iiere ofc.u-li oilu i s .utiai-tion, that 
is, if (p' /■)— 0, the jtrodivt ut the pi.-ssiire and volume will lie equal to two-tliirds of 
the mean kinetic energy of the moleeiile" : luit if the molecules are within the 
sphere of ('ach other’s atliaetion. the ellect i.^ to diminisu tin* ]iiiidiiet pc liv an 
amount ei[ual to two-thirds of the \ inal ot tlie inti*imolecular lurees. Hence, wlieii 
a g.is is compressed it is anlicip.ited that the ]Uoduet pi will vary .iiiil not remain 
constant at eoii-'tanl temiiciature. 'I’lie expei imeiital invcsiigatiuiis on this point 
w'ili be considered later ou ^"ee Ail. 242). 
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SECTION I 

I,IQrin THERMOMETKRS 

69. Discontinuous Thermoseopes. — A thermoscope is an instru- 
ment for indicating relative temperatures, and its indications may be 
either continuous or discontinuous according to the property of matter 
employed. In continuous thermoscopes a property of matter which 
varies continuously is made use of, such as change of volume with 
heat, and the indications of discontinuous thermoscopes depend on the 
employment of some abrupt change of state, such as fusion. Any 
substance acts as a thermoscope, solids for a single temperature and 
liquids for two temperatures. Thus a piece of paraffin wax immersed 
in a bath will indicate whether the temperature of the bath is above 
or below the temperature of fusion of the wax, and by this means we 
could separate a series of given temperatures into two sets, those 
higher than the melting point of the wax and those lower. In the 
same way a piece of butter will tell us whether the temperature of a 
room is higher or lower than the melting point of butter. A liquid 
gives us more information; it tells us whether a temperature is higher 
or lower than either the boiling point or the freezing point of the 
liquid. The water in a basin not only tells us that the temperature 
of the room is higher than the freezing point of water, but also that 
it is lower than the temperature of boiling. It thus places the 
temperature of the room between two others, which are definite and 
recoverable. 

If an instrument merely indicates whether the temperature of a 
body to which it is applied is higher or lower than a single definite 
temperature, it is called a single intrinsic thermoscope, because its 
indication depends upon some intrinsic quality of the instrument. 
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The paraffin wax referred to is a single intrinsic thermoscope, the 
single temperature being its melting point, and the intrinsic quality 
the property of melting always at this definite temperature. 

A multiple discontinuous intrinsic thermoscope shows several 
definite temperatures, or indicates whether the temperature of any 
body to which it is applied lies between any pair of these temperatures. 
Such an instrument may be constructed by preparing a system of 
metallic alloys or other substances arranged and numbered in the 
order of their melting points, and a multiple intrinsic thermoscope has 
been constructed on this plan in a form convenient for use by ^Ir. 
•T. J. Coleman.^ It consists of a set of paraffin-s which melt at definite 
temperatures between 40 ' and 100 F., and mixtures of glycerine - 
and water which freeze at temperatures from 30 to - 33 F. By 
multiplying the number of substances in such an instrument the 
consecutive definite temperatures which it indicates may be made to 
approach each other closer and closer. Ideally the system may be 
made nearly continuous by making a system of alloys with fine 
enough gradation of composition, but the method is essentially 
discontinuous. 

70. Continuous Thermoscopes and Thermometers. — A thermo- 
scope becomes continuous in its indications when the property of 
matter employed varies continuously with temperature. When such an 
instrument is properly graduated according to some arranged scale, it 
not only indicates whether the temperature of a body to which it is 
applied is higher or lower than some definite temperature, but it also 
informs us how much it is higher or lower, according to the chosen 

^ J. .1. Coleman, Pt'oc. Phil. Sin:. 1SS4. vol. xv. p. 94. 

Glvcerine when pure erystallises a little below 0' C., but when mixed with a 
little water its freezing point is about 40 below zero, and the solidification here 
is not of a crystalline but of a buttery nature. By varying the quantity of water 
the freezing point may be varied at pleasure. 

A discontinuous intrinsic thermoscope for the measurement of high teinjieratures 
was proposed by Prinsep iFhil. Trans., 1828, p. 79). He formed a series of definite 
percentage alloj-s of silver and gold, and of platinum and gold. These alloys gave a 
series of fixed temperatures between the melting points of silver and gold and of gold 
and platinum. An observation is taken by exposing in a small cupel a set of small 
flattened specimens of the alloys, nut necessarily larger than pin-heads, and noticing 
which of them are fused. The temperatures of fusion of these alloys have been 
determined bv Erhard and Shertel by a porcelain-air-thermonieter {Jahrh. fur das 
Berg-und-HuUtn- IVescn in iiadtscn, 1879). An objection has been raised to Piinsep’s 
alloys on the ground of silver taking up oxygen at high temperatures and ejecting it 
ao-ain on cooling, which renders it inadvisable to use the sable specimen twice. 

A similar method has been employed by Carnelley and Carleton Williams 
{Chem. Boc. Junrnul. 1876, 1877, 1878), in which metallic salts with high fusing 
points were u-.ed instead of alloys. The fusing points were initially determined by 
thu calorimetric method. 

H 
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scale. In this case the instrument becomes not merely an indicator, 
but also a measurer of temperatures, and is termed a thermometer. 
In selecting a system of thermometry, any physical property of matter 
which varies continuously with heating might be chosen. AVe have 
already described how temperature may be defined and measured by 
the apparent volume of mercury enclosed in a glass vessel (p. 15). If 
this be taken as our standard instrument, then all other thermometers 
must be graduated by comparison with it, so that when placed in the 
same uniformly heated bath they may all agree in their indications. 
We shall thus have a uniform sy.stem of measurement, and experiments 
conducted at any place may be repeated at any other. 

The main object to be secured in thermometry is that all thermo- 
meters shall be strictly comparable, and .since liquid thermometers are 
easily portable the siniple.st means of olitaining this object is by corn- 
standard- paring all thermometers, directly or indirectly, with some standard 
isuig. instrument. All thermometers would then be copies of the same 
original, and would agree perfectly in their indications. This being 
arranged, thermometers may be constructed of other liquids than 
mercury, or bv measuring, not the increase of volume, but the increase 
in length of a bar. or the increase in jiressure of a gas kept at constant 
volume, or the change in electrical resistance of a wire, or change in 
pressure of the saturated vapour of a liquid, or change in shape of a 
s])iral composed of strips of ditferent metals, or change in the shape of 
a single elastic solid subject to stated stress. 

The condition implied in all cases is that the thermometers shall 
all be graduated according to the same standard, and that the property 
of matter made use of shall always give the .same indication when the 
temperature is brought again and again to the same value. It is upon 
this last propertv that the accuracy of a thermometer depends. The 
constitution of the material of which the instrument is constructed 
must be permanent, so that the property made use of in measuring 
temperatures is always the same at the same temperature. 

SenMtality. The sensibility or delicacy of the instrument depends only upon 
the recognisability of changes in the indicating property with very 
small changes of temperature. A thermometer may be delicate in two 
ways — (1) when it detects very small changes of temperature, and (2) 
when it rapidly assumes the temperature of any body with which it 
is placed in contact. The delicacy of a thermometer is consequently 
to some extent similar to that of a balance, one of the circumstances 
determining it working in opposition to the other. Thus, in order to 
secure the first condition the bulb should be large and the bore 
narrow ; but in order to secure the second the bulb should be small, 
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have a large surface, and be filled with a liquid which will rapidly take 
up the temperature of the medium in which it is immersed, that is, of 
high conductivity. If the bulb is large the weight of the contained 
liquid produces strain effects which may seriously affect the accuracy ; 
and if the initial temperature of the thermometer differs from that of 
the body with which it is placed in contact, the final indication of the 
instrument will not be the initial temperature of the body, but will be 
intermediate between that of the body and the initial temperature of 
the thermometer, for the body will become cooled in warming the 
thermometer. This final reading will differ from the original tempera- 
ture of the body more and more the greater the heat capacitt' of the 
thermometer, the less that of the body, and the greater their initial 
difference of temperature. In the construction of a thermometer, then, 
the nature of the work for which it is intended must be taken into 
account. A thermometer which is best adapted for one class of work 
may be quite unsuited for another. 

71. Construction of a Liquid-in-glass Thermometer. — We shall 
now briefly describe the construction of a liquid-in-glass thermometer, 
-such as the ordinary mercury thermometer. Such a description, 
besides being import. int in itself, affords an excellent example of the 
method by which the scientific investigation of such a phenomenon as 
temperature must be proceeded with. In making a thermometer a 
glass tube possessing a uniform capillary bore is selected, and a bulb 
of suitable size is blown (or fused) on one end, the other end being 
left open. It is important that the bore of the tube should be as 
uniform as possible, and this should be ascertained beforehand by 
sliding a short thread of mercury through the tube, and observing its 
length in different parts. If this length is approximately the same 
at all parts of the tube the bore is fairly uniform, and the tube maV 
be employed. Slight want of uniformity can be corrected for after- 
wards, as will be explained subsequently. The tube and bulb should 
now be well cleaned, and all organic matter removed from its inside 
surface by means of boiling nitric acid. 

Some of the best thermometer tubes are furnished with a pear- 
shaped reservoir or funnel at the open end, to facilitate the process of 
filling. If such a reservoir be not already attached, the end of the 
tube may be simply bent round, so that it maj^ be dipped with 
facility under the surface of some mercury or other liquid with which 
it is desired to fill the instrument. 

In order to introduce the liquid, the empty b\ilb is heated over a 
lamp, and the air within expands and is partly expelled. The open 
end of the stem is immediately dipped under the surface of the liquid, 
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and kept there while the bulb and the enclosed air cool. During this 
process the jiressure of the air within diminishes, and some of the 
liquid is forced through the stem into the bulb by the pressure of the 
atmosphere outside. By this means the bulb is partially filled. To 
complete the process, the liquid thus introduced is boiled till all the 
^ air is expelled, and the instrument contains only the liquid and its 
vapour. If the open end be dipped into a cup of the liquid while the 
boiling is still in operation, and if the instrument be allowed to cool, 
the vapour will condense, so that the bulb and stem will become 
completely filled with the liquid. 

The process of filling a thermometer is a matter of some difficulty 
to a beginner, as it is by no means easy to ensure that all the air has 
been expelled. Minute bubbles are nearly always found remaining, 
which adhere with the greatest pertinacity to the sides of the glass 
and resist expulsion. Caution must also be exercised in the process 
of boiling the liquid, especially in the case of mercury, which has a 
high boiling point, and if heated over a lamp the bulb may fuse and 
lead to disaster. To avoid this a special heating apparatus may be 
used, by means of which the bulb and stem may be gradually heated 
throughout its entire length to the boiling point of the liquid. 

When the bulb and stem are filled the instrument is raised to the 
highest temperature that it is intended to measure, and in this state 
the end of the tube is hermetically sealed. In order to avoid bursting 
when the thermometer is inadvertently subjected to temperatures 
higher than the highest that it is intended to register, the upper end 
of the bore is, in the best instruments, widened out into a small 
reservoir into which the mercury may expand. This reservoir is 
important, as it not only prevents the danger of bursting, but can be 
used to contain some of the mercury separated from the bulb in the 
process of calibrating, as well as in the separation of minute air 
bubbles, if any exist in the bulb. Besides, by placing some of the 
mercury in it the same jiart of the scale can be used, if desired, at a 
high and also at a low temperature. 

If now the size of the bulb and the length of the stem have been 
properly adjusted, the bulb and a small part of the stem will be filled 
with liquid at the lowest temperature which the instrument is intended 
to register. In this case the fixed points may be determined and the 
process of graduation proceeded with. 

72. Determination of the Fixed Points. — In order to furnish a 
thermometer with a scale, two points are first marked on the stem 
which correspond to two definite temperatures. The temperatures 
generally chosen for this purpose are those originally suggested by 



ART. 72 


LIQUID THEEMOMETEES 


101 


Hooke, ^ and adopted by Newton, namely, the melting point of ice and 
the boiling point of water. The temperature of boiling water is not 
now employed, but ‘rather the temperature of the vapour of water 
boiling under the pressure of one standard atmosphere. This jjressure 
is that exerted at the freezing point b\' a column of mercury 7 60 mm. 
high in the latitude of Paris, which is equivalent to a column of 
29‘905 inches in the latitude of London. The temperature of the 
steam is chosen, because it is found that the temperature of boiling 
water depends to some extent on the presence of impurities and the 
nature of the vessel in which it is boiled, whereas the temperature of 
the steam depends only on the pressure, the former point having 
been established by Gay-Lussac and the latter by Kudberg. 

The Freezing Point . — The freezing point, as the lower fixed point is 
called, is determined by placing the thermometer in a vessel contain- 
ing broken ice, from which water is dripping, 
so that the bulb and stem, so far as it is filled 
with mercury, are surrounded with ice, and 
the top of the mercurial column is just visible. 

The vessel (Fig. 7) is usually shown with a i)er- 
forated bottom, so that as the ice melts the 
water drips away, and the thermometer is sur- 
rounded with ice at the melting point. After 
standing for some time the level of the )nercury 
becomes stationary, and a mark is carefully 
traced on the glass at this point. 

The advantage gained by allowing the 
water to drain away as the ice melts is not 
obvious. As long as there is plenty of ice 
present the temperature of the water will 
remain stationary, and the pressure on the bulb of the thermometer 
will be more uniform than when the water is allowed to drain off. 
In the latter case angular fragments of ice will be sometimes pressed 
with their sharp edges against the bulb, and this may cause distortion 
and consequent displacements of the zero point. 

Another question which presents itself is — does the temperature 
of melting ice depend on whether the ice has been formed from 
ordinary or distilled water ? Both these points have been examined 
by Mr. F. D. Brown,- and his conclusions, after a series of observations 
on different kinds of ice, and mixtures of ice and water, were that a 
constant temperature is more rapidly and certainly obtained with a 

' Hooke, 1681 ; see Birch's History of the Iloyal Society, vol. iv. 

- F. D. Brown, Pt/if. May., vol. xiv. 1882. 




102 


THEORY OF HEAT 


OHAP. n 


mixture of ice and water than with ice alone, that the temperature 
thus obtained is really that of melting ‘ ice, and that it is preferable to 
wash and mix the ice with distilled water, as ordiiiary water lowered 

the temperature to a slight 
extent. The quantity of water 
mixed with the ice should be 
just sufficient to fill up the 
spaces between the fragments. 

BoiUmi Fiiiiif . — The boiling 
point is determined, as already 
stated, by placing the thei mo- 
meter in the steam - of boilina: 
water, the pressure being one 
standard atmosphere. The 
thermometer is so far plunged 
into the steam that the surface 
of the mercury is just visible, 
as shown in Fig. 8. When the 
level of the mercury becomes 
stationary, a mark is made 
on the stem at its surface, 
and this is the boiling point. 
The pressure corresponding to 
a standard atmosphere is in this 
country taken to be that of the 
atmosphere when the barometer 
stands at 29’905 inches at the 
sea-level in the latitude of Lon- 
don, the temperature being that of the freezing point. In order to 
know the pressure of the steam in which the thermometer is placed 

^ Tins, however, will on wliat is meant by the friiqu rdtu r> of nxcHiiKj ur. 

- In the apjiaratiK u»tMl IW «l«'li*rniining the boiliii^i; point the vapour inside is 
usually and ovroiieou^ly r«-})resenteil by clouds, and this perhaps fosters the idtai eoin- 
inonly iwevaleiit anioiii^ beginners that steaui is visible like a cloud. Tins mistake 
probably arises from tlie application of the wor<l in ordinary language. Tims Robi- 
son, in his Mcchu thlcul Philosophij. vol. ii. p. 1, detines steam as ‘'the visible moi.^t 
vapour which arises from all bodies which coiitain juice easil}* expelled by heat. . 

It is distinguished from smoke by its not having been produced by combustion, bv 
not containing any soot, and by its being condensible by cold into water, oil, in- 
flammable Spirits, or liipii(K composed of these. . . . The visibility of the maitt r 
w hich constitutes the .steam is an accidental oi extraneous circumstance, and i e<|uire-s 
the admixture with air, yet this quality again leaves it when united with air by 
solution.” ^\ hat we now term steam or vapour is an invisible sub.staiiee, but 
w hen this condenses into small globule.s it becomes visible and is then called cloud, 
or mist. 
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during the determination of the boiling point, a gauge is attached. 
This consists simply of a bent glass tube, open to the atmosphere at 
one end, and containing a little water. The diilerence of level of 
the water in the two arms gives the difference of pressure between the 
steam inside and the atmosphere outside the apparatus. If the escape 
orifice is large enough this difference will be scarcely sensible. 

When the boiling point is marked the barometer will probably not 
be at the standard height, so that the mark made on the stem must 
not be regarded as the standard boiling point, and a corresponding 
correction must be made in graduating it. This correction will be 
found from tables of vapour tensions. 

73. Graduation of the Thermometer. — The freezing and the 
boiling points having been marked, the interval betw'een them may be 
divided into any desired number of equal parts. Each of these parts 
is called a degree, and hence we sj)cak of a temperature being so many 
degrees above or below the freezing point. Three systems of division 
have been proposed, which are at present in general use. The centi- 
grade scale was introduced by Celsius,' and is generally used in France 
and in all scientific work. In this scale the freezing j)oint is marked 
0 , and is called zero, and the boiling point i> marked 100 , the 
interval between being divided into 100 equal part.s. 

The scale generally used by English-speaking peojde is that intro- 
duced by Fahrenheit,' of Dantzig, about 1714. In this scale the 
boiling point is marked 212^ and the freezing point is marked 32 , 
the graduation extending above aiid below the fixed points. A point 
32' below the freezing point is marked 0 . and is called zero. This 
point corresponded to the lowest known tein]>erature in the time of 

^ Protessor of A&troiioiny in tlic rinversity of Up-^ala. 

“ The view advanced in exidanation of the mode of division of tlie Fahrenheit 
scale is that the interval between the free/iii" ]M.»int and the boilin.i' point was 
divided into li'O points like a seinicircle. If thi-4 view ha's no foundation, it is 
certainly a strange coiiicidenee that there sliould lie on thn^ "cale (*xactly ISO 
between what are now Takt-ii as the t^\o fixed points. 

Professor A. Ganigec ( /V‘>e. Cd/nh. Phil. Snr., vol. \ in pt. in. }>. 05) states 

that this view is nevertheless incorrect. — that Fahrenheit had settled the basis of 
his Seale aiel eon&tiin ted a large number of theiiiunmders many years before the 
discovery bv Am nitons that water boils at a constant tem[>eratme under constant 
pressure. The tbermoineters tirst eonstrueted by Fahrenheit were sealed alcobol-in- 
glass ilierinoiiieiers provided with a scale. The lower lixed point of the >^oale wa'«. 
determined hy a mixture of snow and salt, and the upper by placing the tliermo- 
meter under the aimpit, or inside tlie inoutln of a healthy man. In the eaily 
thermometers the interval between these two fixed |K)int> wasiHvided into 24 efiual 
parts, and later on into 4 24 — 9t5. It was suhse(|iicutly hminl that the :32nd degree 

corresponded to the melting point of ice, and the ‘212th to the boiling ]inint of 
water. The basis of Fahrenheit^ scale was then 'iimply duodecimal division. 
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Fahrenheit, namely, that of a mixture of snow and salt. The only 
arguments in favour of this scale are its early introduction and the 
fact that it is actually used by so many of our countrymen. A 
remarkable fact, however, is that mercury expands almost exactly 
l oWTTTT its volume at 142° F. for every degree Fahrenheit, so that 
Young 1 defined the degree Fahrenheit as corresponding to an expan- 
sion of mercury equal to Toiuo part of its bulk. 

The third thermonietric scale is that of Reaumur. In this scale 
the freezing point is marked 0° and the boiling point 80°, the interval 
being divided into 80 equal parts. This scale is very generally used 
in Germany for domestic purposes, but possesses no special advantages. 

The relation between the readings of thermometers graduated 
according to these three methods is easily found, for 100 divisions 
of the centigrade scale are equal to 212 - 32 = 180 divisions of the 
Fahrenheit and also equal to 80 of the Reaumur scale. Hence if C, 
F, R denote the readings of the three thermometers for the same 
temperature, we have 

C F-32_R 
100“ 180 “80’ 
or 

C=hF-32) = iK. 

From these equations, when the temperature is given by one scale, 
the corresponding number expressing the temperature on either of 
the others can be easily found.- 

In the best modern thermometers the scale is marked on the glass 
stem of the instrument itself, but in most ordinary thermometers the 
graduations are made on a piece of wood, or ivory, or porcelain, to 
which the thermometer is securely attached. Some of the best ordinary 
thermometers (German bath thermometers) have the scale marked on 
a slip of paper which is enclosed in a glass tube hermetically sealed 
round the stem of the thermometer, and in this form the graduation 
is clearer and more easily read than in any other. The paper scale is 
completely protected from damp and damage by the sealed glass tube 
which encloses it. The lightness of the paper renders its attachment 
to the stem, by gum or otherwise, secure and trustworthy, and if the 
thermometer be never e.xposed to a temperature high enough to brown 
or injure the paper, it is cheaper and better than any other form of 
scale. The graduation on the glass of the stem itself is, however, 

^ Vouu^% L>.'durf’:> on Sn(. I’kiL p. 4 ^ 5 . 

- The scale called after Kcaumur was proposeti by De Luc {Hcdterchcs siir 
l'at)iiospht:rc^ torn. ii. pp. 244-283'. The true scale proposed by Reaumur marked 
80 at the boiling point ot alcoljol, and conset|uent]y the boiling point of water on 
it differed little from 100k It tlms differed little from tb^ cpiitigraile •-cale. 
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superior to all others, except in respect to the ease of reading the 
divisions. 

Lens front tubes are used for delicate thermometers of fine bore. 

The stem itself thus plays the part of a magnifying glass, and enlarges 
the bore about fifteen times. 

74. On the Choice of a Thermometrie Substance. — In respect to 
general convenience for a large variety of purposes, liquid-in-glass 
thermometers are with good reason preferred to all others, but the 
reason for the general preference for mercury or spirits of wine as 
the thermometric substance is not so obvious. The indications of a 
liquid thermometer depend both on the expansion of the liquid and 
on that of the glass envelope which contains it. If the glass and the 
liquid expand equally with rise of temperature, the apparent volume 
of the liquid in glass will remain constant. Since the indications of 
the instrument depend only on the diti'erence of the expansions of the 
liquid and the glass, the greater the expansion of the liquid the more 
sensitive the thermometer, and for a given liquid the length of a degree 
on the stem will be greater the larger the bulb and the smaller the 
bore of the tube. The high specific gravity of mercury limits the 
size of the bulb, for besides increasing the liability to break, the 
weight of the mercury strains the bulb and tends to give distorted 
readings, especially at high temperatures. Further irregularity is 
also introduced by the variations in the shape of the meniscus in the 
capillary tube. Besides the large value of the surface tension of Surface 
mercury, the angle of contact varies from about 45^ when the mercury 
is rising to 90" when it is falling. For this reason the internal 
pressure on the bulb is greater when the temperature is rising than 
when the temperature is falling, and a consequent variation in the 
v'olume of the bulb occurs which produces an irregularity in the indi- 
cations of the instrument. On this account the mercury rises by 
jerks and not continuously when the temperature is increasing, and 
falls in the same discontinuous manner when the temperature is 
falling. This jerky motion of the mercury is very noticeable in 
delicate thermometers, and in some instruments is more so than in 
others. This Joule believed to be due largely to the slight oxidation 
of the mercurv before sealing. 

Liquids which wet the glass have a great superiority over mercury 
in their much smaller surface tension and in their practically constant 
angle of contact (180'"). The variations of internal pressure are thus 
much less when the liquid is rising or falling and the motion rn the 
tube is continuous. The large expansion of such liquids as alcohol, 
ether, chloroform, etc., gives the instrument in addition a great 
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sensibility, and they possess a further advantage over mercury in 
their much smaller specific gravity, so that larger bulbs may be used 
with consequent greater sensibility, and less liability to break or 
produce disturbed readings through distortion of the bulb by the 
weight of the liquid. 

One objection to alcohol and other volatile liquids is their liability 
to distil into the head reservoir of the stem if this part of the instru- 
ment is colder than the bulb. On this account the stem of a spirit 
thermometer should be at least as warm as the space in which the 
bulb is situated. 

A serious objection to liquids of high expansibility is the difficulty 
of allowing for the expansion of the liquid in the stem if it be not at 
the same temperature as that in the bulb. The error arising from 
this cause will, under the same conditions, be proportional to the 
expansibility of the liquid, but in every case in which the bulb and 
stem can be kept at the same temperature, a thermometer constructed 
with a highly expansive and light liquid, such as alcohol or ether, or 
other organic liquid of permanent chemical constitution, should be 
more accurate and sensitive than one filled with mercury. The low 
boiling points of these liquids lender them unfit for the construction 
of thermometers which are to be used at high temperatures, but 'for 
low temperatures they make very valuable instruments. A sulirhuric 
ether thermometer was employed by Lord Kelvin in his experiments 
on the lowering of the freezing point of water by pressure, and 
thermometers filled with ether or chloroform (which expands 4 per 
cent more than ether) were used by Joule and Thomson in their 
c.xperiments on the change of temperature of bodies moving in air. 
In one of these thermometer.s there were as many as 330 scale 
divisions to 1 C. 

Another objection frequently urged against spirit thermometers, is 
that when the temperature is rajiidly falling a thin film of the liquid 
lags behind adhering to the sides of the tube, so that before the 
stationary temperature can be correctly read it is necessary to wait 
some time to .dlow the liquid to trickle down and join the main 
column. Adaptability to the measurement of rapidly-varying tem- 
peratures would thus seem to be wanting. AVith mobile liipiids, such 
as alcohol and ether, there will, however, be pi'actically no time lost 
on this account, and when proper care is exercised by the observer no 
inaccuracy will be incurred.' AVheu the temperature has been rapidly 
falling, and has nearly reached its lowest point, a false balance must 
be guarded against, which arise.s from the descent of the liquid surface 
’ Sir Wni Tliom^on, Math, ami Phus. Papiis. vol. iii. p. 142. 
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due to fall of tenipeiiiture being counterbalanced by the rise caused 
by the liquid trickling down from the sides of the tube. This may 
give a false steadiness Avhen the free surface has nearly leaehed the 
true position for the final temperature.^ 

The great convenience of the mercury thermometer is its freedom 
from distillation and the smallness of the error arising from any 
difference between the temperature of the bulb and that of the stem. 
It is further well suited to the measurement of ordinary temperatures, 
the boiling point of mercury being .‘bbO'^ C., and it.s freezing point 
40 C. below the freezing point of water. 

[Messrs. Baly and Chorley - have devised a high temperature ther- 
mometer in which an alloy of potassium and sodium is substituted for 
mercury. This alloy is liquid between - 8' C. and about 700° C., so 
that between these limits the liquid is particularly suitable for thermo- 
metric use. In order not to inconveniently lengthen the thermometei’ 
the graduations are caused to commence at 200 C. The space above 
the alloy is filled with pure nitrogen at such a pressure that when the 
glass begins to glow, and therefore soften, the interior pressure shall 
be equal to the atmospheric, and thus any tendency to alteration of 
volume is avoided.] 

75. Overflowing' Thermometers. — In ordinary liqnid-in-glass ther- 
mometers the expansion is noted by the rise of the liquid in a tube 
divided into jjarts of equal or known capacities. The same result may 
be also attained by allowing the liquid to overflow, and 
determining the volume of the overflow by weighing. This 
is the method practised in what is known as the weifiht thcr- 
jiiiiiiieter, and the difficulties attending the calibration and 
change of zero of the ordinarv thermometer are thus avoided. 

This instrument consists of a glass bulb capable of containing 
about 200 grammes of mercury, which is furnished with a 
short capillary tube, and tilled at zero in the ordinary 
way and weighed. Let be the weight of mercury which 
fills the instrument at the freezing point, v: the weight which 
overflows at any temperature 9. Then «■ is the apparent expansion 
of a weight W - w of mercury in rising from 0 to ; consequently 
if n denotes the apparent expansion of mercury in glass, we have 

{)V 

tr 

tf=—- 

' W - ic ti 

1 For tlie f-racluation of spirit t ht'nnoineters see a note Ity M. A. Ani^ol. Jour/i >1 
df Physi'iUf\ Sept. 1S91. 

- Xtffare, 5tli April 1S94. 
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To determine a it is only necessary to make an experiment at 100' C., 
which gives 

WlOO 

This coefficient varies with the nature of the glass, and it is therefore 
necessary to determine it directly for each instrument (see also p. 185). 

76. Maximum and Minimum Thermometers. — Thermometers for 
registering the highest or lowest temperature attained during any 
interval may be devised in several ways. Thus the weight ther- 
mometer may be arranged as a maximum thermometer, for if the 
mercury as it overflows is allowed to drop into a cup, the quantity 
expelled in any time gives the highest temperatuie reached by the 
instrument during that period. This, *in fact, is the principle of 
Walferdin’s maximum thermometer. 

The ordinary mercury thermometer will, however, serve as a 
maximum thermometer if a small iron index is placed in the tube so as 


m 

to move before the surface of the mercury. As the mercury expands 
the index is pushed before it in the stem, and when the temperature 
falls the index is left behind. The position of the index at any time 
thus gives the highest temperature that has been attained since the 
instrument was last set. This is the principle used in Rutherford’s 
maximum and minimum thermometers (Fig. 10). The two ther- 
mometers are attached to a frame with their stems directed horizon- 
tally. One of these thermometers registers the maximum temperature, 
and the other the minimum. The former is an ordinary mercury 
thermometer furnished with a light steel index which is movable in 
the stem, and can be brought to the surface of the mercury by means 
of a magnet when it is desired to set the instrument. The reading 
of that end of the index which is next the surface of the mercury at 
any other time gives the maximum temperature attained since the 
instrument was last set. The minimum temperature is registered by 
the other thermometer. This is a spirit thermometer, and is furnished 
with a light dumb-bell-shaped enamel or glass index, which is gener- 
ally coloured. 'When the spirit expands it flows past the index with- 
out displacing it, but when the temperature falls, and the surface of 
the spirit reaches the index, the latter is retained by the capillarv 
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action of the surface and is carried back in its grasp. As the surface 
recedes, the end of the index, which is directed away from the bulb, 
marks the temperature, and at any other time this end of the index 
marks the lowest temperature attained. The index is brought back 
by inclining the thermometer. Thus in each thermometer that end 
of the index which is directed towards the 
surface of the li([uid marks the highest or 
lowest temperature attained. 

Six’s self-registering thermometer is one of 
the oldest of this class of instruments, and acts 
both as a maximum and minimum thermo- 
meter. It is shown in Fig. 11, and consists of 
one continuous tube, the two ends of which 
contain alcohol * (or creosote), and the inter- 
mediate space is filled with mercury. The 
large cylindrical bulb A is also filled with 
alcohol. The part BC contains mercury, and 
above C there is some more alcohol, which also 
partly fills the bulb D, some space being left 
for expansion. Thus both extremities of the 
mercurial column are in contact with alcohol, 
and situated in the alcohol above the mercury, 
in each arm, is a light steel index which is held 
in its place by a delicate spring, just strong 
enough to prevent slipping down the tube. 

When the alcohol expands in the bulb A the 
mercury rises in the left arm, and pushes the 
index before it, leaving the index in the right 
arm behind in the alcohol ; and when the temperature falls the 
liquid contracts, and the mercury rises in the right arm, pushing the 
index in this arm before it and leaving the other behind. Thus the 
index in the left arm gives the maximum, and that in the right gives 
the minimum, temperature. 

In the maximum thermometer of Negretti and Zambra there is an Negietti 
obstruction in the tube close to the bulb, so that the bore is nearlv 

Zambra. 

choked at this point. As a consequence, the mercury expanding in 
the bulb forces its way past the obstruction into the stem above ; 
but, on the other hand, when the temperature falls, the thread of 

' Aleoliol after some time evolves small bubbles of gas which give trouble. 

Sulphuric acid would probably serve better. Herr von Lupin of ilunicli recommends 
dilute sulphuric acid and a solution of 10 or 15 per cent of anhvdrous calcium 
chloride in spirit as liquids free from distillation errors and possessing regular 
expansion (Xature, 1893, p. 206, 29th June). 





110 


THEORY OF HEAT 


CHAP. II 


Cliiiioal. 


I’hillii)' 


14 


mercury beyond the obstruction in the stem fails to make its way back 
again into the bulb. This isolated thread furnishes the means of 
determining the highest temperature reached by the instrument since 
it was last set, for when one end of the thread is placed against the 
obstruction, the other end gives the maximum temperature — a correc- 
tion being applied for the expansion of the thread if 
extreme accuracy be desired. In setting this ther- 
mometer, the thread of mercury in the stem is shaken 
past the obstruction till it joins the main mass in the 
bulb, and the instrument is now ready for another 
observation. 

The same principle is adopted in the clinical 
thermometers now generally used. These instruments 
(Fig. 12), being employed to register only a very 
limited range of temperature, are furnished with a 
very open scale graduated from 95 to 113 F., so 
as to include the variations of temperature to which 
the sick are subject. In order that the scale may be 
open, the bore of the tube is made very fine, and 
the reading is facilitated by the use of a lens-front 
stem, so that the thread of mercury is magnified, and 
the employment of a pocket lens is thus dispensed 
with. The employment of the latter is besides 
attended by difficulties in ordinary instruments as 
already mentioned, on account of diflerence of focal 
distance of the thread and scale. 

Another form of maximum thermometer is 
that invented by Frofes.sor Phillips. In this instru- 
ment the bore is exceedingly fine, and the thread of mercury 
in the stem is broken by a small air-bubble. The portion of the 
thread above the bubble serves as an index which is pushed 
before the bubble when the temperature is rising, but remains 
ill situ when the temperature falls. This index is not easily shaken 
out of its place, and with a very fine bore the instrument may 


lie 


used with the stem vertical, as in Fig. 13 which represents a 


Deep wells. 


Phillips' thermometer enclosed in a strong glass tube as designed by 
Lord Kelvin for the observation of temperatures in deep wells. The 
enclosing tube is hermetically sealed and protects the thermometer 
from outside pressure, to which it would otherwise be subject. In 
the lower part of the case a small quantity of spirit surrounds the 
bulb, which places it in better thermal communication with the 
outside medium. 
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77. Strain Thermometers.— Temperature may also be indicated 
by the strain, oi- change of shape of a heterogeneous substance through 
inequalities of expansion of its constituents. On this principle depend 
several forms of pocket thermometersand self-registering thermometers. 
Breguet’s metallic thermometer (Fig. 14) is a good example. In this Bn'gnet’s. 
instrument three thin strips of platinum, gold, and silver are fastened 
together (by being passed through a rolling mill) so as to form a thin 
ribbon, the core of which is gold and the surface layers platinum and 
silver respectively. This ribbon is then coiled into a spiral, one end 
of which is held fixed while the other carries a pointer moving round 
a graduated scale. The silver, which is most expansible, forms the 
inner face of the spiral ; and the platinum, which is least expansible, 
the outer face. When the temperature rises the silver expands more 




than the gold or platinum, an<l the spiral unwinds itself, moving the 
pointer round the scale, the contrary efi’ect being produced when the 
temperature falls. The instrument may be made a meter bv graduat- 
ing it by direct comparison with a standard thermometer, and if a 
light index be placed on the scale so as to move before the pointer, it 
will give the maximum temperature during any period. A second 
index placed on the other side will give the minimum temperature. 

This thermometer is sensitive to very small changes of temperature. 

Another class of strain thermometer depends upon the change of 
shape of a thin flexible metal tube filled with a highly expansive 
liquid such as alcohol, chloroform, or a mixture of both (Fig. 1.5). The 
tube thus filled is sealed at a low temperature and bent into a circular 
arc. If now the temperature rises the volume of the contained liquid 
increases, and the tube straightens itself so as to increase its internal BourdonV. 
capacity. Hence if one end is fixed the other end will move with 
every variation of temperature, and if a pointer be attached to it the 
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motion may be used to register temperatures. This method was due to 
Bourdon, and it has since been adopted as a meteorological recording 
instrument, and also as a convenient form of pocket thermometer, 
which, when furnished with a maximum index, may be used as a 
clinical thermometer. 

78. Joule’s Air -Temperature Thermometer. — A thermometer 
indicates its own temperature, and for this reason it is difficult to 
determine the exact temperature of the air at any place, for the 
indications of a thermometer placed there will be influenced by the 
radiation of neighbouring bodies. To avoid this disturbing influence 

Joule' invented an apparatus depending on the 
motion (caused by an air current) of a spiral of fine 
wire suspended by a filament of silk, and carrying 
a small mirror which reflects a beam of light to 
a distant scale. The spiral wire is contained in a 
copper tube (Fig. 16) surrounded by another co- 
axial cylinder, and the space between the two is 
filled with water, the temperature of which is noted 
by means of a thermometer. The lower end of 
the tube containing the spiral is furnished with 
a lid which can slide backwards or forwards, so as 
to open or shut the aperture at pleasure. When 
the tube is closed the air within it comes to the 
temperature of the water, and if the lid be now 
removed, an upward current will set through the tube if the air 
within is warmer than that outside, and a downward current will set 
in if the reverse is the case. In case of equality there will be no 
current and no deflection of the mirror, or spot of light on the scale. 
Joule found that a difference of T F. produced an entire twist of the 
filament, and that the temperature of the water when equilibrium was 
secured was generally higher than that indicated by a thermometer 
exposed in the air outside. 

(For radiometers and sensitive thermometers see Chap. VI. 
sec. iv.) 

79. [Standard Thermometer. — Before we can measure tempera- 
tures with precision, and compare our results with those of other 
observers, it is necessary to fix on a standard scale of temperature, by 
means of which all thermometers may be compared and standardised. 
Such a scale must be perfectly definite, readily reproducible, and 
capable of indicating very small differences of temperature. Liquid- 
in-glass thermometers are not suitable for this purpose, for though 

* Joule, Froc. Manchf'sftn’ Li f. and Phif. , vol. vii. p. 35. 
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they are eajRihle of considerahle delicacy, yet, owiiie to the variation 
in the properties of the glass envelope with temperature, it is ditficidt 
to avoid indeliniteness. Resides, such a scale would not be readily 
reproduced with certainty, since glass is not a definite chemical sub- 
stance, and it is by no means easy to manufacture glass of given 
composition and properties, as would be necessary in order to make 
all thermometers give the same indications. These objections do not 
the same degree to the use of a gas as thermometric substance, 
since the expansibility of a gas is so much gi eater than that of its 
solid envelope, that variations in the properties of the latter are of 
much less consequence than in liquid theiTiiometers. The gas ther- 
mometer is also capable of greater delicacy tlian the liquid thermo- 
meter and has a. far greater range of lenq)ei'al uie. Theoretically, the 
best scale to adopt as a ."tandaial would be Lord Krdvin's absolute 
scale of temperature,' which is founded on tlnauelictil princi[)les and 
does not depend on the properties of any particular substance. It is, 
however, not possible at present to determine temperatures on this 
scale with sufficient certainty to justify us in adopting it as a standard, 
but it is desirable that the scale chosen should at least a})proxunate 
closely to the theoretically i»erfecr absolute >cah . This condition is 
best fulfilled by the hydrogen gas therinoinetcr. the expansion of 
hydrogen (on the alisolute scale) being the ino^t rcgnlar of all gases, 
and its raiiite greatest.- The livdroiicn "as tlicrmonnuer i^ tliereforc 
taken as the standard, and all other thennomcter> compared with it. 

Standard thermometers aic veritied and siip])licd by the Bureati Coir- 
International des Folds et Mesuivs at Sf'vres. Thennometers of all 
kinds, tvhether for oialinary puiqtoses or for the most accurate scientific momi-ti'i 
work, can he sent for testing and tabulation of corrections to the 
Xational Physical Laboratory at Rushy House, Teddington. In 
ftermany the testing of thermometers is carried out at the Physikaliseh- 
Technische Koichsanstalt at Charlottenhurg. 

Accurate Meucuriai. Tiiei!momet]!y ' 

80. Correction of Errors. — Gas thermometers can only be em- 
ployed under special conditions : they are troublesome to use, and 
are uusuited for general woik For the accurate observation of 
ordinary toniperaturerf liqui<ldu-gla>s thenuoincters are most eoii- 

’ This 111 ( ^ HI. 

- Helium periuqts being exeejUG*!. lint .i*> helium a rave elemt-ur. ii^ 
properties have nur vet been go thoroughly iiivestigateil .-i-, tho^e of hyTroguii. 

’ K. Guillaumi', I‘r> ■iston. ( . i liiuej 

Phtl. JA''/.. March and Ajiril ISi*''. 

I 
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venient. Although several objections to the use of mercury have 
been mentioned in Art. 74, yet, as the errors to which mercurial 
thermometers are liable have been very carefully investigated, the 
corrections to be applied are better known, and consequently the 
temperatures indicated less uncertain, than when other liquids are 
used. The advantages which mercury possesses are its range of 
liquidity ; its regularity of expansion (judged by comparison with the 
gas thermometer) ; the ease with which it can be obtained pure ; its 
property of not wetting glass ; its low vapour pressure ; and its low 
specific heat and high conductivity, which enable it to take up readih' 
the temperature of its surroundings. For these reasons mercury is 
much more used than other liquids.] 

The first essential condition which must be fulfilled by a good 
thermometer is that it must always give the same reading when 
submitted again and again to the same temperature. Thus when 
placed in melting ice the reading should always be the same, no 
matter what variations of temperature the instrument has suffered, or 
how long the interval, between two such comparisons. For this 
purpose not onlj' should the volume of the mercury be always the 
same at the same temperature, but glass should also satisfy this 
condition, or at least the apparent volume of mercury in glass should 
be always the same at the same temperature. This, however, is not 
the case. Glass when heated and allowed to cool does not immediately 
return to its original volume. It is in some degree plastic, and after 
it has been highly heated or strained a process of gradual recovery 
goes on for a long time afterwards. For this reason the reading of a 
thermometer depends not only on its actual temperature but also to 
spme extent on the previous history of the glass. After a thermometer 
has been filled and sealed the capacity of the bulb gradually diminishes 
to a slight extent and its zero rises, rather rapidly at first, and then 
very slowly for years afterwards.* By properly annealing the tubes 
and storing them for several years before dividing them, this defect 
may be very largely if not entirely got rid of ; and it can in any but 
a very new thermometer be easily allowed for in reducing observa- 
tions. This change of zero, be it Jioticed, is believed to occur, how- 
ever uniform be the temperature at which the thermometer is kept.^ 
A delicate thermf)meter possessed by Dr. .Joule'* was examined at 

‘ This gradual change of the zero [point was lirst noticed by I' laugcrgucs, Ann. 
Jr Cluinir et ile riujiiiinc. vol. i.\i. |p. 33.J, 1822. 

- [Accoriliiig to M. L. Marcias, small oscillations in teinipciature are to a lai-f'c 
e.xtent resjponsible for the gradual approach of thermnnietcr readings to a fixed value 
iJourn. dc Physique, torn. vii.. 1898).] 

^ Joule, Scientife Papers, p. 558 ; Phil. .Voc. Munehesfer, 22nd Februarv 1870 
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intervals extending over a period of nearly forty years, and showed 
this gradual rise of the zero. The change, however, was exceedingly 
slow in the later years. Thirteen scale divisions corresponded to 
1 F., and the reading of the zero point was found as follows, in scale 
divisions : — 


Date. 

Zt*ro Reiuling. 

1 »ate. 

Zero Rs*tuling. 

1 

April 1844 

0 

December 1860 

11-1 

February 1846 

5*5 

March 1867 i 

ll-s 

January 1848 

6*6 

Februarj’’ 1870 

12-1 

April 1848 

6-lt 

,, 1873 

January 1877 

12 ’2 

February 1853 


12-71 

April 1856 

9-:i 

Koveniber 1879 ' 

December 1882 J 

12- 92 

13- 26 


[When we expose a thermometer to changes of temperature, a Depression 
further defect presents itself, which for thermometry of the highest 
accuracy is much more troublesome. Within certain limits the 
increase of volume in glass accompanying rise of temperature from, 
say, t to t' does not wholly disappear at once when the temperature is 
rapidly reduced to /. A thermometer taken through such a cycle 
reads lower on the second exposure to the lower tem])erature. This 
phenomenon is conspicuous when we compare ice-readings taken 
immediately before and after exposure to temperatures between 50’ C. 
and 100' C. ; the depression of zero, as it is called, is greater the higher 
the previous temperature. Exposure for only a minute or two to a 
high temperature is only partially eft'ective ; but twenty or twenty-five 
minutes’ exposure usually produces practically the full effect. On the 
other hand, the depression takes a considerable time to disappear ; it 
is a question of days or even weeks if the high temperature has 
approached 100’ C. 

Both the rise and depression of zero just noticed are evidently due 
to the same cause, a hysteresis in the gla.ss or lag in comj)letely 
recovering from the expansion produced by heating. In the case of 
the secular change of zero, the thermometer is gradually recovering 
from the effect of heating during manufacture. In Dr. Guillaume's 
work on thermometry, already referred to, this property of glass is 
called residual expansion} 

In the more infusible kinds of glass the residual expansion is least 
and the recovery most rapid. Hitherto at the Bureau Intei national 
attention has been mainly directed to a standard glass, French rerre 

^ Ittsidu'i de d'datatiooi." note. p. 113, for reference to Dr. Guillaume’s 


work. 
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(hir, at temperatures between - 30' C. and 100 C. At the Eeichsan- 
stalt certain .lena glasses, notably 16“' and 39'", have been examined 
in similar detail. The conclusion reached for these glasses, throughout 
at least this range, is that the dilKciiltj' can be met by treating a read- 
ing in ice immediately after the measurement of any temperature t 
as the zero of the thermometer for the preceding observation. This 
is equivalent to the conclusion that the residual expansion, whose 
existence is made manifest by the depression of zero, remains practi- 
cally unchanged during the brief interval required to observe both t 
and If f has been preceded by a higher temperature the residual 
effect is in reality larger, but it depresses equally the readings t and 
The method of a morahle -.ero requires that in determining the funda- 
mental interval the boiling point 100" C. be fii'st determined, and that 
the ice-reading be taken immediately after. 

The ordinary practice in this country proceeds on the hvj)Othesis 
of a fixed '.ero. In determining the fundamental interval the observa- 
tion of the ice point precedes that of the boiling jroint ; and in ordinary 
use the observed departure from 0' C. in a preliminary observation in 
ice is applied as a constant correction at all jjoints of the scale. The 
relative merits of the mov.dde zero and fixed zeio methods will be 
discussed later on. 

81. Lag of Thermometer. — Another source of error is the fact 
that thermometers require a sensible time to follow a change of 
temperature. This lag in a mercury thermometer increases with the 
mass of the mercury and the thickness of the glass. It also depends 
on the nature of the surrounding medium. A clinical thermometer, 
for instance, initially at 1.5' C., will rise to the tenq)erature of the body 
faster in a moist than in a dry mouth, and much faster in a well-stirred 
bucket of water than in either. In still air, where temperature is 
altering rapidly, two adjacent thermometers of dift'erent sluggishness 
may (lifter by degrees. 

If the medium in which the thermometer is immer.-.ed jaeserves ;i 
■ uniform temperature, the thermometer will soon attain that tempera- 
ture, and no correction is neces.sary. Let the time be measured alonif 
a straight line AB (Fig. 17), and let the ordinates represent ditt'erences 
of temperature between the thermometer and the medium. Then if 
the instrument is plunged in a fluid warmer than itself whose temj)era- 
ture is kept constant, its rise of temperature will be represented bv a 
curve IT). At Q the difference of temperature has become too small 
to observe. II hen the reading of the thermometer ceases to vary the 
temperature indicated will be that of the medium. 

The most frequent case which occurs in the laboratory is that of a 
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medium whose temjierature varies in some continuous manner. In 
■such a case we may apidy a coi'rection as follows. .Suppose that the 
temperature is gradually rising. Let the curve DE (Fig. 18) repiesent 
the rise of temperature as indicated by the thermometer. Then, owing 
to lag, the actual temperature of the ^ ^ p 

medium will be somewhat greater 
at every point. Let another ex- 
periment be made, in which the 
thermometer is immersed in a 
similar medium jireserved at a con- 
stant temperature by some thermostat arrangement, and let the curve 
PQ (Fig. 17) be plotted for this ex])eriment. If we assume that the lag 
of the thermometer depends, not on the absolute temjierature of the 
suinmuding fluid, but oidv on the rate at which that temjierature is 
changing, we may obtain the actual temiieratnre by finding a point M 
on PQ, where the slope of the curve is the same as that of the cui ve 
DE at any point X (Fig. 18). Since the slo])e of the curve measures 
the rate of change of temperature and therefore the amount of lag, 

the lag at N is the same as at 
Temp. M, and thus by adding an amount 

/ XK-MC to the ordinate at N, 

we find a point F giving the 
actual temperature of the medium. 
Continuing this process for a suc- 
cession of points, we get a curve 
rein-eseiiting the corrected tem- 
[)e ratines. 

If T denote time, t the ther- 
mometer reading, and r the tem})erature of its surroundings, the 
formula usually advanced to represent the phenomena is- - 



Tine 


V\'A IS. 




where A is a constant. The solution of this differential equation is 

f =T 1 1„ -t] 

where t„ is the value of t when T = 0. The value of A is determined 
by observing the lag when the temperature of the surroundings is kept 
constant, as just described. The mean of a number of determinations 
should be taken. 

82. Pressure Coefficients. — The application of increased pressure E.xteniiil 

to the outside of a thermometer, whether through rise of barometric 

, , , . coemeient. 

pressure or immersion in a Injuid, compresses the glass and reduces its 
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internal volume. This makes the mercury rise in the stem, and, 
supposing the increase in pressure uniform over the outer glass surface, 
the rise bears to the increase in pressure a constant ratio, known as 
the external pressure coefficient. The unit of pressure usually employed 
is that of a millimetre column of mercury at 0° C., the rise in the stem 
being measured in degrees. Knowing the external pressure coefficient, 
one can calculate the correction necessary to reduce the readings taken 
with the thermometer under any known external pressure to what 
they would have been under the standard pressure. 

Again, when the horizontal position is adopted as the standard 
one, as is done at the Bureau International and the Eeichsanstalt, a 
correction is necessary when the thermometer is read in the vertical 
position, to allow for the influence of increased internal pressure. This 
pressure expands the bulb and compresses its contents, both effects 
contributing to lower the reading. If we treat the internal pressure 
as uniformly distributed and proportional to the length of the mercury 
column measured from the centre of the bulb, we can, by observing 
the difference in the readings of a thermometer when vertical and 
when horizontal at any one temperature, calculate an interiwJ pressure 
cueffirieiit. This may conveniently be the ratio of the observed rise of 
reading in degrees — when the thermometer is transferred from the 
vertical to the horizontal position — to the length of the mercury column 
measured in millimetres. Knowing the internal pressure coefficient, 
we can calculate a table giving the correction for internal pressure to 
be applied to any reading taken with the thermometer vertical. 

Applying the mathematical theory of elasticity, Guillaume has 
deduced a very simple relation between the external and internal 
pressure coefficients, measured of course in the same units. Calling 
these coefficients /3g and fi, respectively, this relation may be written 

where <■ is proportional to the difference between the compressibilitv of 
mercury and that of the particular glass of which the thermometer is 
made. Thus in all thermometers of the same glass ji, - should be 
constant. Taking the units recommended above, viz. rise of 1" C. in 
reading and 1 mm. of mercury pressure, the results deduced at the 
Bureau International ' and the Eeichsanstalt - are as follows : 

Cila>»s 

rirnilur ’0000154 

JfiM glass lti>" ’0000143 

„ „ 59"‘ ’0000138 


* Thermomitrie, pp. 102. 103. 

“ IViss, Abkundl., vol. i. p. 70, 1894. 
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The proof of the foregoing relation as given by Guillaume is not 
quite satisfactory. A rigid mathematical demonstration has, however, 
been given by C. Chree,^ who shows that the relation is exact under 
two restrictions — absolute homogeneousness in the glass, and uni- 
formity in the distribution of the external and internal pressures over 
their respective surfaces, inclusive of bidb, stem, and any auxiliary 
chambers. These conditions are sufficiently nearly realised in practice. 

In determining the thermometer, immersed in a liquid, is 
exposed to various air pressures, from an atmosphere downwards. 
The fact that the changes of pressure tend to affect the temperature 
of the liquid is pointed out in the publication of the Eeichsanstalt,- 
and it is apparently recommended that water — preferably near 4“^ C. — 
should be used rather than glycerine or mercury.-’ 

Observations of the thermometer alternately in the vertical and 
horizontal positions, at any convenient temperature, supply the means 
of calculating fi;. There is some uncertainty, however, due to capil- 
larity and the unsymmetrical shape of the meniscus in the horizontal 
position. On this account Guillaume recommends that it be deduced 
from the observed value of by means of the theoretical relation 
between the two coefficients. 

By adopting the vertical as the standard position, the practice 
followed at the National Physical Laboratory, the necessity for an 
internal pressure correction can usually be avoided, at least for accuracy 
of the order O'-Ol C. When the stem is vertical the reduction of the 
reading, like its two contributory causes, expansion of the bulb and 
compression of the mercury, is proportional, at least as a first approxi- 
mation, to the length of the mercury column measured from the middle 
of the bulb ; but in an ordinary thermometer increment of stem-length 
is sufficiently nearly proportional to increment of reading. lienee at 
anv temperature t the depression due to internal pressure is, in stem 

divisions, where p and </ are constants for the thermometer." 

Thus to make a Bureau International thermometer register cor- 
rectly in the vertical position, we need only lower the freezing-point 
mark q divisions below the point answering to a horizontal reading, 

and shorten each degree division by of itself. This obviously comes 
to the same thing as marking the freezing and boiling points with the 


1 Phil. Mag., Out. 1S94. 

^ Il'tss. AhhttntlL, vol. ii., 1895, 

See Lord Kelvin’s Malh. am! Plijis. Pupcis, vol. iii. jip. 236-239. Also .Joule, 
PJiil. TradS., 1859, pp. 133-136. The temperature of water at I" C. is not altered 
by a motlerate change of jires.sure. 
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thermometer vertical and subdividing the fundamental interval in the 
usual way. 

Under ordinary conditions the external })ressure correction is of 
trifling importance compared with the internal pressure correction. 
But if the thermometer is immersed in a heavy liquid such as 
mercury, or in a gas under pressure difl’eiing appreciably from 
that of the atmosphere, the correction may be of the order 

0 -01 C. 

83. Error due to Capillarity. — The attraction of the mercury 
jjarticles for each other, which gives rise to the phenomenon of surface 
tension, and which manifests itself by the curved meniscus at the free 
end of the column, serves a useful purpose in ensuring the return of 
the li(piid into the ljulb when the temperature is falling. The surface 
tension of mercury undergoes a slight regular diminution with rise of 
temjjerature. If the jtressnre due to surface tension varied with the 
same regularity, no correction would be reqnireil on account of it, as 
the same conditimis e.xist when the fixed points of the thermometer 
are Iieing determined. Several causes, however, contribute in pro- 
ducing iri'egular changes in the internal pressure, and thus lead, in 
the indications of delicate thermometers, to variations of which it is 
very ditticiilt to take account, and which, more perhajis than anv other 
])henomenon, assign the limit of precision which it is possible to attain 
with the mercuiy thermometer. 

Dift'erences in the di.-imeter of the tube at ditterent points are an 
important cause of variation in the interior pressure. In calibrating a 
thermometer measurements ;ire made of the bore at successive parts of 
the .stem, but as these only give the mean value of the bore over a 
short length of tube, they are not much att’ected by considerable 
irregularities extending over very short jtortions only. 

Further, owing to the capillary attraction which exists between 
meR'urv and glass, the angle of contact between the litpiid and the 
sides of the tube de])ends on whether the temjterature is risino- or 
falling. If. for instance, the temjterature is falling, the free surface is 
flatter than if it were rising, and if a feeble rise of temperature should 
take place, the first effect tvould be an increased curvature of the 
meidscus, and the resulting inciease of internal pressure might expand 
the bulb sutticiently to allow for the expansion of the mercury without 
any rise in the stem. A rising column will always read somewhat 
lower than a hilling one at the same temperature. 

The angle of contact is also somewhat affected by slight chaiu'es in 
the nature of the interior surface of the glass, such as would be caused 
by the stem having been strongly heated at any point. 
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To correct for errors due to sucli variations in the bore as are 
detected during calibration, Guillaume employs the formula 

I' 

/ 

where p is the capillary pressure, r the radius of the tube, and r a 
constant whose value he finds to be .'52‘4 in inilligramines per milli- 
metre. 

As the .rise of the mercury in the stem is les.s disturl)ed by the 
capillary attraction ot the glass tlian its fall, the best practice is to 
arrange, if possible, to make all readings with a rising column. 

84. Emergent Column. — Elementary theory assumes all the glass 
and mercury of a thermometer to be at one temjierature. Even in 
well-stii'red baths in physical lai)<)ratories this is rather an ideal statb of 
matters. In ordinary \ise there is often an appreciable, sometimes a 
long, mercury column e.vposed to a tem])erature diiVeriug fi'om that of 
the bulb. This is esiieeially true of thermometers employed to 
measure the temperature of a liquid which is 
largely in excess of that of the surrounding air. 

In such a case, if a long mercury column be 
emergent, the thermometer, if correct, will rea<l 
considerably below the true temperature of the 
liquid. An approximate correction may be 
obtained by sujtposing the immersed part of 
the thermometer to be unaffected by the exist- 
ence of the emergent part, and assuming the 
whole emergent part, glass and mercury, to be 
at one temperature. 

Let the liquid reach to the division /j on the 
stem (Fig. 19), let f be the temperature read,/' the 
temperature assigned to the emergent column, 

.(■ the required correction, r„ the volume at 0' C, 
of one stem-division, and /// and g the coeflieients 
of expansion ^ of mercury and glass. 

The volume of the emergent mercury is 
rA- T!//' 

and its temperature is /'. If its temperature 
wei-e raised to /, its volume would become 



‘ .See next chapter. 
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and it would give the true reading. But its volume on rising to the 
true reading point should he 


therefore 


whence 

where 




"h)(l hKl +^0' 

.i: = c{t - f), 

}'} ' tj 

(1 +9t)(t + int ) 

= M - q .approximately : 


so that e is ajiproximately the reciprocal of the number of degree 
volumes included in the bulb up to the zero mark. It is a constant 
for any particular kind of glass, and in all ordinary kinds of glass it 
is a little less than 1 6000. Knowing the glass, we should at once 
know the correction, provided we^knew 

In reality, of course, the emergent column varies in temperature 
from base to summit, so that t' must be regarded as its mean tempera- 
ture. To determine f directly, the Keichsanstalt employ a Faden- 
thermomefer (see Fig. 19), placed apparently with its very elongated 
bulb closely adjacent to the emergent column. Taking the reading 
of this auxiliary thermometer for t', and replacing >■ by 1 6100, they 
claim to obtain with thermometers of Jena glass 59'" collected tem- 
perature-readings which are consistent to O^'l C. even up to 500° C. 
This practice of the Keichsanstalt seems a development of an idea 
which originated with Regnault. 

Dr. Chree has obtained good results by employing the formula 


of the same type a.s the last, but where t' denotes the temperature of 
the room. For experiments conducted under similar conditions C is 
a constant for any particular thermometer, but varies from one 
instrument to another. It is determined e.xperimentally for each 
instrument.] 

85. Calibration of the Tube. — If it is agreed to measure equal 
increments of temperature by equal increments of the volume of some 
chosen substance contained in a glass envelope, it will be necessary 
to divide the stem of the thermometer into parts of equal capacity. 
Thermometer tubes are drawn and not bored, so that inequalities 
generally exist in the diameter of the capillary bore, and equal lengths 
will not have equal capacities from part to part of the tube. To 
test this a thread of about 20 or 30 mm. of mercury is placed in 
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the tube and moved from part to part of its length. This may be 
conveniently effected by gently blowing into a piece of india-rubber 
tubing fastened to one end of the tube. In each position there will 
be slight variations found in the length of the thread as it is moved 
from place to place, but if any considerable variation is detected the 
tube should be rejected and one of more uniform bore sought. In 
order to measure equal rises of temperature by equal increments of 
volume, it is necessary to know the capacity, or volume per unit 
length, of the stem, in terms of its capacity at some selected part. 

The process of effecting this is termed aiNhration. 

[In the French and German standard thermometers the stem is 
divided into equal lengths, not equal volumes. English standaid ther- 
mometers, on the other hand, are calibrated before they are subdivided, 
and the calibration results are used to guide one in dividing the stem 
into equal volumes, not equal lengths.* 

86. Determination of Fixed Points. — In the determination of the 
freezing point Dr. Guillaume finds good lake ice or freshly-fallen snow 
moistened with distilled water best. The temperature in the centre 
of large blocks of artificial ice is apt to be somewhat below O'’ C. The 
determination should be made rapidly, especially in the case of ther- 
mometers intended for high temperatures, so as not to aggravate the 
secular rise of zero. This remark does not, however, apply to English 
thermometers used according to the fixed zero method. 

Variations in external pressure alter the melting point of ice, but 
the changes are very small, an increase of one atmosphere lowering the 
melting point by about 0 '0075 C. The effect of external pressure in 
altering the volume of the glass is more considerable. Care is required 
that no external pressure efi'ect is produced by too tight packing of the 
ice, or by allowing the bulb to rest unsupported on largish ice crystals. 

In determining the boiling point it is highly important that the 
atmospheric pressure should be determined with the greatest possible 
accuracy. On account of the lag of a barometer, and possibly the 
lag of steam in adjusting its temperature as the pressure changes, it 
is important that determinations of boiling points should be made at 
times of steady barometric pressure. 

For reasons already pointed out in Art. 80, the boiling point is Order of 

determined before the freezing point on the Continent. In English 

■ . „ . t'O”- 

thermometers the freezing point is first found. 

' An account of methods of calibration of theruioiueter tubes will be found in 
the earlier editions of this book. It is, however, unnecessarj’ to consider them, as 
the correct graduation of a liquid-in-glass thermometer depends ultimately on 
comparison with a standard hydrogen thermometer, either directly or through the 
intermediary of another thermometer. 
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87. Comparison of Thermometrie Methods.' — It remains for us 
to consider briefly the relative defects and advantages of the ordinary 
British methods of thermometry and the more refined methods of the 
Bureau International. In favour of the latter is the strong argument 
that when a rerre dnr thermometer verified at the Bureau International 
is used in a carefully prescribed way, one can deduce the corresponding 
temperature on the scale of the hydrogen thermometer (at least 
throughout the range - 20 C. to 100' C.) to a very high degree of 
accuracy. In a physical laboratory the probable error may be as small 
as ± 0 '002 C. or even --r O’ ‘001 C. 

On the other hand, it must be conceded that the existence of 
lengthy tables is an evil, however necessary, both on account of the 
very a|)preeiable labour their application entails, and on account of the 
lai'ge increase their calculation makes to the prime cost of the instru- 
ment. The fact that for high accuracy an ice-reading is desirable after 
every temperature observation is also a drawback. Very considerable 
skill is recpiired when the preceding temperature is high, the risk of 
breaking the thermometer being appreciable ; and the freipient jtre- 
paration of ice is both troublesome and expensive. The conditions 
under which it is safe to dispense with an ice observation and use the 
Bureau’s table of depressed freezing points for iv'/w dnr are somewhat 
uncertain. 

In favour of the customary methods of using English glass ther- 
mometens there are certain advantages. The necessity for an internal 
pressui’e correction, as we have seen, is avoided by adopting the 
vertical as the standard position. The actual readings of a correctly 
divided thermometer, after allowance is made for anv secular change 
of zero, are likely to give at ordinary atmospheric temperatures — where 
nearly all very exact absolute measurements are made — results agree- 
ing with those of the hydrogen thermometer to within 0"T C. To 
those physicists and chemists who are accustomed to record tempera- 
tures to 0 -001 C., or even 0 -0001 C., this may seem a paltry claim ; 
but it does not seem so to many scientific men, whose interests extend 
beyond the temperature of the thermometer to that of its surroundings. 

On the other hand, there unquestionably exist physical and 
chemical investigations, tending to increase in number, in which the 
absolute determination of temperatures with the highest possible 
precision is of fundamental importance. For these, in the meantime, 
English glass thermometers and ordinary British methods are not 
suitable. However good the workmanship, and however accurate 
the calibration, there exi.st the following defects : — 


^ C. L’tiree. I’kif, Afail ISi*-':'. 
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1. Ice-readings corresponding to infinitely probjiiged exposure to 
0 C, are not ])ractically obtainable; and ordinary ice-i-eadings, being 
affected to some extent by the previous temperature, are not strictly 
comparable. 

2. So long as changes of 3J inches of mercury in barometric 
pressure are possible, and occasions arise for the immersion of ther- 
mometers in heavy li(]uids, corrections for external pressure cannot 
always be avoided. 

3. Unless fre(juently subjected to temperature-cycles of consider- 
able range, an ordinary English glass thermometer is apt to be influ- 
enced for days, it may be weeks, by exposure to any temiierature 
much over 120 F. 

■1. For accuracy of a higher order than 0 '1 F., it is certainly 
unsafe to assume the natural scale of an Engli.-.h glass thermometer 
identical with that of the hydrogen or nitrogen thermometer, even 
for the restricted range 22'’ F. to 212 F. 

5. "Whether through variety in the constitution of the gla>s. or 
differences in its treatment, the natural scales of ordinary English 
glass thermometers do not appear sufficiently accordant to render 
practicable the use (jf any general table of reductions to a standard 
scale of temperature.] 
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88. Gas Thermometers. — The indications of mercury thermo- 
meters are complicated by the effects due to changes in the volume of 
the glass envelope, M’hich dej)end not oidy on the temperature, but also 
on the previous history of the glass. The influence of the nature of the 
glass on the indications of the instrument will become less and less the 
greater the coefficient of expansion of the contained liquid. In this 
respect thermometers filled with highly expansive organic liquids will 
be superior to those filled with mercury, and air or permanent gas 
thermometers will be superior to the most accurate liquid thermo- 
meters. The permanent gases expand about twenty times as much as 
mercury for the same change of temperature, and as a consequence the 
errors arising from inequalities in the expansion of glass produce much 
less effect. Gases also possess a very low specific gravity, and can be 
obtained of the same purity in any part of the world. Their properties 
are in addition permanent, and they expand nearly equally under the 
same conditions, so that thermometers filled with different permanent 
gases all agree very closely amongst themselves. 

No two solids or liquids, on the other hand, can be found which 
will agree throughout the scale, and in absence of any other reason for 
choosing a permanent gas as the standard thermometric substance, the 
close agreement of so many different substances throughout such a 
wide range of temperature attaches great practical importance to the 
scale of temperature furnished by their expansion. The permanent 
gases besides, when not subjected to too great pressure, maintain their 
state and behave in the same manner (at least very approximately) at 
very high as well as very low temperatures. They consequently furnish 
a scale of measurement which is continuous and embraces a very wide 
range of temperature. 

The uniformity of composition of the atmosphere all over the 
world has led to the employment of air, as a permanent gas, for 
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thermometric purposes. Precautions of the strictest character are, 
however, taken to remove all moisture and other variable impurities, 
such as carbonic acid, from any sample used in a thermometer. This 
is effected by passing the air through a system of tubes containing 
calcium chloride, pumice-stone moistened with sulphuric acid, caustic 
soda, and phosphoric anhydride, to absorb the aqueous vapour and to 
take up any carbonic acid gas which may be present. The removal 
of moisture is of prime importance, as a small quantity of aqueous 
vapour, although of small influence at low temperatures, might have 
a very serious effect on the indications of the instrument when the 
temperature becomes high. On this account the bulb is filled (and 
emptied) several times with perfectly dry air, and at the same time 
heated to a high temperature to expel all moisture which may be 
condensed on the interior surface or lurking in the minute crevices 
or pores of the glass. AVhen every precaution has been taken to 
thoroughly dry the interior of the bulb, it is finally filled at 0" C. with 
pure dry air, or other gas as desired.' 

The instrument may now be used to measure temperature in two Constant 
ways — (1) by change of volume while the pressure is kept constant : 

(2) by change of pressure while the volume is kept constant. Regnault volume, 
used both methods, but found that in practice he could only arrange 
the apparatus to give good results with the second method, and on it 
he founded what he called the "normal air thermometer." For the 
sake of perfect definiteness he chose as the density of the air in his 
normal thermometer the density of air at the melting point of ice and 
under a pressure of one standard atmosphere, and he marked the 
freezing and boiling points 0 and 100 in accordance with the centi- 
grade scale. AVe shall now prove that the second method agrees with 
the first in the case of a substance which obeys Boyle’s law. 

89. Chapaeteristie Equation of a Thermometrie Substance obey- 
ing Boyle’s Law. — If the first system of thermometry be adopted, we 
measure equal changes of temperature by equal changes of volume of 
the thermometric substance under constant pressure. The difference 

■ A gas should be chosen which does not attack the other materials used in the 
construction of the instrument. Pure oxygen is objectionable on this account, a.s it 
attacks the mercury employed to measme the pressure of the gas. A Him of oxide 
is formed on the surface of the mercury, and this is not oidy detrimental to the free 
motion of the mercury in the tube, but the whole quantity of oxygen in the bulb 
becomes diminished, and the readings of the instrument are iiifliieiiccd accordingl}-. 

For this rea.son hydrogen and iiitrogeu are preferable to air. Regnault, however, 
does not appear to have experienced any ill etfect in this direction from the use 
of air in his normal air thermometer, Imt he found great irregularities with pure 
o.xygen (Eiyfrifncea, tom. i. p. 77'. 
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between any two temperatures 6 and will, therefore, be proportional 
to the (litFerenee between the corresponding volumes r and /y, or 

0 - 0„ A( I- - r„ . 

In this equation the constant of proportionality A is independent of 
both temperature and volume, and is consequently a function of the 
pressure only. It remains constant as long as the pressure is constant^ 
but changes value in general with the pressure. Denoting it bv/(p), 
the equation connecting the temperatiue, pressure, and volume of the 
thermometrie substance, rvhatever it he, is 


For ,iny 
tltenno- 
metiii- 
sill istanco. 


“When and are chosen, the right-hand member of this equation 
remains constant at the same temperature, however the ])ressure and 
volume may vary. It is therefore the isothermal relation between 
the pressure and volume of the substance, and gives the law of com- 
pressibility at constant temperature. 

If the zero of temperature be taken as that at which the volume 
of the substance is zero (for the present ideal only), then writing 
y,, = 0. and /■„ ^ 0, and denoting the temperature measured from this 
zero liv n, the oipiation becomes 

e 

The right-hand member being a function of p and r. which remains 
constant at constant temperature, will, in the case of a substance obeying 
Boyle’s law, be simply some multiple of pr ; we may therefore write 

y)r=Rr/' />■, 

where 11 is a constant. This gives in the case of a gas 

and consequently the characteristic equation becomes 


where D is the temperatui-e measured from the zero defined above. 

This equation holds for a thermometrie substance obevin*'- Bovle's 
law, and follow.s immediately from the definition of the manner in 
which temperature is measured. If another thermometer be con- 
structed with another stihst.ince which also obeys Boyle's law, a 
similar equation will connect the pressine, volume, and tenqierature 
legistered by this instrument, but we cannot assert « i>nnrl that the 
zero of teniper.iture will be the same for both, or, in other words, that 
the volnmes will vanish simultaneously in the two instruments, that 
is, that they both have the same coefficient of expansion. Such an 
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agreement must be discovered by experiment, and that it does exist, 
at least very approximately in the case of the permanent gases, was 
discovered by Charles and Gay-Lussac, and is stated in the law which L.iw of 
bears their names. Assuming it to be true for the present, we con- 
elude that the above equation holds for all gases in so far as they 
obey Boyle’s law, the zero of temperature being that at which the 
volume of the gas would vanish under constant pressure if it continued 
to obey the law throughout the whole range. 

The equation also shows that if the volume is kept constant while 
the pressure and temperature vary, the change of temperature will be 
proportional to the change of pressure, and that consequently the 
second method of measuring temperatfire, or difference of temperature, 
is consistent with the first, and that two thermometers, filled with a 
substance obeying Boyle's law, will agree throughout the scale in their 
indications if the temperature is measured by change of volume under 
constant pressure by one, and by change of pressure at constant 
volume by the other. In the latter case the zero of temperature is 
that at which the pressure becomes zero while the volume is kept 
constant, and this aspect recommends itself especi.ally on the dynamical 
theory, according to which the prossui'e is caused by the molecular 
bombai'dment. The meaning of the pressure becoming zero, according 
to this theory, is that the molecules come to rest relatively to each 
other. Hence, if the energy of tramslation of a molecule happens to 
be proportional to its energy of vibration of internal energy, or if the 
vibratory motion of the molecule subsides with its motion of transla- 
tion. then when the pressure is zero there is complete relative rest in 
the gas. In other words, it is not a source of heat waves, and conse- 
quently may, with definiteness of meaning, be said to be at the absolute 
zero of temperature. 

This view of the absolute zero appears at first sight more rational 
than the former, by which it was defined as the temperature at which 
the volume vanishes. However, both are based on the pressure 
volume relation at constant temperature known as Boyle’s law, which 
asserts that the volume is inver.sely as the pressure for all values of 
the pressure — that is, that the thermometric substance maintains this 
characteristic permanently. Huch, however, is not the case with any 
substance that has been experimented on, but with permanent gases 
it holds very closel3’ within moderate range.s. An ideal substance, 
named a perfect gas, has consequentlj' been assumed which possesses 
these characteristics at all pressures. In other words, a perfect gas 
is a substance which always obeys the laws contained in the equation 

ic.;=Re, 


K 
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and the temperature registered by a thermometer filled with this 
ideal substance is called absolute temperature. Thermometers filled 
with air, or nitrogen, or hydrogen, approximate very closely in their 
indications to this ideal instrument within a considerable range. 

90. Constant Volume and Constant Pressure Air Thermometers. 
— The great objection to a constant pressure air thermometer lies in 
the temperature correction which must be applied to that part of the 
air which occupies the stem of the instrument. This correction will 
always be necessary, unless the bulb and all that part of the stem 
occupied by air are immersed in the same bath, and its influence will 
manifestly be more and more important as the temperature rises, and 
as more and more air is expelled from the bulb into the stem, so that 
the mass of air contained in the stem becomes comparable with that 
enclosed by the bulb. For this reason it is almost impossible to 
work with a constant pressure air thermometer, and after repeated 
trial Regnaiilt found that he could only obtain consistent results with 
gas thermometers when they were arranged so that the gas was kept 
at constant volume, and the temperature was measured by the varia- 
tion of the pressure. 

The form of apparatus adopted by Regnault is shown side and 
front view in Fig. 20. The bulb A, which has a capacity of from 
600 to 800 c.c., is filled with pure dry air (or other permanent gas), 
and is connected to a manometric tube FGHLl. AVhen the tempera- 
ture varies mercury i.s poured into the branch LI, or allowed to escape 
through the tap K, so that the level ' of the mercury in the branch 
FG is kept always at a fixed mark a. If the glass were non-expansive 
the volume of the air would thus be kept always the same, but on 
account of the ox[)ansiou of the glass a corresponding correction 
becomes necessary. The difl’erence of level between the surfaces u, 
and /I in the two arms may be measured by means of a cathetometer, 
and the corresponding pres.suie of the air in the bulb deduced. 

If it is desired to work under constant pressure the dift’erence of 
level between the surfaces u and fi must be kept constant ; conse- 
quently when the temperature rises the air expands into the tube 
FG and the volume and temperature of this expelled portion must be 
accurately determined. For this purpose the arm FG is accurately 
calibrated amt immersed in a bath, as shown in Fig. 21, so that its 
temperature may be maintained uniform. 

A convenient form of constant volume air thermometer has been 

' Tlic po\iriiig (it iiiereiiry into tin- tiilic I.t may lie (’onveiiiently avoided bv 
forming a re.i-eivoir at K. and fnrmsliing it witli a aerew plunger. By screwing the 
plunger forwards or backwards the level of the mercury may be adjusted as de.sired. 



ART. 90 


GAS AISTD VAPOUK-PRESSURE THERMOJIETERS 


131 


devised by Professor Jolly,* and is represented in Fig. 22. The 
capillary stem is bent twice at right angles, and united at B to a tube 
of larger bore, on which a fixed mark is placed near the junction of 
the capillary. In all measurements the level of the mercury contained 
in BD is brought to this fixed mark, so that the volume of the air 
in the bulb and stem is constant if we neglect changes of volume 
of the glass envelope. CE is a glass tube, preferably of the same 



diameter as B, to avoid ditt'erenee of capillary pressure influencing the 
results. If, however, the diameters of the tubes be fairly large this 
effect will be negligible, and the tube CE may be replaced by a 
spherical bulb. The tubes B and C are joined by an india-rubber 
tube, which is strong and flexible, and allows CE to be raised or 
lowered so as to keep the level of the mercury at B. The dift'erence 
of level of the mercury at E and B, added to the barometric height, 
gives the pressure of the air in the thermometer. This difl'erence of 
level may be obtained by means of a cathetometer, but for ordinary 
' Jolly, Poj'j. Jiihelhanil^ p. 82, 1874. 
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work a scale attached to the frame on which the instrument is 
mounted suffices. The scale is engraved on the hack of a strip of 
plane mirror before it is silvered, and the divisions are carried 
sufficiently far across the scale for the reflections of the two surfaces 
of mercury to be seen behind the scale. Parallax is thus avoided, 
and the use of the cathetometer dispensed with. 

Assuming the internal volume of the thermometer to remain 




constant, and that the temperature of the air throughout is the same, 
we have for any two temperatures Og and 0j 


^?i,r=R0,|. anil i),f = Rei. 

Therefore 

'pti 0(1 


If such an instrument be graduated so that the boiling point is 
denoted by 100°, and the freezing point by 0", then 


tOO — 01,,,, 0(1 — ' Vi>^' 

According to the most accurate observations of Regnault 
/him ~ t '366.^^(,„ 


1 00 _ 272-85 

K 0-3665^0 piy 


and therefore 
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Consequently, any temperature 6 on this scale will be given by the 
formula 

9 = e - e„ = *(p -y„) = 272-85 - 1 y 

In general, however, the volume of the glass envelope will vary, 
and the temperature of the air in the stem will differ from that in 
the bulb, and corrections will be necessary in both respects. These 
corrections will be considered more fully in connection with the 
general problem of dilatation. The source of greatest uncertaiiity in 
gas thermometers lies in the allowance for the expansion of the glass. 
This requires the careful examination of the volume of the bulb and 
tube throughout the whole range of temperature for which the instru- 
ment is to be employed. The volume of any such apparatus is most 
accurately determined by observing the weight of mercury which it con- 
tains at different temperatures, and when the variation of the density 
of mercury with temperature is known the volume can be immediately 
determined. This, in fact, was the process adopted by Regnault. 

Jolly’s constant volume air thermometer is a convenient form, and 
fairly accurate for moderate temperatures. At high temperatures, 
however, a correction becomes necessary on account of the air expelled 
from the bulb into the capillary tube. If the temperature of the 
bulb were always the same as that of the tube, the mass of gas 
contained in the tube would be constant ; but as the tube is colder 
than the bulb, at high temperatures the pressure will be largely 
increased, and a corresponding increase will take place in the mass 
of gas contained in the tube. In order to minimise the error which 
arises in this respect. Dr. Bottomley * has designed a form of apparatus 
in which the air reservoir with its volume indicator and the manometer 
are constructed separately, and connected only by flexible tubing. 
The form given to the air bulb and capillary tube is such that it can 
be easily manipulated and, being constructed of hard Bohemian glass, 
the range of the instrument is thus considerably extended. 

An objection to all forms of constant volume thermometers exists 
in the pressure of the gas on the internal surface of the bulb, and this 
becomes more s,erious at high temperatures. 

91. Callendar’s compensated Air Thermometer. — The great 
practical difficulties attending the use of the constant pressure air 
thermometer have been overcome in the- form of apparatus devised by 
Professor Callendar.- In this instrument the pressure of the air 

- J. T. Bottomley, Phil. Mag., August 1888, p. 149. For a later improved form 
see ail article by Kapp, Ann. der Physik, July 1901. 

- H. L. Callendar, Proc. Roy. Hoc. vol. 1. p. 247, 1891. 
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enclosed in the thermometer bulb T (Fig. 23), instead of being 
adjusted to equality with the pressure of the atmosphere, is maintained 
constantly at the same standard pressure as that of the air in another 
bulb S kept at a constant temperature in melting ice, the equality of 
the pressures in T and S being indicated by a sulphuric acid gauge 
G. By this means the trouble of reading the barometer is completely 
avoided, and by a most ingenious device the errors arising from the 
uncertainty of the temperature of the connecting tubes are compen- 
sated for and entirely eliminated. When the temperature of the 
thermometer bulb T rises, the air expands and passes through the 
narrow connecting tube into the mercury reservoir M. The quantity 



of mercury in M is adjusted, so that the pressure in T is equal to that 
in S, any difference of pressure being indicated by the sulphuric acid 
gauge G, which connects S and T. The bulb >S being kept in ice 
the pressure of the air within it remains constant, and when the 
gauge shows that equality of pressure exists between T and S, it is 
certain that the pressure in T is always adjusted to the same value. 

The correction for the capacity of the tube joining T and M is 
eliminated by attaching to S an exactly similar tube (as shown in 
figure), which has the same form and capacity, and which is placed 
close to it, so that the two have the same mean temperature through- 
out. By this means the compensation is rendered automatic, and will 
be perfect if (1) the two sets of connecting tubes have the same 
capacity, and are at the same mean temperature ; (2) if the mass 
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of air ill the standard pressure bulb S is equal to that in the ther- 
mometer bulb T and the mercury bulb M combined ; , (3) if the 
pressures in T and S are adjusted to equality. 

Thus if )n be the total mass of air in T and M and the connecting 
tube and j) its pressure, and if t) be the temperature of T on the scale 
of the air thermometer and r its volume, while Hj and Cj, ( and r., 
are the corresponding quantities for the connecting tube and the air- 
space in the bulb M respectively, we have by the law of Charles 


0 0 




//6R, 


where R is a constant. In the same manner, if / denotes the volume 
of S and iq' the volume of the tubes attached, m' the total mass of 


air contained, the pressure, and O' and 
temperatures, we have for this system 


Hj' the corresponding 


]• 


Vb' 


'R, 


so that if m = /»', and p = p, and if the temperatures Oj and 0^' and 
the volumes and r^' of the two sets of connecting tubes are the 
same, we have 

r I ' 


If M and 8 are both kept in melting ice, we have further O., - H' = H^, 
and hence 

B=e„ . 

' r - fj . 

or writing T, 8, M, for the volumes of the air in these bulbs the 
formula becomes O = 0,T (8 - M), .so that the iiiHuence of the con- 
necting tubes is completely eliminated. 

The volume of the standard pressure bulb 8 may also be adjusted at 
pleasure by means of mercury, and in this manner the pressure may 
be varied and the behaviour of the gas investigated at high tempera- 
tures, and the indications of the instrument reduced to the absolute 
scale of temperature (Chap. ^ III. Sec. ii.). 

If the volume of the connecting tube is small compared with that 
of the bulb T, a small difference of pressure will not lead to any 
serious error, and on account of the compensating tube the connecting 
tube may be made long and flexible, and the bulb T may be placed at 
a convenient distance from the indicating apparatus, which is a matter 
of great convenience in many operations. 

For moderate ranges of temperature the auxiliary bulb M may be 
dispensed with, and the sulphuric acid gauge G may be graduated so 
as to indicate the difference of temperature between T and 8 directly. 
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In ordinary use it would be inconvenient to keep the bulb S always 
at a fixed temperature, and this may be avoided by adjusting the 
volume of sulphuric acid in the pressure gauge, so that its expansion 
may compensate for the dilatation of the air in the standard pressure 
bulb, a compensation which can be effected with sufficient accuracy for 
moderate ranges of temperature. Such thermometers, Prof. Callendar 
states, are “exceedingly convenient and satisfactory for rough work at 
temperatures beyond the range of mercury thermometers. They can 
be made to read easily to the tenth of a degree at 450 C., and if 
properly compensated their indications are very reliable. Such a 
degree of accuracy is amply sufficient for most purposes, and the 
absence of all necessity for calculation or correction of the readings is 
a very great advantage.” 



[The actual instrument is shown in Fig. 24. C is the compensating 
lead and the other letters correspond to those of Fig. 23. In setting 
up the instrument, after the bulbs and connecting tubes have been 
calibrated, the masses of gas on the two sides are adjusted as nearly 
as possible to equality, which is done with all the bulbs in melting 
ice. The bulb T is then heated in steam to determine the funda- 
mental interval. A weight ic of mercury is removed from the over- 
flow bulb M to ecjualise pressures again. Let W be the weight of 
mercury required to fill the bulb T at 0 C., and W -r 3W the weight 
of mercury at 0 C, which would fill a volume equal to that of the 
bulb in steam. Eeferring to the last equation on the previous page, 
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we see that when 0 =; 0, then v' ~ r., = r. Now if v becomes v + Sd 
in steam (due to the expansion of the glass) and c., becomes r., + \v., 
owing to the removal of mercury, we get 

B _ r^5v 5\V 
B,| (• - Sr.j \V - u- ' 

so that we have the following equation for determining the coefficient 
of expansion a or the fundamental zero 0,, — 


H B-B„_\Vt5\V 

H,| \\ tr 


(^- 100 ) 


Similarly, if 6 is an}’ other temperature, and w the corre-sponding 
overflow, we get a precisely similar equation to determine 0 in terms 
of 0,|. The oil-gauge is observed with a cathetometer microscope ; 
no observation of the barometer or any mercury column is required, 
the only measurement necessary being a weighing which can be made 
at leisure.'] 

92. [Standard Hydrogen and Nitrogen Thermometers. — The 
temperature scale adopted as the standard by the International 
Bureau is defined as the centigrade scale of the constant volume 
hydrogen thermometer, having a.s fixed points the temperature of 
melting ice (0"), and that of the vapour of distilled water in ebidlition 
under the normal atmospheric pressui'e (100 ) ; the hydrogen being 
under a pressure of one metre of mercury when the temperature is 0\ 
The improved form of manometer used is represented in Fig. 25. 
The bulb of the thermometer consists of a cylindrical vessel of iridio- 
platinum, somewhat over a metre in length and 36 mm. in diameter. 
It is connected to the manometer by a tube c 1 metre in length and 
0'7 mm. in internal diameter. 

The pressure to which the gas is subjected consists of the atmo- 
spheric pressure, given by the barometer ; and an additional pressure 
due to an open mercury manometer. In general, this would entail 
four readings of mercury level, but by combining the barometer and 
manometer, the readings are reduced to two. The manometer is 
composed of two tubes m, in'. The stem of the barometer B dips 
into m. The tube /// is made up of two portions which are not in 
direct communication, but are connected to m above and below 
respectively. The two parts of m' are separated by a piece of steel P. 
It will be noticed that the three surfaces of the mercury are all in 
one vertical line. Their readings are taken by means of three tele- 
scopes all sliding on the pillar of a cathetometer (not represented 
in the figure). In order to find the pressure of the gas the levels 


' Eiioje. Brit., article Thermouittry. 
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Calculation 
of teni- 
peratuj c. 


of only the upper and lower surfaces need be read. Four auxiliary 
thermometers serve to determine the temperature of the apparatus. 

^ Let = volume at 0’ of the gas in the bulh. 

5 --mean eoeffleient of e-xjiansion of the material of the bulb between 0’ 
and T^. 

a,, = coefficient of expansion of the gas when the volume is constant, 

r = volume of the “ dead space," i.e. connecting tube, etc. 

/ = temperature of the gas in the dead space. 

H|| = initial jire-^sure of the gas at O'. 

Hi, -r/( = pressure of the ga,s at T', the temperature to be measured. 

/3, =coeffiicient of internal pres.sure of resei’voir. 

The mass of the gas in the apparatus when at 0 is (taking the 
density under standard conditions as unity) 


fy e 

V " ' l-fa,,t7760’ 


and the same ma.ss, when at T , is represented by the expression 




Equating the.se two, we get 


r 1 Hj, -f 
-a,/j 760 


V w _ ^ ST)+M! (H„ + /0 , r/i 

■■ l-i-a/f 

whence 

_ H„ + A V„( 1 + 5T) s- ft, A ^ A r 1 + a„T 
H„" " V„ ■ H„V„ 1+0,/ 

By means of this formula we may determine the value of ap 
between two known temperatures, 0’ and 100' for example, using the 
method of successive approximations. Having found up and substi- 
tuted its value in the equation, we may use the formula to determine 
any temperature T. 

Corrections have to be made on account of the variations in the 
volume and temperature of the dead space which occur when the 
temperature of the bulb is changed. For a complete account of the 
observations and corrections required, the student is referred to 
Guillaume’s Theniioiiu't rie Je Fn-iision. 

Instead of using iridio-platinum, the bulb of the thermometer may 
be made of hard Jena glass or of glazed porcelain. 

Yitrogen XJp to about 500" C. the hydrogen thermometer is perfectly satis- 
meter for factory. If, however, the temperature is much abo\'e this, hydrogen 
high tein- passes freely through the platinum. The difficulty is not got over 
^ *' by substituting glass or porcelain in the material of the bulb. Glass 

is not sufficiently refractory to be used at high temperatures. Porce- 
lain is not gas-tight unless glazed, and the glaze begins to melt at 
1100 C. At high temperatures both glass and porcelain are acted 
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on to some extent by 
hydrogen. For these 
reasons, the nitrogen 
thermometer is sub- 
stituted for high tem- 
peratures.^ A porce- 
lain bulb may be used, 
but the best material 
is iridio-platinum, 
both on account of the 
higher range and be- 
cause its expansion 
follows a more regular 
law than that of porce- 
lain. 

According to the 
experiments of M. 

Chappuis made with 
a gas thermometer 
whose bulb was of 
Berlin porcelain, the 
coefficient of expan- 
sion of nitrogen dimin- 
ishes more and more 
slowly as the tempera- 
ture rises, apjwoaching 
a limit at about 75“ C'., 
the limiting value 
being 

a,„„ = 0-00367-3SO. 

Above 75“ C. nitro- 
gen appears to behave 
as a perfect gas, the 
coefficient of exj^an- 
sion remaining con- 
stant at the above 
value. Assuming this 
to be the case, M. 

^ Chapjnii-'., /V/(7. M<uj., 

Out. 1900; I'Vb. 1902. _ ^ 
Holborn and Day. Amt'r. , 

Joirni. Sci., Sept. 1899. 
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Chappuis shows that a nitrogen thermometer whose pressure at 0" C. 
is 1 metre of mercury is equivalent to one whose pressure at 0’ C. is 
1 ‘000086 metre, and which behaves as a perfect gas from 0° C. 
upward, having the foregoing coefficient of expansion. He gives the 
following corrections to be applied to the readings of the nitrogen 
thermometer in order to reduce them to the normal hydrogen scale :■ — 


r-mj). 

If-scale - X-.NCalr 

Initial pivs-*.— 1 meti 

100" 

0 -000 

200" 

o 

o 

000° 

0-047 

400° 

0"‘070 


These differences are so small that they are of less account than 
those due to other sources of uncertainty. 

Messrs. Holborn and Dav used a nitrogen thermometer 
with a bulb of iridio-platinum (20 per cent iridium, 80 per 
cent platinum). This could be used up to 1300^ C. 
Nitrogen does not pass through the platinum walls at 

T high temperatures. The bulb was heated bj' an electric 
current flowing in a nickel wire coiled round a thin porce- 
lain tube which surrounded the bulb.] 

93. Vapour-pressure Thermometers. — A system of 
thermometry in which all delicate measurements of change 
of volume are avojded may be founded on the observation 
of the pressure of a saturated vapour. The pressure of 
a vapour in contact with its own liquid depends only on 
the temperature, and is independent of the relative pro- 
portions of liquid and vapour. If, therefore, the pressure 
is observed by some means, and if the data are known 
which connect the pressure with the temperature, we are 
furnished with a thermometric method of great range and 
delicacy. A simple form of vapour-pressure thermometer 
is shown in Fig. 26. The bulb is partly filled with a 
liquid free from air, and the remainder of the bulb is 
occupied by its saturated vapour. The liquid also partly 
fills the tube and acts as a manometer, the pressure of 
the vapour in the bulb being greater than the pressure 
at the upjier surface by the weight of the column of liquid, 
whose height is equal to the difl'erence of level of the liquid 
in the bulb and tube respectively. If the stem is closed, 
and contains only vapour of the liquid above the upper surface, the 
pressure will be determined by the temperature of this part of the 
apparatus. For this reason the stem must be jacketed with a bath 


50 

■20 

-10 

■0 


Fig. 2l'i. 
Vupoin - 

prf^'iiire 

ThFrmoTUftfi. 
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kept at some known temperature, say that of melting ice. The 
vapour-pressure in the stem is by this means kept constant, and the 
temperature and density of the liquid in the stem are also kept 
uniform, as well as the surface tension of the liquid. 

The stem may, however, be open at the top, and the pressure 
determined by a reading of the barometer, or it may be closed and 
contain a gas whose compression registers the pressure, or it may be 
connected to any form of pressure gauge. 

For high temperatures mercury may be employed as the ther- 
mometric substance, and for low temperatures sulphurous acid, but 
in all cases the bulb must be made of a material which is not attacked 
by the vapour or liquid. For example, water vapour attacks glass at 
elevated temperatures. 

The importance of this system of thermometry has been insisted 
on by Lord Kelvin, i who considers it destined to be of great service, 
both in the strictest scientific thermometry as well as in a great 
variety of useful applications. The consideration of the data neces- 
sary to the estimation of temperature by this method will be entered 
into later on (see Chap. VIII.). 

94. Comparison of Thermometers. — [Mercury thermometers are 
compared with the hydrogen thermometer by immersing them in the 



Fig. ' 27 . 

bath in which the bulb of the latter is heated. A mercury thermo- 
meter which agrees with the hydrogen scale at 0 and 100^ will not 
agree with it at intermediate temperatures. With all ordinary kinds 
of glass the greatest divergence is exhibited at about 40' C. In the 
* Art. ‘ ‘ Heat, ” Ency. Brit. 
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case of a thermometer of verre <hir the maximum difference is rather 
more than one-tenth of 1 C. For accurate work with a mercury 
thermometer, if standard temperatures are required, the instrument 
must be directly compared with the standard hydrogen thermometer 
and a table of corrections drawn up. 

The preceding figure, taken from Guillaume's Thermometrie, 
shows the divergence between three kinds of mercury-in-glass thermo- 
meters, a carbon dioxide gas thermometer, a nitrogen gas thermometer, 
and a hydrogen gas thermometer taken as the standard of reference.] 

The following table shows the deviations of an ordinary alcohol 
thermometer from the air thermometer, after Jolly. A similar com- 
parison has been since made by Mr. A. C. White,- with substantially 
the same results : — 



Alfohol. 

Diflcifiu'e. 

- 

- 6"-21 

0-11 

11 -02 

-10 -72 

0-30 

- 15 -25 

- 14 -4] 

0-S4 

- 1!) -29 

- 18 -02 

1 -27 

- 79 -44 

- 70 -72 

8-72 


Exercises 


1. If the therinniiietric .substance obeys Boyle’.s law, and if changes of tenniera- 
ture be taken proportional to changes of pre.ssiire at constant volume, show that 
the characteristic equation of tiie substance is pr=K©. 

{As in Art. 89 we have B - 6„ = (i> - or 

e=p0(r), 

the zero of temperature being that at which the pressure is zero, and the right-hand 
member of the equation is the function of 'p and r which remains constant at 
constant temperature, namely pr, therefore <p{r) is proportional to r, etc.] 

2. Find the characteristic equation of a substance which, when used as a thermo- 
metric substance, will gn e the same scale of temperature, whether it is designed to 
measure equal clianges of temperature by equal changes of volume under constant 
pressure, or by equal changes of pressure at constant volume. 

{In the former case we have, as before, the temperature proportional to the 
volume, or 

0= '/'p) ; 

and in the second nicthoil we hare 


0 — r'l. 


^ .Tolly, Aii/i. Jiihi Ihu nil^ 1874. 

- A. (J. White, /',v7c. Arut/riiti/ if Arts anA SrintO'Sj v'ol. xxi. pt. i. 

p. 45, 1885. 
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Hence if © is to be tlie same in botli cases we must liave 


/ip ) J’ 


That i5ij/(7)) is la'oportioiial to ami to r, ami tlieroforo the siihstaiici* obeys 
Boyle’s law. ] 

3. If Pi and po he the densities of two «^ases under the same jiresbure and at the 
same tenippratiire, show that 

/)|Ri =/).K... 

[Let V he the volume of unit mass ot a ^as <jf density p, then pr= 1. so tliat the 
equation ^>i- = K6 I'ecomes 

^’ = Re, or = 

p e 

Hence if different gases are at the same lempeiatuiv and ]>ressure, wq liave 


/3,R, — /5.^l».^ = ete. 


P 

e* 


Lor air p = 0*001293 wlien ^) = 760 cm. of mercury = 1033 '3 grammes j*er s<iuare 
centimetre = 1033 ’3 x 981 in dynes per sq. cm. Therefore 


^ >; 981 ^ , 

0-001293 X 278 


For any other gas the value of R will be founil by means of the relation estab- 
lished above, that is by dividing the value of R for air by the relative density of 
the gas. The density of nitrogen relative to air is 0-97137, and the value of R is 
2956x10'®. For oxygen the relative density is 1-10563, anil the value of R is 
2597 x 10'. For hydrogen the relative density is 0-06926. and the value of R is 
4146x10-*.] 

4. If the different parts of a gas. having volumes i-j, r,, i-j, etc., be at tempera- 
tures © 1 , ©.,, 0;}, etc., and if in any other condition the same parts liave volumes ?•/, 
vj, at temperatures ©i', © 2 ', ©s’- etc., show that 

v/V'l ^ 

“ ©1 ©,' ■ 


[The mass of the wliole volume is and also -p/r,', where pj is the density of 
the volume r, under the pressure p, and at tile temperature 6„ and p,' the density 
under Pi* and ©]'. Hence we have 

-Pi'-i = -Pi't-i'. 


But 


Pi = 


Piit^i ©II 
Pii © 1 ’ 


etc. 


Therefore by substitution wc have 


■vPi^i — ■^'Pi *1 1 
- 0 , - ©,- .1 


5. If a gas departs from Boyle’s law, show liow to calculate the temperatures of 
a constant volume air thermometer from observatioms on a constant pressure 
instrument. 
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PYROMETRY AND I.O\Y TEMPERATURE THERMOMETRY 

95. Measurement of High Temperatures. — Instruments de- 
signed for the measurement of high temperatures are called pyrometers. 
The accurate estimation of elevated temperatures is a task of no 
ordinary difficulty, and for this purpose the variation of almost every 
physical property of matter with temperature has been proposed. 

The range of every thermometer is limited by the nature of the 
materials with which it is constructed. Thus at high temperatures 
liquids boil, and at low temperatures they freeze, and even if this 
did not occur, an upper limit to the range of any liquid or gas ther- 
mometer is presented at the fusing point of the material of which the 
envelope is constructed. 

The ultimate practical standard of reference in pyrometry is the 
hydrogen gas thermometer. The method of measuring temperature 
by the change of volume or pressure of a gas having been once 
chosen, all other instruments for measuring temperature must be 
standardised by either direct or indirect comparison with the hydrogen 
thermometer, if their indications are to have any intelligible meaning. 

[The general principles on which the measurement of high tempera- 
tures is based are the same in all the methods employed. The 
variation of some property of matter rvith temperature is carefully 
studied at ranges udthin u'hich the gas thermometer or standardised 
mercury thermometer can be used, and some mathematical formula is 
devised which will represent the phenomenon. It is assumed that 
the formula holds good at temperatures beyond the range of the gas 
thermometer, and hence the variation of the property of matter under 
consideration can be made use of to measure high temperatures by 
extrapolation. 

There is always some uncertainty attached to the use of extra- 
polated formulse. On this account it is important that the property 
of matter selected should vary according to some simple law, as such 

144 
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is more likely to be accurately exju'essed by the formula. The best 
verification of the law assumed for any thermometer is the agreement 
of that thermometer in the measurement of any temperature — say the 
melting-point of gold — with therniometer.s based on othei' systems of 
measurement.] 

The pyrometer of Deville and Troost ^ is a modified form of air 
thermometer furnished with a porcelain bulb. A glass l)ulb cannot 
be used for high temperatures on account of the fusion of the glass, 
and platinum bulbs were found by Deville and Troost to be perme- 
able to gases at high temperatures. The porcelain bidb is filled with 
dry air and placed in the furnace, and when equilibrium of temper- 
ature is attained the stem is sealed by an oxyhydrogen Hame. The 
apparatus is then allowed to cool and the end of the stem is nipped 
off under mercury, so that the mercury rises into the bulb. The bulb 
is then depressed until the mercury stands at the same level within 
and without. The stem is now closed with wax, and the apparatus 
removed and weighed, with the mercury it contains. It is afterwards 
completely filled with mercury and weighed again. By this means 
the fraction of the gas which escapes by expansion while in the furnace 
is determined, and consequently the whole expansion under constant 
pressure is known, and the temperature of the furnace determined. 

The pressure of the residual air instead of its volume may be 
determined when it has cooled. For this purpose the bulb is pro- 
vided with a long fine neck and a tap, which comiimnicates with a 
manometer. This tap is left open while the bulb is in the furnace, 
and is]closed when the final temperature is reached. The bulb is then 
allowed to cool, and the residual pressure determined by connecting 
it with the manometer. 

To complete the accuracy of this instrument, it is necessary to 
know the coefficient of expansion of porcelain, and any uncertainty in 
the value of this coefficient will limit the accuracy of the indications of 
the instrument. All uncertainty from this cause disappears in a 
vapour-pressure thermometer, in which it is the pressure alone that is 
to be measured, and not the volume or the pressure under any given 
volume. 

We shall now consider some of the various methods which have 
been proposed for the estimation of high temperatures. 

96. The Method of Cooling. — One of the earliest attempts at 
pyrometrv was that of Newton," in the estimation of the temperature 

1 Deville and Troost. Ann. dc Ch 'utuc et tie Pliiisniit' , ^M-rie, tom. Iviii. [i. 21, 7, 
1860. 

- Newton, '■ Scald Graduiim Caloli^." I'liH. Tnni.t. vol. .\xii. p. S24, 1/01. 

L 
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Newton’s 
law of 
cooling. 


U6 

of red-hot iron. The method employed consisted in observing the time 
required by the heated mass to cool under given conditions. Assuming 
a certain law of cooling to hold at all temperatureSj then by observing 
the rate of cooling at known temperatures, the data necessary to 
estimate the initial temperature may be obtained from the time of cool- 
ing to some other known temperature. The law assumed by Xewton 
was that the rate of cooling of a body under given conditions is pro- 
portional to the temperature difference between the body and its 
surroundings, and this law has since grassed under the name of Newton’s 
law of cooling. 

If such a law were foutul to hold accurately at all temperatures 
within the range of our standard thermometer, then such an agree- 
ment might warrant the use of the law and methods founded on it to 
extend the scale of temperatures beyond the limits of the standard 
thermometer. No such agreement has, however, been found, and it is 
only for very moderate differences of temperature that the law appears 
to be even approximately verified. In this case, then, the application 
of the method to the measurement of temperatures beyond the range 
of standard instruments would be illegitimate and unreasonable. 

97. Pyrometry by Vapour Densities. — The direct observation of 
the density of mercury vapour was suggested by Eegnault ^ as a 
method of estimating high temperatures. Some mercury is placed in 
a wrought-iron flask and exposed to the temperature to be measured. 
As the mercury boils away the air is expelled, and the flask is finally 
left filled with the vapour of mercury at the temperature of the 
furnace. When temperature equilibrium is attained the mouth of the 
flask is covered with a lid, so that the neck is closed and the flask is 
allowed to cool. The vapour condenses, and the liquid mercury is 
collected and weighed. Assuming the vapour to obey the laws of a 
perfect gas, the temperature may be easily calculated from the known 
density of mercury vapour and the volume of the flask corrected for 
expansion. A porcelain flask furnished with a ball stopper may be 
used instead of one of wrought iron. 

The vapour of iodine has been used by Deville and Troost for the 
same purpose. The iodine was enclosed in a porcelain flask of about 
300 c.c. capacity, furnished with a fine stem, which just protruded 
from the furnace chamber. The nozzle was closed by a loosely fitting 
stopper, past which the vapour could escape. When the iodine was 
completely vaporised and equilibrium of temperature established, the 
stopper was fused into the nozzle by an oxyhydrogen blowpipe. The 
weight of the iodine still pemaining in the flask was determined as 
^ Regnault. Aim. de Ckimie et dc Physique, 3^‘, tom. Ixiii. p. 39, 1861. 
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soon as it cooled, and the volume of the flask and the density of 
iodine vapour being known, the temperature of the furnace was 
estimated. The correction for the expansion of the flask was made 
by noting the elongation of a rod of porcelain for temperatures up to 
1500" C.i 

98. Siemens’s Pyrometer. — The electric resistance of a metallic 
wire is found to increase gradually with the temperature, and conse- 
quently on this property a system of thermometry may be established. 
The pyrometer invented by Siemens - depends on the change of the 
electric resistance of a platinum wire when heated. The wire (Fig. 
28) was doubled and wound on a cylinder of refractory fireclay. 
41 hen thus coiled its ends were fastened to stout platinum wires of 
such a length that their further ends are never very warm, and these 
in turn were connected by copper wires to the binding screws on the 
outside of the case of the pyrometer. The copper wii es were enclosed 



Fi-4. -'S. 


in a stout wrought-iron tube of about 3’0 cm. diameter and 120 cm. 
in length which projected from the furnace or other space whose 
temperature was to be measured, and formed a handle of support for 
the whole instrument. The platinum coil was enclosed in a sheath, 
of platinum or wrought iron, fastened to one end of the iron tube, and 
the coil was packed in this sheath w'ith asbestos to prevent shifting. 

The most important point to determine is the constancy of the 
resistance of the coil at a given temperature, or if it will always be 
the same at the same temperature. A thermometer should be free 
from secular changes of its zero, and it should therefore be determined 
how much, if any, permanent alteration occurs in the resistance of the 
platinum wire after prolonged or repeated exposure to high tempera- 
tures. These points were examined by a committee of the British 
Association.^ Denoting the resistance of the coil at 10 C. by Ej,,, 
and its resistance at B by K^, the formula employed was * 

^ [The use of the vapour ofiodiue in this method is objectionable, as its expan- 
sion does not follow the law for a perfect gas, owing to the dissociation of the iodine 
molecule into simpler molecules at high temperatures.] 

- C. Wm. Siemens, Fhii. ilwj. vol. xlii. ]>. 150, 1871 ; see also Bfit. Assoc. Ilrpnrt, 
1874. 

® See Bi-it. Assoc. Itepoit for 1S74. 

■* [The earliest formula for the purjiose of expressing the relation between the 
resistance and temperature of a metallic wire was given by Claiisiu.s [Fogy. Ann. 
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Re = R,„[H a(<;-10)], 

where a is a constant depending on the nature of the wire. 

In the case of coils surrounded by a platinum sheath exposure to 
high temperatures caused no serious permanent change in the resist- 
ance, but a considerable permanent increase of resistance was caused 
in those coils which were enclosed in iron sheaths. These alterations 
were due to prolonged exposure to high temperatures rather than to 
alterations from high to low, and, as Professor Williamson pointed out, 
arose from a permanent alteration of the jilatinum coil caused by the 
combined action of the atmosphere inside the iron case, and the 
silica of the fireclay cylinder on which the coil is wound. Such 
permanent alterations of the resistance of the spiral of course destroy 
the accuracy of the instrument, and it is obvious that the fireclay 
cylinder should be replaced by something less objectionable, or dis- 
pensed with altogether. With this view the thorough examination of 

vol. civ., 185S) on the results of exjieiiineiits made by Aindt.^'en. Clausius found 
tliat according to these exiierimeiits tlie resistance of the ordinary metals, uith the 
exception of iron, could bi‘ represented by the formula 

R = R„(l-r -00366^) 

where R is the resistance at $' C., and R„ that at 0' C. If this formula were true for 
all ranges of temperature, the resistance woidd vanish at the absolute zero, the metal 
beconung a perfect conductor. 

Later experiments, however, .showed that the above formula does not represent 
the facts accurateh' even at ordinary temperatures.] 

The problem of the variation of electrical resistance with temperature was also 
attacked by Sir AVm. Siemens. He proved that the formula given by ilatthiessen 

R„ = R(1 + 

was quite inaj)]ilicabh' <'xcept between the limits 0' ami 100 C. His own experi- 
ments led him to suggest the formula 

R = aO- 4- /30 -r 7, 

but the more recent exijeriments of Callendar have proved that this formula does 
not represent the result.s of observation so well as a simple formula of the ordinary 

typp! 

K = R„'l4-a(t + 13$-). 

The formula in tlie text is a jiarticidar ease of this in which 10' C. is taken instead 
of the zero. 

Siemens's experiments were published in the TnuiMctiuns nf the Such tii if Telc- 
(jraph Eitijiiu'crs, 187.1. Tliey were of a very rough character, and were undertaken 
merely with tlie object of graduating a commeicial pyrometer. 

Siemens applied the variation of the resistance of platinum to the measurement 
of deep-sea temperatures. Two coils of platinum wire of equal resistance were em- 
ployed. One of these was let down to the sea bottom, and tlie other was placed in 
a bath, the temperature of which was varied till equality of resistance w as restored 
between the coils. The temperature of the sea bottom was then the same as that of 
the bath. 
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the properties of the instrument, and of its qualifications as a reliable 
standard of reference, was undertaken by Prof. Callendar ' with 
such favourable results, that he considers the platinum resistance ther- 
mometer not only a trustworthy instrument in pyrometiy, but also 
that it possesses those permanent qualities which recommended it 
specially as a standard of reference in thermometry. 

99. Platinum Resistance Thermometers. — After a careful in- 
.vestigation of the variations of the resistance of platinum wire with 
temperature. Prof. Callendar concluded that pure platinum wire, free 
from alloy with silicon, carbon, tin, or other impurities, when not 
subjected to strain or rough usage, possessed always the same resist- 
ance at the same temperature. Ditierent letigths of the pure wire 
were found to behave similarly, and their resistances were not found 
to be subject to any permanent change from heating and cooling, pro- 
vided they were not strained or chemically altered. It therefore 
possesses in a high degree the qualifications necessary to a scientific 
standard. Thus while the gas thermometer possesses several advan- 
tages as an ultimate standard it is practically impossible to use it in 
ordinary work, while the platinum thermometer, on the other hand, 
when once standardised by comparison with the gas thermometer, 
can be readily used, and may be subsequently employed as a standard 
of comparison for other thermometers, and thus the elaborate precau- 
tions and special apparatus otherwise necessary for this purpose are 
avoided. The practical difficulty in the comparison of thermometers 
is the maintaining of an enclosure at a constant temperature, but in 
the standardising of the platinxmi thermometer this difficulty is avoided 
by enclosing the spiral in the bulb of the air thermometer. 

Assuming the simple formula R = R(,(l + adp), it follows that the 
temperature 6p, registered by the platinum thermometer when its 
resistance is R, will be 

, „ K-K„ 

0„-=100 

This will differ somewhat from the temperature 6 registered by the 
gas thermometer, because the assumed formula for R is not applicable 
through any extended range, but Callendar found that the difference 
of the indications of the two instruments may be represented through 
a very wide range with great accuracy by the parabolic formula 




■4 




» \ 

looj ' 


where S is a constant to be determined for the particular specimen of 
* H. L. Callendar, Phil. Trans., 18S7, p. 161. 
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wire employed, and may be obtained from a single observation of the 
boiling point of sulphur^ or mercury, or some other substance, whose 
boiling point 0 is accurately known. The first ivork of Callendar was 
soon afterwards confirmed by Principal Griffiths,’ who found that 
the above formula possessed greater accuracy than even Callendar 
supposed.-® 

In the form adopted by Griffiths the platinum wire was 
wound on a roll of asbestos paper, its ends being soldered to thick 
copper leads (communicating with binding screws) which for the sake 
of insulation were enclosed in narrow glass tubes. 

The great superiority of the platinum resistance thermometer over 
liquid-in-glass thermometers lies not only in its far wider range, but 
also in its comparative freedom from changes of zero. The wire when 
pure and well annealed has always sensibly the same resistance at the 
same temperature. Thus while it is difficult to attain an accuracy of 
jt^th of a degree at temperatures as low as 200 C. with a mercury 
thermometer, with a properly constructed platinum thermometer the 
zero does not vary by ,-^iyth of a degree at any temperature up to 
500 C., and in some of Callendar’s thermometers it was found not to 
change more than ^’^yth of a degree up to 1300 C. For temperatures 
below 700' 0. the coil and leads may be enclosed in a tube of 
dimensions similar to those of an ordinary thermometer, and the leads 
may be of copper or silver and the tube of hard glass. For accurate 
work at high temperatures platinum leads must be used, and the 
whole must be enclosed in a tube of glazed porcelain. For insulating 
the coil and leads nothing answers so well as mica.-* Most varieties of 
clay are apt to attack the wire at high temperatures, and the large 
mass of a clay cylinder reduces the delicacy of the instrument. The 
wire is preferably doubled on itself like an ordinary resistance coil and 
then wound on a thin plate of mica (Fig. 29), the leads being insulated 
by being made to pass through a series of mica wads cut to fit the 
tube containing the instrument. This gives very perfect insulation, 
and prevents convection currents of air up and down the tube. 

In order to eliminate the effect due to variation in the resistance of 
the leads, a jiair of coinpensuting leads, consisting of a loop of wire of 
the same material and dimensions as the leads, are included in the 
instrument, and their terminals connected up so as to form part of the 

' See Callenrlar aud Griffiths, Phit. Trans., A, jj. 161, 1887. 

- E. H. Griffiths, Pror. Ituy. Soe., December 1890. 

•' For this reason it has been also proposed by T. Ewan and W. AV. Haldane Gee 
to issue the.se therinonieters as standards of comparison for liquid thermometers 
{Proc. Manchester Lit. and Phil. Hue., 1890-91, p. 357 1. 

■* H. L. Oallendai. Phil. May., July 1891, p. 101. 
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adjacent arm of the Wheatstone’s resistance bridge. Thus an increase 
in resistance of the leads is balanced by an equal increase in the resist- 
ance of the compensating leads. By this means leads of any con- 
venient length and flexibility may be employed, and the 
observations will be independent of the length of stem 
immersed.' 

With a mercury thermometer, on the other hand, some 
portion of the stem must be exposed to the air, and the 
correction arising in this respect is so uncertain that it is 
now often avoided bj^ using a series of thermometers of 
“ limited scale.’’ Each of these must have at least two 
points of its scale specially determined. This has been 
hitherto done by means of substances of known boiling 
points and freezing points, but, as Griffiths has shown,- the 
graduation may be more easily and accurately eft'ected by 
comparison with a single platinum thermometer. Thus a 
single platinum thermometer may be used to do the work of 
a whole series of liquid-in-glass thermometers with far 
greater accuracy and without the necessity of ai)j)lying any 
troublesome and uncertain corrections.^ 

The method recommended by Callendar and Griffiths 
for standardising the i)latinum thermometer is by the 
observation of the boiling point of sulphur, on the sup- 
position that the temperature of the vapour of sulphur 
boiling under 760 mm. pressure is 444’'53 C. on the air 
thermometer, allowing 0’’08‘2 C. for each mm. of pressure 
dift'erent from this. This temperature of boiling sulphur 
was obtained previously fiom a series of very careful ex- 
periments.' 

Thus when Eg and Ejg,, have been determined as well as 
E for some third known temperature (the boiling point of sulphur), then 
this temperature becomes completely determined, andby substitut- 
ing in the formula for 0 ~ the value of 6 is deduced. The deter- 
mination of the resistance in boiling sulphur is attended with difficulties, 
and requires a special apparatus, but it has been recently shown by 

^ For a full description of the in-trumeiit and the arrangement of the 'Wheat- 
stone’s bridge, see an article by E. H. Griffiths in Xalure, Nov. 1895, p. 39. 

- E. H. Griffiths, £nt. Assoc. Report, 1890, 

■' Callendar and Griffiths. Phil. Truns.. 1891. A, pp. 119-151. 

■* An interesting series of experiments nith this instrument on the melting point 
of .silver has been de.seriln'il by Prof. Callemlar in the PhUosophicnl Mm/uzine. Feb. 
1892, p. 220. [chajipuis gives for the boiling point of sulphur 144°-3 C., which agrees 
well with the above.] 
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Griffiths and Clark that this determination may he avoided by assum- 
ing, in accordance with the observations of Dewar and Fleming, that 
the resistance of certain pure metals (including platinum) diminishes at 
low temj.eratures in such a way as to lead to the conclusion that at 
absolute zero it vanishesd This gives K = 0 when 6= - 273, and 
consequently when a high order of accuracy is not a sine qua nun, and 
when the spiral is known to he tolerably pure, this value may he used 
with Ej and Ej^^o to determine 8, and the instrument can be graduated 
by direct observations of E in steam and melting ice alone.- 

Another form of resistance thermometer is that described by Mr. 
AV. N. Shaw.' In this instrument one arm of a AVheatstone’s quadri- 
lateral is a platinum wire and the other three consist of platinum-silver 
wire. The platinum wire and the alloy have different temperature 
coefficients, and consequently, if the arms of the quadrilateral are so 
arranged that a balance exists at any definite temperature, then at all 
other temperatures equilibrium will be destroyed, but the balance may 
be restored by shunting the platinum arm. This can be effected by 
connecting a resistance box in a suitable manner with the projecting 
leads, and the resistance of the shunt required to produce a balance 
may be employed to indicate the temperature when the instrument 
has been graduated. The wires of the quadrilateral are laid side by 
side and enclosed between two strips of india-rubber, so as to take the 
form of a narrow flexible ribbon which can be rolled round a cylinder 
or burette, the meati temperature of which is required. The gradua- 
tion was effected by winding the ribbon on a metal cylinder, and 
immersing the whole in ice or a water bath, and taking readings at 
various temperatures. With a suitable galvanometer a variation of 
about - of a degree of temperature may be detected. 

100. Calorimetric Method. — The determination of the melting 
points of refractory metals by calorimetry has been studied by M. 
Violle.^ This method is convenient, and often employed to determine 
the temperatures of furnaces. For this purpose the law of variation 
with temperature of the specific heat of some metal, such as copper, 

^ E. H. GrifKtliy ami G. M. C'lark, PhiJ. vol. \xxiv. p. dI-'i, Dec. 1892. 

See. huMcver, Art. 104. 

- [A high degree of accuracy cannot be attained with ]»latinuni tliernioineters 
unlesb special precautions are taken. Amoiig'.t other.') may be mentioned the 
necessity of ket-ping all the resi'^tance coils at a known uniform temperature. A 
full account of tlie dilhculties encountered in work of precision Avith platinum ther* 
mometers will be found in the Report of the Kew Observatory Ctnumittee, }»y 
C. Cliiee, Pio<‘. A'"c-. voh lx\ii.. 1900.] 

•' V\'. X. Shaw, Bi'it. Bath. jt. 590, 1888 

^ Cuii>ptcs Rcmhis, tom. Ixxxix. p. 702, 1879. 
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platinum, or wrought iron, must be determined in advance. A portion 
of the chosen metal is then heated in the furnace, and when it has 
attained the temperature of the latter it is removed and placed in a 
calorimeter. The quantity of heat it gives out in cooling in this 
instrument is measured, as explained in Chapter IV., and from this 
experiment the temperature of the mass of metal when placed in the 
calorimeter can be computed. This method is subject to a serious 
error in the loss of heat which inevitably accompanies the transference 
of the metal from the furnace to the calorimeter, besides suffering from 
all the errors which attend such a difficult experiment as the deter- 
mination of a quantity of heat by means of a calorimeter. 

101. Expansion Method — Joly’s Meldometer. — The measurement 
of high temperatures by the elongation of a bar of metal has been 
frequently employed. The first pyrometer of this kind is attributed 
to Muschenbroeck, and others were devised in the early part of 
last century by Des Aguliers, Ellieot, Graham, Sraeaton, Ferguson, 
Brongniart, liaplace and Lavoisier,and later by Pouillet.' This method 
can be employed with accuracy only if the expansion is referred to a 
scale kept at a fixed temperature, as explained in Art. 108, and in this 
respect Pouillet’s pyrometer is superior to those previously employed. 
In Daniell's pyrometer the relative expansion of a metal bar in an 
earthenware socket was used, and more recently Steinle and Harting- 
employed the expansion of graphite. V'cinhold,’ however, after in- 
vestigating this class of instruments, states that it is not possible to 
obtain trustworthy results by the relative expansion of solids. Wedg- 
wood’s pyrometer^ depended on the contraction of a short cylinder of 
fine fireclay when exposed to a high temperature and then allowed to 
cool. Such an instrument, of course, could only give a very rough 
idea of the temperature of a furnace. 

[A form of high temperature thermometer, depending on the 
expansion of platinum, and capable of considerable accuracy, has been 
designed by Prof. -1. Joly.-^ It is not intended for general thermo- 
metric work, its use being restricted to the determination of melting 
points and the observation of substances when exposed to a high 
temperature. For these purposes it is more convenient than any other 
form of instrument, on account of the ease and rapidity with which it 
can be manipulated, and the very small quantity of material i equired. 

’ .Si'o Art. “ Pyrometry,” Aac;/- llrU. 

~ Bcckert. Zcltsdir. f. Anul. Chum. vol. xxi.. A, p. 2S4, 18S2. 

^ Weinliolil, Coi/ij. Aitii. vol. oxlix. p. 186, etc.. I,s7a. 

■* Described in f'hil. Trans., 1782, pp. SI, 86. 

Proc. Pay. Irish Acad. vol. ii. p. 38, 1891. 
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As it is principally used to determine melting points it is called by 
the inventor a mehlomeier. 

The instrument consists of a rectangular piece of slate cut as 
shown, Fig. 30, on which are affixed two forceps, one of which is 
risicl, and the other free to rotate about a vertical axis, the lower end 
of which axis dips into a trough of mercury, to ensure good electrical 

contact. Between 
the two forceps a 
})latinum ribbon AA 
is kept stretched by 
a weak spiral spring 
attached to the axis 
of the movable for- 
ceps. Two binding 
screws at the back 
of the slate are in 
connection with the 
two forceps, so that 
the ribbon can be 
raised to any desired 
temperature — short 
of the melting point 
of ])latinum — by 
putting it in circuit 
with a battery and variable resistance. The temperature is esti- 
mated by the expansion of the platinum ribbon. To measure this, 
a flat steel spring K is fixed to the far end of the movable forceps. 
When the micrometer screw S is moved forward, its platinum point 
makes contact with a small gold plate attached to the further end of 
K, and completes an auxiliary electric circuit through a galvanometer 
which is contained in the eye-j)iece of the microscope M. This affords 
a very delicate means of determining the exact point at which contact 
first occurs, and the deflection of the galvanometer needle can bo seen 
without removing the eye from the microscope. As the arm K is 
flexible, the ribbon is not broken by accidentally screwing 8 too far. 
The forceps are bent over at the ends to allow of the trough T being 
raised so as to surround the ribbon and exclude draught.--. The cool- 
ing action of the forceps on the ends of the ribbon is compensated bv 
tapering the ends and thus increasing the heating effect of the current. 
The substance whose melting point is to be determined is finely 
powdered, and a small portion of the powder placed on the ribl)on. 
The temperature is then gradually raised till the particles, viewed 
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through the microscope, are seen to flow. The instrument is calibrated 
by observing the exjiansion for a number of substances whose melting 
points are known. 

102. Thermo-eleetrie Thermometers. — When a circuit is formed 
of wires of two different metals, and the junctions of the two metals 
are kept at ditt’erent temperatiires, an electric current will, in general, 
be produced in the circuit, its magnitude and direction depending on 
the nature of the metals and the temperatures of the junctions. If 
one junction is kept at a steady temperature, I'.g. by immersion in 
molting ice, the temperature of the other may be estimated by 
observing the deflection of a galvanometer included in the circuit. 

This method was first used by Becquerel in 1826, and afterwards 
more carefully studied b\* Tait, H. Le Chatelier, and others.’^ The 
dependence of the electromotive force on the temperatures of the 
junctions was investigated by Tait, who fouml that for many metals 
the thermo-electric power is a linear function of the temperature. - 
The couple proposed by Tait for pyrometric purposes consisted of 
platinum and an alloy of platinum with 10 per cent of iridium. Le 
Chatelier used a similar alloy, substituting rhodium for iridium. 

Two methods of measurement may be emphyved. The electro- 
motive force developed in the circuit may be balanced against a known 
electromotive force in a potentiometer, or the current may be 
measured by the deflection of a galvanometer. If the greatest pre- 
cision is required, the former method is preferable, as it is independent 
of variations in the resistance of the circuit ; but the galvanometer 
method is simpler and can be used to give a continuous record. If 
a sensitive galvanometer or voltmeter of high resistance is employed, 
the deflection will be very nearly proportional to the electromotive 
force, as the resistance of the thermometer and leads will be only a 
small part of the total resistance. 

One of the best forms of this instrument has been designed by Sir 
W. C. Koberts-Austen. '■ The couple consists of platinum and iridio- 
platinum. The two rvires are separated by a slip of mica and fused 
together at the ends. In some cases the couple is protected by a thin 

‘ E. Becquerel, Ann. dr Ohnnir d dr P/ii/siqur, tom. Ixviii. p. IP, .'P', 1863. 
Rosetti, Ann. dc Chiinie et de Plntstqvc, 5^ tom. xvii. ji. 177, 1879. Tait, Edin. 
Phil. Trans, vol. xxvii. H, Le Chatelier, Jottni. de P/iys. 2*-', tom. vi. p. 2.3, 1887. 

- See J. J. Thomson’s Elrmrnts of Electricity ami Jlaymtism for a discu'-sion of 
the phenomena of thermo-eleetrieity. 

* A full dehcriiiti(]ii is oiveii in an article by A. StansfielJ, P/ii?. -l/oy., July 1898. 
He finds that for a platinum and iridio-platinuiii couple the contact electromotive 
force is a linear function of the temperature, while the thermo-electric power is 


not so. 
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tube of porcelain or fireclay. It can be rendered more sensitive by 
keeping the cold junction at a moderately high temperature, such as 
that of boiling sidphur instead of melting ice ; for if the whole interval 
of temperature is diminished, the variations are relatively greater. 
For measuring constant temjieratures the null method with a potentio- 
meter is used ; for obtaining continuous records a mirror galvano- 
meter is used, a spot of light being reflected from the mirror on to 
photographic paper, which is kept moving uniformly. In this way 
the curves of cooling of various metals during solidification have been 
obtained by Stansfield.^ 

Fig. ;ll shows a simple form of instrument with a galvanometer. 

The couple is protected by a porcelain tube 
which can easily be removed. Inside are 
two small reels of platinum and iridio- 
platinuni wire, so that if the couple should 
he destroyed at any time, it is only neces- 
sary to unscrew the reels, pull out a little 
wire, fuse the ends together again, and the 
couple is ready for use. In this simple type 
no special provision is made for keeping the 
cold junction at a uniform temperature. Each division on the scale 
represents 10 C. 

Thermo-electric thermometers are not capable of such accurate 
measurements as resistance thermometers, are less reliable than the 
latter, and should be standardised at intervals. Their cost is less, 
however, and there is no insidation difficulty, so that they can easily 
be used up to 1600 ' C., which is a higher temperature than resistance 
thermometers are usually constructed to withstand. The lag also is 
less than in resistance thennometers, so that they are specially adapted 
for giving continuous records of rapidly varying temperatures. 

103. Other Methods. — An optical pyrometer, based on the varia- 
“ tion of the refractivity of a gas with temperature, has been projjosed 
by I). Berthelot.- If //, is the index of refraction of a gas, then /x - 1 
is jwoportional to the density (Gladstone and Dale’s law. See Tlieonj 
uf Liijht, Art. 84). This law has been verified by Chappuis and 
Eiviere for pressure changes, and b}' Benoit as well as by Chappuis 
and Biviere for temperature changes. If now a beanr of white light 
is split up into two, which are allowed to pass through two tubes, and 
then caused to produce interference fringes, the central interference 

' L'«:. (if. 

- Comjitcs llendus, April ISWr. The variation of I'tfi activity of oases witli tein- 
peratiue has been .studied by G. tV. Walker (Phil. Trum.. A, vol. eci., 1903,'. 
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band will be displaced if one tube is heated. By altering the 
pressure in the other tube the band can be restored. The alteration 
of pressure in the cold tube gives a measure of the temperature of the 
hot tube. This method could be applied to the measurement of very 
high temperatures. The chief objection to it is that the ends of the 
tube would be cooler than the middle jwrtion. Berthelot proposes to 
eliminate the end eti'ect by making experiments with tubes of different 
lengths, and finding the displacement due to the middle portion alone 
by difference. It might, however, not always be possible to apply 
this correction. 

The viscosity of a gas incre.ases with temperature, the volume also Viscosity 
increases with temperature if the pressure is constant. If, then, gas '* 
under pressure be allowed to escape throtigh a capillary tube, the 
rate of efflux will decrease rapidly with temperature. The relation, 
however, does not appear to be a very simide one. 

Pyrometers founded on this princijffe have been suggested by 
Barus^ and later by Callendar. A simple form of iipparatus designed 
by A. Job - is the following. Gas is liberaietl by electrolysis in a 
closed vessel, the only exit being by ti capillary tube. The gas being 
disengaged at a uniform rate, the pressure, which can be measured by 
a manometer, rises until the efflux is equal to the rate of jnoduction 
of the gas. When a steady state is attained, the pressure gives a 
measure of the temperattue of the capillary tttbe. This instrument 
was graduated by comparison with tiie thermo-electric pyrometer of 
Le Chatelier. 

A very interesting form of apparatus is Prof. Callendar’s T(ansjii ni- Callendar' 
film Bahnire.'^ The idea of ineasuritig the resistance ottered to the How 

^ piratioii 

of a gas through a small aperture by an arrangement similar to the Balance. 

Wheatstone’s bridge in electrical measurements was first sirggested 
by W. N. Shaw. The complete analogy to the platinum resistance 
thermometer was carried out by Prof. Callendar. The fine wire 
resistances are replaced by a graduated series of fine tubes, which can 
be short-circuited by taps of relatively large bore corresponding to 
plugs of negligible resistance. The galvanometer is replaced by a gas- 
current-indicator or rheostat, consisting of a delicately suspended vane 
which would be deflected by a current of gas. The pyrometer consists 
of a fine platinum tube. A steady flow of gas being kept up through 
the apparatus, if the platinum tube is heated, an increased resistance 
is offered to the passage of the gas, owing to its increased volume and 

* Orohyicul of f'.S., ISSG. 

- Voiiiptes Ilentliis, Jan. 1902. 

See Xature, March 1899. 
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viscosity. This causes a deflection of the vane, which can be balanced 
by shutting oif some of the short-circuiting taps in the adjacent arm of 
the bridge. The resistance due to heating is thus measured, and the 
temperatnre deduced. As in the case of the platinum thermometer, 
the pyrometer is provided with “ compensating leads.” 

In pottery works Prinsep’s alloys have commonly been used to 
determine the temperature of the furnace (see p. 97), or Seger’s 
“ normal pyrometric cones.”^ These latter are cones of fusible clays 
of graduated melting points, like Prinsep’s alloys. These rough 
methods are being superseded by the use of platinum thermometers. 

The superior limit of temperature at which the pyrometers here 
described can be used is about 1600^0. or 1600” C., often much less. 
For higher temperatures recourse must be had to methods in which 
the intensity of radiation from a heated body is measured. The dis- 
cussion of these methods will be found in the chapter on Radiation 
(see Chap. VI.). 

104. Low Temperature Thermometry. — In view of the import- 
ance which low temperature research has assumed in recent years, 
owing to the work of Wrob'lewski and Olszewski, Dewar and Fleming, 
and others, the need of some convenient and accurate method for 
measuring very low temperatures has been increasingly felt. The 
difficulties encountered are of a somewhat different nature from those 
which are met with in the measurement of high tem 2 )eratures. The 
extrapolation has not to be carried so far — absolute zero being only 
273” below 0 C. — and there is no difficulty in finding a suitable 
material for the bulb of a liquid or ^as thermometer ; but, on the 
other hand, liquids solidify and gases liquefy when the temperature is 
sufficiently reduced. Mercury freezes at - 38 '8 C. and alcohol at 
- llP'SC., thermometers containing these liquids can therefore not 
be used for lower temjjeratures. 

A liquid-in-glass thermometer has been constructed by L. Holborn- 
which can be used down to the temperature of liquid air. The liquid 
used is obtained by distilling petroleum ether, boiling at 33 C., and 
obtaining therefrom a more volatile portion boiling at about 20” C., 
with which the bulb is filled. This distilled petroleum ether remains 
liquid, though somewhat viscid, at -190”C. It is not a definite 
compound, but a mixture of several substances. This is a dis- 
advantage, but its fluidit}^ at such low temperatures is due to its 
being a mixture (see Art. 176). 

It is well known that gases deviate farthest from Boyle’s law when 

' Thoainindustric-Zeitun'j, p}>. 135, 145, 168, 1886. 

“ A nn, der Fhysik, Oct. 1901. 
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near liquefaction, and hence it might be supposed that the standard Gas ther- 
hydrogen thermometer would become untrustworthy at temj)eratures 
approaching the liquefying point of hydrogen. Olszewski ^ has found, 
however, by comparing thermometers containing oxygen, nitrogen, and 
nitric oxide with a hydrogen thermometer, that these gases can be 
used to measure temperatures near their liquefying points with an error 
of not more than :2"C. Later experiments by Prof. Dewar- have 
shown that the discrepancy is considerably less than this. Two 
thermometers filled with hydrogen prepared (1) electrolytically and 
(2) by disengagement from palladium previously saturated with the 
gas gave - 182''2 C. and - 182 ’7 C. as the boiling point of oxygen at 
atmospheric pressure, while a thermometer filled with oxygen gave 
- 182°-3. The boiling point of li(juid air by the o.xygen thermometer 
was - 189'‘6 and by a carefully standardised gold resistance thermo- 
meter - 189°’7. Similarly the boiling point of hydrogen registered 
by the hydrogen thermometers was - 253 -0 and - 253 -1, while a 
helium thermometer gave - 252'-7 and - 252 -8. These results 
indicate that a ga^ thermometer can be relied upon even at the 
liquefying point of the gas it contains. 

Platinum resistance and thermo-electric thermometers can also be Resistance 
emplotmd for the measurement of low temperatures, and are un- tt'emio- 

* •! ' iiifetcrs 

doubtedly very convenient to use. According to the experiments of 
Dewar and Fleming,® the resistance of all pure metals diminishes in 
such a way as to indicate that it would vanish or nearly vanish at 
absolute zero (see Fig. 32). The resistance of an alloy, however, 
diminishes far less rapidly and may even increase. At verv low 
temperatures the slightest impurity in a wire of a single metal has an 
enormous effect in increasing the resistance, and hence, by takiim the 
resistance of'a metal when immersed in liquid air, a very delicate test 
of its purity is afforded, so much so that Prof. Fleming considers that, 
as an analytical method, it ranks almost with the spectroscope. This 
eflect is very marked in the case of bismuth.^ 

' iVitd. Ann., vol. x.xxi. p. 5.?, 1887. 

'- Proc. Roy. Soc. rol. Ixviii., 1901. The atmosplieric pressure varied in these 
experiments from 760-6 to 772-5 inni. 

Phil May., Sept. 189-3. 

■* Kamerliiigli Oniie.s h.is shown that the electrical resi-stance of pure metals is 
extremely small at very low temperatures, and at the liquefying point of helium, 
there i.s a further sudden diminution of resistance, so that in a circuit of pure 
mercury, for instance, a current will circulate for hours without the application of 
any electromotive power. Helium liiiuelics at -‘ZeS'-eC The suiua-conductive 
state, as it is called hy Ounes, disappeais in a strong magnetic field. For an 
account of theorie.s of electronic conduction, with references to Ounes’ papers, see 
0. AV. Richardson's Thcoi-y of Matter, chap. xvii. (1916). 
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It follows that, even if the law originally suggested by Arndtsen 
— that the resistance of pure metals is proportional to the absolute 
temperature — should be verified for very low temperatures, it would 
be unsafe to trust the purity of even the most carefully prepared 
metals at the lowest attainable temperatures, unless each specimen 
were compared with a hydrogen or helium thermometer at these 
temperatures. The physical conditions of the wire might also have to 



Fig :u. 

be carefully attended to. Thus, in the case of bismuth, it was found 
that a powerful transverse magnetic field * at ordinary temperatures 
rather more than doubled the resistance of a wire ; but, when immersed 
in liquid air, the resistance was increased to 150 times its normal 
amount at that temperature by the application of the same magnetic 
field. 

Prof. Dewar- has compared the readings of resistance thermometers 

^ Dewar and Fleming, Pror. Put/. Sor. vol. lx. p. d25, 1896-97. The strength 
of the magnetic held wa^ 21,800 C.G.S. units. 

- yVef. Poij. ^'uc. voi. Ixviii. p. 360, 1901. 
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of various metals at the temperature of liquid hydrogen. Using the 
formulae of Art. 99, he found that the readings of all the thermo- 
meters were too high. The best results were given by the gold and 
platinum thermometers, the former registering - 249°'4 and the latter 
- 243"'6, the correet value being - 252'''7. The resistance of these 
metals appears to become almost constant in the neighbourhood of 
this temperature. This shows that the conclusion first arrived at — 
that the resistance wotild probably vanish at ab.solnte zero — is not 
borne out by the later experiments. Whether we attribute this result 
to residual traces of impurity in the metals used, or to a genuine 
change in the mode of variation of resistance, it is clear that resistance 
thermometers cannot at present be trusted at such low temperatures. 

Thermo-electric thermometers, if carefully standardised by com- Thermo- 
parison with gas or platinum thermometers, are also very convenient 
to use in the measurement of low temperatures. The mode of varia- meter, 
tion of thermo-electric power of a large number of metals has been 
determined by Dewar and Fleming.* Their experiments were carried 
out at temperatures ranging from the ordinary temperature of the 
atmosphere to that of liquid air. 

At the present time, the hydrogen or helium thermometer must be 
regarded as the standard instrument for low temperature research. 

Gas thermometers are, however, very troublesome to work with, owing 
to their bulk, their slowness in adjusting themselves to the temperature 
of their surroundings, the precautions to be observed and the correc- 
tions which have to be made. For temperatures which are not lower 
than - 200’ C., the platinum resistance thermometer is much more 
convenient to use and gives accurate results.] 

' Phil. Maij vol. xl. p. 95, 1895. 
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CHAPTER III 


DILATATION 

SECTION I 

DILATATION OF SOLIDS 

105. Cubical Expansion. — In approaching the subject of expansion 
by heat it is necessary to bear distinctly in mind the exact meaning, 
and mode of measurement, of temperature. It being agreed to measure 
changes of temperature by changes of the volume of some substance, 
under given conditions of pressure (hydrogen for example under 
constant pressure), we have then by definition a distinct relation 
between the volume and temperature of this substance, of the form 

In this formula is the volume at the chosen zero of temperature, 
and equal changes of temperature are measured by equal changes of 
volume of this substance. The change of volume for one degree of 
temperature is aV^, and a is a constant throughout the whole scale. 

For other substances we might still retain a formula of the same 
shape in which a must be replaced by a function of the temperature, 
and the general expression for the volume at any temperature 0 will 
be of the form 

V=:V„(l+ntf + (,(r + c(I'"+ . . .) = V„^l+ay), 

where 

CL — it-r bO “h cB" *r 6tc. 

For most substances the coefticients b, c, etc., diminish very rapidly 
and the equation Y = ¥„(! + ad) holds very approximately when a is 
regarded as a constant for each particular substance. 

In the foregoing equations it is tacitly assumed that the volume 
of any substance under constant pressure is always the same at the 
same temperature, that is, that the volume, under given conditions of 
pressure, is a function of the temperature. This assumption will be 
legitimate if the volume depends only on the temperature and 
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pressure, and this appears to be the case. Apparent exceptions 
occur in such substances as glass, in which the previous treatment 
becomes a factor of importance and modifies the characteristics of 
the substance. The volume in such cases is not always the same at 
the same temperature, but it is to be observed that here we are not 
sure that the conditions of pressure are the same throughout the 
mass. In fact the well-known case of Rupert’s drops indicates that 
glass which has been suddenly cooled is subject to intense internal 
stress, and the recovery from such stress is a very slow process. The 
process of “ annealing ” has been specially devised to obviate such 
abnormal conditions in solids. In the case of fluids there is, how- 
ever, apparently no reason why the volume shoidd not always be 
the same at the same temperature and under the same external 
pressure. 

The mean coefficient of expansion between any two temperatures 
has already been defined as the mean increase in bulk of a unit 
volume per degree of temperature or 

V' - v 

If the difference of temperature 6' - 0 be taken very small, the 
change of volume Y' - V will also be very small, and denoting these 
hy d 9 and dV respectively, the coefficient becomes 

V . . . (true coefficieiifi. 

\ (lU 

This expression may be termed the true coefficient of expansion at 
the temperature 0. 

Another coefficient is sometimes used which may be termed the 
zero coefficient of expansion. In this the zero volume Y^ replaces Y 
as indicated by the expression 

1 

y . . . (zero coemcieut). 

In the case of the standard thermometric substance, it is this zero 
coefficient of expansion that appears in the equation 

V = V„(l-ra0). 

and in this case a is absolutely constant, whereas the true coefficient 
will be aVJY, and this varies inversely as Y. 

[In the equation given above, viz. — 

a — rt + hd H- cd'^ + etc. , 

u. is the mean coefficient of expansion between O'’ and 0’. This is the 
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coefficient used in correcting for the expansion of the bulb of the gas 
thermometer. The :eio coefficient of expansion would of course be 

»+2i6»A.3r0- + etc.] 

Cor. If the true coefficient of expansion be a constant a, the 
relation between volume and temperature is 



or 

106. Apparent Expansion. — In the case of fluids containeil in a 
solid einelope which acts as a measuring flask, we have another 
coefficient termed the coefficient of upporent expansion. In this case 
the rise or fall of the surface of the fluid in the neck of the flask indi- 
cates the ajiparent change of volume of the fluid. 

Let \'a be the apparent volume of the fluid at the temperature 6, 
and let be its real volume at xero. Thus the flask may be 
standardi-sed and graduated at zero .so that the volume indicated at 
this temperature is the real volume of the fluid. In this case the 
coefficient of apparent expansion is defined by the equation 

lift +"^j • ..... (1) 

The relation between the coefficient a and the real expansion of 
the fluid may be easily determined. For the real volume of the 
fluid is 

V-^V„. l-oa (2) 

and if ;/ denotes the coefficient of cubical dilatation of glass (or the 
material of the flask) we have also 

v^v„ii., yy.. , . • (3) 

since V,, is the internal capacity of this portion of the flask at zero. 
Hence equating (2) and (3) we have 

\V1 rort)= 

And using (1) we obtain 

1 . = { 1 4 ii'l 

or approximately, since all the coefficients are small, 

a-a + ij. 

107. Linear and Superficial Expansion. — In the case of bars the 
elongation of linear expansion also comes into consideration. In this 
case the coefficient of linear ex[>ausion is defined as before, as the 
elongation tier unit length for one degree change of temperature. If 
I denotes the length of the bar at temperature 0, and its length at 
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zero, the true coefficient of linear expansion at 0 will lie 

1 ill 

l ,w’ 

and the zero coefficient will be 


1 ill 
/„ iW ■ 

Denoting the latter by X we have tlie general equation 

+xw'i. 


since X may be regarded as approximately constant. The rela- 
tion connecting the linear and cubical dilatations is easily found. 
F'or the volume at temperature 0 of a cube whose .side is /„ at zero is 
/q^(1 + XOy and the volume of the same cube is V'y(l -i a6). But /i" - V,,, 
therefore 


or approximately 


a - -W. 


The coefficient of superficial exjiansion is defined in the same 
manner and may be shown to be twice the coefficient of linear 
expansion. 

108. Determination of the Linear Expansion of Bars — Method 
of Comparator. — The usual mode of determining the coefficient of 
linear expansion of a substance is by the direct observation of the 
change of length of a bar of the material, the measurement of the length 
and change of length being referred to a scale kept at a fixed tempera- 
ture. This method is ap[)licable when bars of suitable length can be 
procured and was adopted by Eamsden to estimate the linear e.xjiansion 
of the bars used by General Eoy ' in his measurement of a base-line 
on Hounslow Heath. 

The form of apjiaratus used by Bamsden is shown in outline in 
Fig. 3;l, and consists essentially of three troughs fixed parallel to each 
other. The middle trough contains the bar to be experimented on, 
and can be heated by lamps placed underneath. The first and third 
troughs contain each an iron bar packed in broken ice so that they are 
kept constantly at a fixed temperature, and furni.sh a fixed length with 
which the length of the bar in the middle trough may be compai ed. 
In order to carry out this comparison the ends of the bars are furnished 
with adjustable uprights carrying lenses, eye-pieces, and cross wires. 
The first bar carries an eye-jnece at each end supplied with a cross 
wire, and the middle bar is supplied at each end with a lens, so that 
each of these lenses acts as an object-glass to the corresponding eye-piece 
bn the first bar. The lenses on the middle bar and the eye pieces on 


' K'»y, F/iiK Tunis. f 1785, p. 461. 
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the first thus constitute two telescopes, and these are adjusted so as to 
view two cross wires supported on the ends of the third bar and 
illuminated by mirrors situated behind. Since the first and third bars 
are kept in melting ice the eye-pieces and cross wires attached to them 
remain fixed, but when the temperature of the bar in the middle 
trough changes, the object-glasses attached to it will be displaced. In 
making an experiment the three troughs are filled with ice and . the 
apparatus adjusted so that the images of the cross wires on the third 
bar are in exact coincidence with the cross wires of the eye-pieces, and 
matters are so arranged that the middle bar is fixed at one end and 
free to move at the other so that when the temperature rises the lens 
at this end alone will move. If the other end should move during the 



(2) Object- 
gla>s. 



Sf 


(1) Eye- 
piece. 






■.te''' 








Fi}.'. 33. 


exjieriment it can be easily detected and allowed for. Hot water is 
now placed in the middle trough and the temperature kept as 
stationary as possible b}^ means of the lamps underneath. The bar in 
this trough expands and the object-glass on the free end is displaced by 
an amount I - where I is the length of the bar at the temperature 6 
of the bath and its length at zero. This displacement is measured 
by a very fine micrometer screw. By means of this screw the lens 
may be moved back into its original position so that the image of the 
distant cross wire is again superposed on the cross wire in the eye-piece. 
The length / - being thus determined, the mean coefficient of expan- 
sion of the bar betwmen 0’ and 6" is 

i„0 

In Eamsden’s apparatus the micrometer was not attached to the 
object-glass on the end of the middle bar, but to the eye-piece at the 
end of the first bar. Coincidence of the cross wires w'as then restored 
by moving the eye-piece. This displacement of the eye-piece was not 
the expansion but gi-eater than this in the ratio of the distance 



AKT. 108 


DILATATION OF SOLIDS 


167 


between the first and third bars to the distance between the second 
and third. By attaching the micrometer to the object-glass on the 
middle bar the necessity for determining these distances is avoided. 

The parallelism of the three bars is desirable, but excessive pre- 
caution in this respect is not absolutely necessary. 

[In the measurement of lengths by means of graduated rules it is 
important to know accurately the coefficient of linear expansion of the 
material. Also, as has been pointed out in the preceding chapter, in 
accurate work with the gas thermometer, a knowledge of the cubical 
coefficient of expansion of the material of the reservoir is necessary. 
It is usual to retain two terms in the expressions for these coefficients. 
Thus, putting 

I = ?^(i -i- aS -h b(P) 

we get 

V = V„(l + ofl-l-WV 

~ ^ 0 { 1 1- i- "1 , 

neglecting and higher powers. The mean coefficients of linear and 
cubical expansion are therefore a + bO and 3i8 + •3((r + h)d respec- 
tively. 

Ramsden’s method has been much improved and elaborated. In 
the determination of the expansion of the iridio-platinum standards of 
length adopted by the Bureau International, the comparator method 
was used. In the apparatus employed, the bar of material experi- 
mented on rests freely on rollers and is entirely enclosed in a 
double-walled box provided with glass windows through which 
the ends of the bar and the enclosed thermometers can be observed. 
A steady flow of water is kept up through the space between 
the walls of the box, the temperature being regulated by a ther- 
mostat arrangement. The expansion is measured by observing 
the displacement of a mark near each end of the bar by means of 
micrometer telescopes mounted on massive stone pillars. The box 
containing the bar is mounted on rails, and can be run aside and 
another exactly similar one substituted. This latter is kept at a 
constant temperature throughout the experiments, and thus any slight 
variation in the distance between the micrometer telescopes eliminated 
from the observations.' 

The method here adopted of observing marks on the expanding 
bar, removes an objectionable feature in Eamsden’s apparatus. The 
object-glasses (Fig. 33) have to be raised some distance above the bar 
to which they are fixed, and hence any slight bending of the bar due 

^ A full description of this apparatus, with diagrams, is given iii Guillaume’s 
Tkermointtrie de Precision. 
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to unequal heating, or unequal strain in the material, may cause them 
to converge or diverge appreciably. 

The apparatus just described is intended for use within moderate 
ranges of temperature only. For this purpose it is neither so con- 
venient nor so delicate as Fizeau’s method, as described in the section 
dealing with the expansion of crystals. It is important, however, 
that estimations of the values of coefficients of expansion at high 
temperatures should be directly made, particularly in the ease of 
materials used in high temperature gas thermometry. Fizeau’s 
apparatus would not easily lend itself to such a modification, but the 
method of the comparator has been adapted to this purpose by Bedford,’^ 
Holborn and Day, and Holborn and Griineisen. 

The method employed by Holborn and Day - for determining the 
expansion of Berlin porcelain between 0° C. and 1000" C. was as 
follows. A rod of unglazed porcelain about half a metre long was en- 
closed in a porcelain tube, and this again in a second tube. The inner 
tube was heated by a coil of nickel wire which could be raised to 
incandescence by an electric current. Two marks, scratched on the 
rod near the ends, were viewed through holes in the surrounding tubes. 
The temperature was measured by a thermo-couple. The expansion 
of several metals and alloys was similarly determined. In the same 
w'ay Holborn and Griineisen^ measured the expansion of Jena glass 
59”' as well as of Berlin porcelain. An important result of these 
experiments was to show that the expansion of porcelain is irregular 
and cannot be represented accurately over any long interval by a two- 
term function. This shows the danger of extrapolating the results of 
experiments conducted at lower temperatures.] 

109. Method of Laplace and Lavoisier. — In the method devised 
by MM. Laplace and Lavoisier, the expansion / — /q is not directly 
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Fi- 34. 



measured, but is amplified into a much greater length by means of a 
lever arrangement. The bar (Fig. .34), whose expansion is to 
' Phil. May., Jan. 1900. 

“ Ann. tier Fhysik, Bd. iv. j). 005, 1900. Preuss. Akad. dnr ll'iss.. Ikriin, Bd 
.xliv. p. 1009, 1900. 

“ Ajin. der Physik, Bd. iv. p. 136. 1901. 
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be measured, is fixed at one end, but free to move at the other, 
which presses against the stiff arm of a lever. The other end of this 
arm carries a telescope directed towards a distant vertical scale. 
When the bar expands it pushes the arm before it, :uid turns the 
telescope round a horizontal axis, as shown (exaggerated) in figure. 

If a be the length of the arm, and h the distance of the axis of 
rotation of the telescojie fiom the fixed sc.tle, and 8 the obsei ved 
displacement on this scale we have at once 

I -1„ 0 
, 1 . ^ b' 

Hence the mean coefficient of linear expansion is given by the 
equation 



In this method, although the distance o may be very much larger 
than / - /g, yet there are many sources of error attending the accurate 
estimation of the quantity u, and any error in this gives rise to a 
proportional error in the value of A. 

110. Relative Expansion. — Differential Method — A differential 
method of observing the expansion of a bar, by comparison with 
another of known coefficient of expansion, was suggested by De Luc,^ 
and adopted by Borda,- to determine the expansion of the bars used 
in the measurement of the French meridian degree. 

Two bars, AB and A'B' (Fig. 35), are fastened together at one end, 
AA', and are free to slide on each other, during expansion, through- 



Fiir. J'. 


out their entire length, to their other ends. At their free ends, BB', 
they are graduated so that the two scales constitute a vernier which 
measures the relative expansion of the bars. The longer bar is made 
of platinum, and the shorter may be of any other metal which it is 
desired to compare with platinum. 

A pair of bars arranged in this manner indicates its own temper- 
ature, for if the reading of the vernier be noted when the system is 
at 0' and 100°, or any other two known temperatures, the temperature 
of the apparatus may be deduced at any other time by means of the 
reading of the vernier alone. 

^ De Luc, Journal de I’liii.^Lquc df JJehimttht rii'^ toni. wiii. p. 17S1. 

- See Biot’s Traitt dr I’li i/sique, torn. i. p. Itit. 
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When the coefficient of absolute expansion of the platinum bar 
is known, that of the other can be inferred, and, in this manner, 
Dulong and Petit determined the expansion of several solids. 

Different specimens of the same metal vary considerably in their 
physical properties, on account of impurities, or difierent mechanical 
actions to which they may have been subjected. For this reason, the 
coefficient of expansion obtained for any metal will depend on the 
specimen employed, and considerable discrepancies exist between the 
results obtained by different observers. Hence, if the expansion of 
any particular bar is required accurately, it must be determined by 
direct observation, for it cannot be assumed to be the same as that 
of any other specimen of the same material. 



SECTION II 

DILATATION' OK LIQUIDS 

111, Comparison of Densities. — In the case of iiuids we have to 
deal with the cubical expansion oidy, and, as in the case of solids, the 
approximate formula, 

V--= v„il .rad), 

may be employed, when a is regarded as a constant, namely, the 
coefRcient of absolute expansion at zero. 

In general, liquids are more highly expansive than solids, and it 
is for this reason that the level of the mercury rises in the stem of a 
thermometer when the instrument becomes warmer. Such an in- 
strument is, therefore, well suited to the measurement of the relative 
or apparent expansion of a liquid, and, if the absolute ex])ansion of the 
glass of the instrument be known, the absolute expansion of the 
liquid can be deduced by means of the formula of Art. 106. The linear 
expansion of glass may be found by the methods of the foregoing 
section, and from this the cubical expansion is deduced by means of 
the formula a = 3A. Having determined the cubical expansion of 
glass in this manner, Lavoisier ^ and Laplace deduced the coefficient 
of absolute expansion of mercury by the comparison of the mercury 
thermometer with a standard air thermometer between O' and 100" C. 

The weight thermometer (Art. 75) also gives the apparent ex- 
pansion of the liquid with which it is filled, and, when the dilatation 
of the glass is known, the absolute expansion of the liquid is obtained. 
In this manner, Eegnault deduced the absolute expansion of mercury 
by comparing the indications of an air and a weight thermometer 
immersed in the same bath. The bulb of the air thermometer was a 
long cylinder of glass, and its linear expansion was measured by 
direct observation. 

The inference of the cubical expansion of one piece of glass from 


^ Mtmoires de Lavoisici", tom. i. p. 308. 
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the linear expansion of another is a procedure which is scarcely 
allowable in very accurate scientific work, owing to the difference in 
the properties of different specimens of the same substance, arising 
from impurities and previous treatment. We have seen that all 
solids are more or less, and glass especially, subject to this malady. 
It is desirable, therefore, that some method should be devised for 
measuring the expansion of liquids, which does not involve the ex- 
pansion of the enclosing envelope. 

Such a method is afforded by the comparison of the densities of 
the liquid at different temperatures. Thus, if V,, and /j,, denote the 
volume and density of a given mass of the liquid at 0°, and V and p 
the volume and density of the same mass at any other temperature 9, 
we have 

Y,I>ii = Y^. 

But since 


V= V„(l-!-a(t), 


it follows that 


] +ae=^-". 
p 

Here, then, we have the means of determining the coefficient of 
absolute expansion of any liquid by simply comparing its densities at 
two different temperatures. There are two general methods of com- 
paring the densities of liquids. The first depends on weighing equal 
volumes of the liquids, or on weighing a solid in the liquids and 
observing the loss of weight. In this method the expansion of the 
solid would again appear and complicate the operation. 

The ratio of the densities of two liquids can, however, be de- 
termined directly by balancing a column of one against a column of 
the other in a U-tube ; their densities are then in the inverse ratio of 
the heights of the corresponding columns above their common inter- 
face. This method may, therefore, be ajiplied to compare the densities 
of two columns of the same liquid at different temperatures. It is 
founded on the principle stated by Boyle, that if the pressures of two 
columns of the same liquid at different temjieratures are equal, their 
heights are inversely as their densities. By this means, then, the 
complications introduced by the expansion of the vessel in which it 
is necessary to enclose the liquid, are entirely got rid of. 

112. Method of Equilibrating Columns — Experiments of Dulong 
and Petit. — The principle of the method of equilibrating columns, as 
adopted by Dulong and Petit,’ in their experiments on the absolute 
expansion of mercury, is illustrated in Fig. 36. The mercury to be 

^ Dulong and Petit, Ami. de ChimU et de rhijsique, 2®, tom. vii. p. 113, 1817. 
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experimented on is contained in a two-arm tube, AA' BB', one arm of 
which, AA', is kept in a chamber filled with broken ice, and the other, 
BB', is surrounded by a bath which can be heated to any temperature 
desired. The cross-tube, A'B', is much smaller in bore than the 
upper arms, and is arranged so that its axis is accurately horizontal. 
This being secured, the heights of the surfaces at A and B above the 
axis of the cross-tube, when equilibrium is attained, will be inver.sely 



F.i^ 3i.. 


as the densities of the mercury in the corresponding arms. Hence, if 
A A' be at 0", and BB' at d G., we have 

Pii 

1-f = » 

P "i, 

where h is the height of the surface B above the axis of the horizontal 
tube, and A,, that of A above the same level. Hence the mean co- 
efficient of absolute expansion of mercury between the temperatures 
0 and 6 C. is given by the equation, 

Ji~K 
“ A,/ 

The determination of a is thus reduced to the measurement of the 
heights h and 

Strictly speaking, equilibrium is never secured in this experiment, 
for, on account of the ditference of density, there will always be two 
feeble currents in the cross-tube — an upper current from the hot arm 
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into the cold arm, and a lower current in the reverse direction. At 
the level of the axis of the tube, equilibrium may, however, be 
regarded as existing, and it is for this reason that the heights h and 
hf^ are measured from the axis of this tube. In order to reduce this 
flow the bore of the horizontal tube is made narrow, but still wide 
enough to allow of equilibrium being freely established. The vertical 
branches, on the other hand, are about 2 cm. wide in their upper 
parts, so that no error may be caused in the difference of height 
h - by capillary depression. If these tubes were narrow, and yet 
of the same bore, such an error would be introduced into Ji - by the 
difference of temperature of the arms, for the capillary depression (or 
elevation) of a liquid in a tube depends on the temperature, being less 
at high than at low temperatures. 

At the beginning of the experiment the arm AA' was jacketed with 
ice, and the arm BB' was encased in a copper cylinder containing oil, 
and heated by a furnace. Mercury was poured into the tubes till the 
free surface in the hot tube rose approximately into view above the 
bath chamber. When the temperature of the bath became stationary, 
a few drops of mercury at zero were added to the cold arm so as to 
bring the surface of the mercurv in the warm arm into view over the 
top of the bath cylinder. A door in the ice jacket was then opened, 
and some of the ice removed, so that the surface of the mercury in the 
cold arm could be seen, and the heights h and determined. The 
temperature of the bath was registered by means of an air thermometer 
with a long cylindrical bulb, and also by a weight thermometer. The 
bulbs of these thermometers being long, they were supposed to 
indicate the mean temperature of the bath, and this was taken to be 
the average temperature of the mercury in the arm BB'. 

The heights h and //„ were determined by means of a specially 
constructed cathetometer, which read directly to mm., and by 

estimation to nim. The surface of the hot column was first 

observed, and then the surface of the cold column. This gave 
the difference of level h - h^. The height was determined by 
measuring the distance between the surface of the mercury and a fixed 
reference mark near the top of the mercury column. This reference 
mark was carried by an iron rod which passed down through the ice 
jacket, and its distance from the axis of the cross-tube was determined 
accurately once for all. 

At high temperatures the air and weight thermometers ' gave 

* In such an investigation as this it is of course illegitimate to employ a weight 
thermometer or any liipiid-in-gla'.s thermometer, unless it has iieen standardised by 
comparison with an air or gas thermometer. 
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discordant results, so that the indications of the formei’ were used 
exclusively by Dulong and Petit. The following table contains the 
results of their experiments. It gives the mean coefficient of 
expansion between 0’ and 100", 0 and 200", O'" and .'500 , on the air 
thermometer with the corresponding indications of the weight 
thermometer. Between 0 and 100'^ the coefficient is nearly constant, 
but it increases as the temjierature becomes more elevated. 


I Air Therraometer. 


0 

100 

200 - 

300 " 


Weight Tliermoiiieter. 


0 

100 

204"-61 
314 •]-. 


1 

i 

i 

V>'» 


-Muan Coefficient a. 


mill. moan, 
1 1 

'ir)')U 

1 1 

1 I 


In this form of the experiment it is not easy to secure that the 
mean temperature of the bath surrounding the thermometer bulb 
shall be the same as that surrounding the tube which contains the 
mercury, and from the method of heating the bath it is difficult to 
maintain its temperature stationary while the observiitions are being 
made, so that very great expedition is required in making the read- 
ings. Furthermore, it is essential that the air in the thermometer 
shall be perfectly dry, for if it contains any water vajmur a consider- 
able correction ivill become necessary at high tempei’atures. Finally, 
the value of the coefficient of dilatation of air ('OOSTo), used by 
Dulong and Petit, ivas that deduced by Gay-Lussac, and was not 
sufficiently accurate. 

For these reasons the determination of the coefficient of absolute 
expansion of mercury was undertaken by Regnault, on the same 
principle, but with improved appar.itus, in which the errors of his 
jiredecessors were completely avoided. The close accordance of his 
results with those of Dulong and Petit shows, however, how excellently 
their experiments were conducted. 

113. Regnault’s Expeniments. — In the form of apparatus employed 
by Dulong and Petit the chief source of uncertainty was the tempera- 
ture of the bath, arising from the fact that being always filled to the 
top it could not be properly stirred to ensure uniformity of tempera- 
ture throughout. A column of liquid heated from below may 
present great differences of temperature in different parts if not kept 
constantly stirred, and the difficulty is not entirely overcome by 
making the thermometer bulb the whole length of the bath, for even 
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then the temperature registered bj' the thermometer may not represent 
the mean temperature of the column of mercury situated in another 
part of the bath. Besides this source of error others occur in the 
direct observation of the summit of the warm column, which 
necessitates a little of the mercury being outside the bath, and it is 
also objectionable to have the surfaces of the two columns at different 
temperatures, as the surface tension will not be the same in both. 
The latter error is lessened, but not completely got rid of, by making 
the upper parts of the tubes wide. Besides this the columns were only 
about 50 or 60 cm. long, and the temperature of the column h - 
was not known with certainty. 

For these reasons Regnault modified the apparatus in such a way 
that the bath could be constantly stirred, and its temperature kept 



uniform. Further, the surfaces of the mercurial columns which were 
to be observed were enclosed in the same bath, and kept at a 
constant temperature. 

The principle of the disposition of Regnatilt's apparatus is shown 
in Fig. 37. The vertical tubes AA' and BB' are made of iron, and are 
joined at their tops, A and B, by a horizontal cross-tube AB. The 
horizontal cross-tube joining the lower ends of AA' and BB' in the 
experiments of Dulong and Petit is here interrupted in its middle part 
at C' and D', where two vertical glass tubes, CC' and DD', are screwed 
in and connected with each other, and with a reservoir of air, which 
can be modified in pressure by means of an air-pump. In these glass 
tubes the mercury stands at C and D, and at these surfaces the pressure 
is the same, viz. the pressure of the air in the reservoir. The long 
vertical tubes AA' and BB' are kept in baths at known temperatures, 
and the mercury in them is at a common level, viz. that of the 
horizontal communicating cross-tube AB. Hence if the temperatures 
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The vertical tubes A A' and BB' were made of iron, and were much 
longer than those used by Dulong and Petit, their length being about 
150 cm., and their diameter 1 cm. Their upper ends above the 
connecting cross -tube were open, so that the mercury could be 
introduced at will. One of them, BB', was kept cold by a bath, 
through which a constant current of cold water circulated, and the 
horizontal arms were cooled both above and below by a stream of the 
same water. The other vertical tube AA' was heated in a bath of oil, 
whose temperature was rendered uniform by means of agitators, NN, 
worked by a cord P passing over a pulley. 

The temperature was registered by means of an air thermometer, 
whose bulb extended throughout the whole length of the tube AA'. 
To support the apparatus and secure the horizontality of the cross-tube 
AB, Regnault attached it to a strong horizontal bar GH, moveable 
round one extremity G, and supported on two screws, one at its 
middle and the other at its extremity H. The cros.s-tube AB rested 
on it, and carried four brass rings, Uj, a.,, a^, on which cross marks 

were traced to mark the axis of the tube, and these were arranged 
horizontally bi' observation of a cathetometer, and by adjustment of 
the controlling screws of the supporting bar GH. From this bar ran 
also four metal rods. Q, Q, Q, Q, descending vertically, and supporting 
the lower parts of the apparatus, the points of attachment there being 
controlled by screws by which the lower cross-tubes could be made 
horizontal by means of marks, as in the case of the upper tube. In 
order to measure the heights and /;., a small hole was drilled in the 
cross-tube AB, and the pressure in the air reservoir was increased till 
the mercury rising in the tubes just began to overflow at this aperture. 

As soon as this was secured the temperatures of the baths were 
noted as well as the heights of the mercury in the middle vertical 
tubes of glass, CC' and DD'. Let H and H' be the heights ^ in the 
long vertical tubes, and h and h' the heights in the short vertical tubes, 
and let 0 be the temperature in AA', and 6' the temperature in all the 
other tubes. Then we have the pressure of the air in the reservoir 
exceeding the pressure of the atmosphere by that due to AA' minus 
that due to CC', and this must be also equal to that due to BB' minus 
that due to DD' ; hence, denoting the coefficient of absolute expansion 
of mercury by vi, we have — 


' H is the vei'ticul height of the horizontal tube n,. aboie t,, aiirt H' the 
height of tlie same tube above Jj, h^, while h ami h' are the heights of surfaces at C 
and D above i,, h.^, and L re.si)eetively. If H = H' for one teiiij.erature of the 
bath, then these heights will dilier slightly for every other tenijierature, on account 
of the expansion of the tube AA'. 



ART. 113 

DILATATION OF LIQUIDS 


II 

h H' A' 


1 4- 

1 Wirt' 1 -r w/rt' 1 + //irt 

or 


H R'-i-h-hf 



1 -r luO 1 -r Wirt 

Hence 

ni 

H'-II+A - A' 


^rt'll rtiH' + A-A')’ 
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SecoiLil Form of the Ap^yirafiis.- -M. Reg- 
iiault also worked with another form of 
apparatus in which the lower cross- tube 
(Fig. 39) was uninterrupted, as in the 
apparatus of Dulong and Petit. The upper 
cross-tube was, however, interrupted by two 
vertical glass tubes CC' and DD', in which 
the mercury columns stood at levels G and 
D. The mercury columns are thus in 
direct equilibrium. The axes of the tubes 
AC' and BD' are horizontal, and at the 
same level, but the lower tube A'B' is more 
or less inclined on account of the unequal 
dilatations of AA' and BB'. On equating the pressures at the lowest 
part of the apparatus we have 



Fi^'. 30. 


H « _ j*_ . 

1 -i- Wirt 1 T Wirt' 1 -r Wirt' ~ 1 T w/rt' ^ 1 T Wirt' 

where e is the small difference of level of the ends of A B . If the 
louver tube be horizontal e = 0, and we have 

H _H'i-/i'-A. 

I - m0~ I -i- 

Therefore 

_ H' - H -{-// - A 
"'"rt'H-rt(H'AA'-/i)‘ 


Eegnault executed four series of experiments, which comprised in 
all about 1 30 observations, at temperatures varying between 25° C. 
and 350 C. The results of these experiments were then plotted 
graphiciilly, and a curve traced which exhibited the relation between 
the temperature and the whole dilatation at any temperature. If m 
denotes the mean coefficient of expansion between 0 and t), the wffiole 
dilatation per unit volume between these temperatures will be 

X^=»!rt, 

and if in be constant, the curve obtained by plotting the temperatures 
along the axis of x and the dilatation A along the axis of y will be a 
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right line i/ = 7nx inclined to the axis of r at an angle, whose tangent 
is III. The curve obtained by Eegnaiilt was, however, not a right line, 
but was convex towards the axis of x, indicating that m increased with 
the temperature. Taking m to be of the form 


the dilatation will be 


= a + 


\ -ue+he'\ 
e 

and the curve will be parabolic. 

Assuming the above formula to hold, the true coefficient of dilata- 
tion at any temperature will be 


iW’ 


where V is the bulk at of the mass which has unit volume at zero 
= l+ A= l+(ifl-i- hd-. Therefore 


_ H -T ^h$ 

he- 

The coefficient of expansion referred to the zero volume, or what 
we have termed the zero coefficient of expansion, is 

1 

The results of Eegnaiilt’s experiments gave 
(/ = 0-0001791, i = 0-00000002ri, 


so that the mean coefficient of expansion of mercury was found to be 
w = 0-0001791 -l-0-000000025e, 

and the zero coefficient of expansion was found to be 
?/i„ = 0-0001791 -rO-OOOOOOOofl. 


Between 0 and 100 the coefficient m is sensibly constant, its 
value at 50 C. being The corresponding value found by 

Dulong and Petit was - 

114. Application of the Weight Thermometer. — Once the co- 
efficient of absolute expansion of mercury is known, the weight 
thermometer may be applied with facility to the determination of 
the coefficients of absolute expansion of other liquids. For when the 
instrument is filled with mercury, a single observation gives us the 
apparent expansion of the mercury in the glass of the thermometer. 
Thus if v) be the weight that flows over at 0 degrees and the 
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weight that fills it at zero, we have 




consequently the coefficient of expansion of the glass ;/ can he found 
from the equation (Art. 106) 

1 -r — (1 i- ( 1 T J/)j 

where m is used to denote the coefficient of absolute expansion of 
mercury. 

The coefficient (j being known, the insti'iiment can be filleil with 
any other liquid, and its apparent coefficient «' determined in a similar 
manner. The real coefficient a of the liquid will then be found from Liquiil 
the formula 

1 ra = (l I «') (1 4-^1. 

Repeating the observations at various temperatures, the variation of a 
with temperature may be found, and the coefficients in the formula 


a.— t! -r 4't)- ' 


determined. 

In a similar manner the weight thermometer may be employed to 



determine the cubical dilatation of solids. Thus, when the coefficient 
of absolute expansion of any liquid is known, a single observation 
gives the cubical dilatation of the material of which the bulb of the 
thermometer is constructed. It was in this manner that Dulong and 
Petit 1 first attempted to measure the coefficient of expansion of iron, 
knowing the absolute expansion of mercury, and using a weight ther- Solids, 
mometer with an iron bulb. They soon, however, abandoned this 
process for the more simple and general method of enclosing a bar of 
the solid under investigation inside the bulb of an ordinary weight ther- 
mometer made of glass, as shown in Fig. 40. In the case of solids 
which are not attacked by mercury no precautions are necessary, 
further than the attachment of bearings to the ends of the bar to 
keep it steady, and avoid fracture of the bulb. In the case of solids 
which are attacked by mercury, another liquid may be used, or 
their surfaces may be varnished or oxidised. 


1 Dulong and Petit, Aiiii,. de Chinn,: et de Physique, 2'^, toiij. 11. p. 261, 1816. 
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Weight 

thermo- 

meter. 


In all cases, it is necessary to know the weight W'q and the density 
p'l, of the solid at zero. Its volume at zero is then and its 

volume at 0 is 

Pa 

where x is its coefficient of expansion. The remainder of the bulb 
and stem is filled with mercury. If and be the weight and 
density of this at zero, and if a quantity -zr flows over at 0, then the 
weight left in the bidb is Wp - zr, and its volume is 


Now the volume of the bulb at zero is 

fti rip ‘ 

Therefore its volume at H is 


)(i 4 

KPo p« 


Hence we have the equation 


or finally 


( " " + " V 1 - p/f) = 1 - -/-ZZj _ ^ "■(] 

V P „ / ■ ■ P P, Ppi 

^ -me). 

\ Pn Po J Pn Pi) Pn 


The quantities W„ p,„ W'^ p',, and -zr/p,,, are obviously the zero volume 
of the mercury contained in the instrument, the volume of the solid at 
zero, and the zero volume of the mercury which overflows. 

It is to be remarked that the sensibility of the weight thermometer 
increases with the density of the liquid employed, and also with its 
coefficient of expansion. For this reason the great densitj’' of mercury, 
and its tolerably large coefficient of expansion, recommend it especially 
for use in the weight thermometer. In addition, mercury does not 
evaporate sensibly, and in this respect possesses a great advantage over 
volatile liquids. When such liquids are employed, every precaution 
must be taken to prevent loss by evaporation. In such cases, how- 
ev'er, it is better to dispense with the overflowing method, and adopt 
the following. 

116. The Dilatometer — Application of the Ordinary Thermo- 
meter. — In the case of volatile liquids of small specific gravity, the 
accuracy obtained by reducing the observation to a weighing is more 
than counterbalanced in the weight thermometer by the errors intro- 
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duced by evaporation. For this reason, the employment in these cases 
of an apparatus similar to the ordinary thermometer, as suggested by 
De LuCji is preferable. The instrument (Fig. 41) is simply a 
large-bulbed thermometer, with an accurately -graduated stem, 
the volume of the bulb and of each division of the stem being 
known. An experiment with mercury gives the coefficient of 
expansion of the instrument ; and, when it contains any other 
liquid, two observations of the apparent volumes of the liquid 
at any two temperatures give the mean coefficient of apparent 
expansion between these temperatures. 

This method is at once exceedingly simj)le and precise, 
and was employed by Kopp,- and also by M. Is. Pierre,'^ in 
their classical researches on the e.xpansion of liquids. 

116. Maximum Density of Water. — In the case of water a 
notable anomaly in the expansion is exhibited in the neighbour- 
hood of 4’ C. At, or very near, this point the liquid possesses 
a greater density than at any other temperature, and expands 
whether its temperature be raised or lowered. Thus water 
becomes specifically lighter in passing from 4" either up or 
down the scale, and the volume of any given mass is least rig. u. 
at this temperature. 

Hope’s well-known experiment places the whole process clearly 
in view. A tall glass beaker containing water is furnished with two 
thermometers, and an annular trough, as shown in Fig. 42. A freezing 
mixture of snow and salt is placed in the 
trough, and the middle of the water column 
is gradually cooled. While this cooling is in 
progress the indication.s of the thermometers 
are most interesting. Before the apjdication 
of the freezing mixture the temperature 
registered by the uj)per thermometer slightly 
exceeds that of the lower, for the warmer and 
lighter portions of the water float to the top. 
The first effect of the freezing mixture is to 
reduce the lower thermometer to 4’ C. without 
seriously affecting the upper. The lower thermometer now remains 
stationary, and the upper begins to fall rapidly till its temperature 



Hope's ex 
perimeiit. 


^ De Luc, lUch' rrln'S sur h's Mmlijicfitions dr P Atmos'fddrr , torn. ii. jt. 121, etc. 

^ Kopp, Poiji/. .hill., Ilaiul l.vxii., 1847. 

^ 1. Pierre, Ann. dr C/uniie rl dr Pliysiqur, .3“, tom. xv., xix.. xx., xxi., 
.x.xxi., xxxiii. 

■* Thos. Chas. Hope, Ann. dr t'hiniir. 1"=. tom. liii. p. 272. 180.5, 
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is reduced to zero, and ice begins to form on the top. The explana- 
tion is that water is heaviest at 4’ C., and that it sinks as it cools, 
the layers which first reach 4° collecting at the bottom. After a 
certain stage certain layers become cooled below 4°, and the coldest 
parts rise above those which are less cold till ice forms on the top. 

This property of water may also be well illustrated to a class by 
means of a float which rises to the surface in water near 4° C., and 
sinks when the temperature is a little above or below this point. The 
float may be constructed of a piece of glass tubing closed and so 
weighted that it will float in water at 4°, and sink in water at zero. 
A beaker of ice-cold water may be placed on the lecture table, with 
the float immersed, and lying at the bottom, the water not being dense 
enough to float it at zero. In the warm room, however, the tempera- 
ture of the water begins to rise, the 4° layers sink to the bottom, and 
the float begins to creep towards the surface. Here it remains till the 
temperature passes 4°. The warmer layers now rise to the surface, 
and the float begins to sink gradually to the bottom. 

It is on account of this property that a small pool of water on the 
surface of a glacier gradually eats its way into the ice, growing deeper 
and deeper with every return of the sun. Thus, if the whole mass of 
water in the pool is at zero, then, in the sunshine, the surface layer 
grows warm, and sinks to the bottom, where it melts another film of 
ice, and this process proceeds as long as the surface heat is supplied. 

The anomalous expansion of water in the neighbourhood of 4° C. 
is a warning against the choice of any liquid at random as a standard 
thermometric substance. A thermometer filled with water would give 
the same indication, whether it grew warmer or colder from 4° C. In 
fact, the temperature at which the apparent volume of water in glass 
is least (or about what we call 5° C.) would be the lowest possible 
temperature attainable if water were the standard thermometric sub- 
stance. Such an illustration shows us how utterly unintelligible and 
chaotic any system of thermometry founded on the expansion of a 
liquid might be. 

117. Study of the Dilatation of Water. — The study of the dilata- 
tion of water has attracted much attention, not merely because of its 
anomalous behaviour at 4^ C., but also because of the fact that water 
is the standard of density to which all other substances are referred. 
The unit of weight being defined as the weight of unit volume of 
water at some definite temperature and pressure, the variations of the 
density of water with temperature and pressure become a study of 
prime importance. It was in this connection that the first precise 
experiments on the expansion of water were undertaken by Lefevre- 
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Gineau.i The method employed ivus by observing the loss of weight 
of a metallic cylinder when weighed in water at various temperatures. 
This method was also adopted by Hiilstrom, who used a sphere of 
glass, and afterwards by Hagen and Matthiessen. 

In the experiments of Halstrom,’’ the coefficient of linear expansion 
of a rod of glass was directly determined by the method of Kanisden, 
observations of the elongation being made at diti'erent teinperatiires 
between 0° and 30". Any two of these observations are sufficient to 
determine the coefficients n and in the formula 

/ = /„> 1 +</(! + M-i, 

and when these are known the volume Y at any temperature 6 is 
given by the equation 

v = \i,;i t 

For the glass rod HiilstrOm found the values 

u. = 0 -OOOUOl'.ieO. b = u-ooooooio.i. 


and he assumed that the same values would apply to the expansion 
of the glass sphere used in the weighing experiments. 

This supposition is not strictly allorvable, and the expansion of the 
glass sphere should be determined directly by means of the weight 
thermometer, or otherwise, as was done by Matthiessen. 

When the glass sphere, suspended by a fine platinum wire from a 
pan of a balance, and counterpoise<l, is immersed in water, the weight 
required to be added to the pan to re.store equilibrium is the weight of 
the volume Y of water displaced by the sphere. Denoting this by AV, 
we have W some function of the temperature depending both on the 
expansion of the glass atul on that of the water. Thus we may write 


By means of experiments at different temperatures Hiilstrbm found 


a= +0-000058S15, 3= - 0-0000Ort216S. 7 = + O'OOOOOOOlttS. 

Now the density p of water at any temperature 6 is given by the 
formula 


W 


P=V 


\V„ 1 -r a6> , -^0- r-.O- 
{I + ue - bti- 


W r iiH-i, 


where the coefficients /, //;, n are known in terms of a, (3, y, and a, b. 
The density will be a maximum when 


lie 


= 0, 


’ Lefevrc'-Giiioau, jE.rpi'rkiicmfu ill’s pour ilttrrminer la rahtir du ijrnmnic. See 
leport in the Journal dr Physique de Iklu milherir. torn. xlix. p. 161. 

- Halstrom. Ann. de Chiniie e( de Phijs.. 2'. tuui. xxviii. p. 56, 1S25. 



186 


THEORY OF HEAT 


CHAP. Ill 


which gives the equation 

+ + 7 = 0. 

This equation gives two values of 0, one of Avhich lies outside the 
limits of temperature, to which the above formulae apply, and the 
other being equal to 4"-108 C. The coefficients 1, m, and n were 

Z = 0'0000.',2H39, Hi= -0-000006.'i3i;2, /s = 0-00000001445. 

The following table gives the volume at various temperatures up 
to 30 of a mass of water possessing unit volume at zero, according to 
Hiilstrom : — 


' Temperature. 

Volume. 

Temperature. 

Volume. 

i 0 

1 -0000000 

S' 

0-9999872 

1 

0-0»99,p3t) 

9' 

V0000421 ! 

I 2 

O-9999t:0-i 

].'. 

1 -0006273 

1 3 

0-999899t) 

30 

1-0OU406 

1- 

0-9998S18 

*35 ' 

1-0025398 

4 -1 

0-999S817/ 

30 

1-003916 

O ■ 

0-999S968 



According to this 

table the maximum density 

would appear to be 

somewhat above 4' 

C. ; but as the 

variation is small in the neighbour- 

O 


hood of a maximum it is diffi- 
cult to fix the temperature of 
maximum density with absolute 
precision. 

Most of the other experi- 
menters in this subject have 
proceeded by the dilatometer or 
ordinary thermometer method 
(Art. 115). By this method 
Despretz^ plotted a curve, the 
ordinates of which represented 
, , the apparent volume in glass, 

and the corresponding abscissse 
the temperature. This curve i.s approximately parabolic, as shown in 
Fig. 43, the vertex of the parabola corresponding to the temperature 
of about 5’ C. This then is the temperature of least apparent volume. 
The real volume of the water at anj'^ temperature may be found by 
adding to the corresponding ordinate of this curve the dilatation of the 
glass. For this purpo.se it i.s only necessary to construct a curve below 

* Despretz. Ann. Ae Chiuue A de rhysiqve, tom. Ixx. p. :> ; tom. Ixxiii. 
p. 296, 1840. 
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OX representing the dilatation of the glass. If the glass he supposed 
to expand uniformly through the range of temperature employed, this 
curve will be a right line OD, such that, if r he the volume at d , and 
the volume at 0 , the dilatation of the glass will he r - = 

and therefore ^ the tangent of the angle DOX will be r,,//, where a is 
the mean coefficient of expansion of the glass, and is determined by a 
previous experiment by the method already indicated in Art. 111. 
The vertical ordinate intercepted between the curve AIK' and the line 
OD will therefore represent the real volume of the water at the corre- 
sponding temperature. Hence, to obtain the temperature of least 
volume it is onH necessary to find the least ordinate between ABC 
and OD. Thi.s is done by drawing a line parallel to OD so as to touch 



the curve ABC, and the corresponding ordinate BD cuts the axis OX 
at a jjoint which corresponds to the temperature of maximtim density. 

In these experiments when the water was pure and free from air, 
it did not solidify at zero : but remained liipiid to - 20 " C. The 
curve ABC could accordingly be continued far below zero, and it 
■showed that at these low temperatures the water continued to increase 
in volume up to the point of solidification. The sudden change of 
volume of water in solidifying at zero is thus merely a leap replacing 
the gradual change which is here shown to occur. 

A form of ex])eriment very similar to Hope’s was also conducted 
by Despretz. A beaker of water furnished with four thermometers, 
as in Hope's experiment, was allowed to cool in a cold atmosphere, and 
the indications of the thermometers were carefully noted. A curve 
was constructed for each thermometer (Fig. 44), showing its variations 
of temperature, the time being measured along the axis of j- and the 
corresponding tempei'atures parallel to the axis of The lowest 
thermometer (1) fell most rapidly in temperature at first, and the 
highest (4) most slowly. The lowest then remained stationary at 4°, 

* i',1 i.-i the apparent volume of the water. 



188 


THEORY OF HEAT 


CHAP. Ill 


while the others gradually fell, the highest falling most rapidly till 
its temperature became zero. The ciirv^e appertaining to the lowest 
thermometer was thus at first below the others, and was cut by them 
at 4’, and this thermometer was the last to attain to zero. The mean 
result obtained by Despretz by the first method was 4" '007, and by 
the second 3^'997. Numbers agreeing very closely with these were 
obtained by other experimenters. Thus Hiilstrom found 4°’108, H. 
Kopp 4'’'08, and Is. Pierre .3’’9’2. From these numbers we may con- 
clude that 4 C. represents very approximately the temperature of the 
maximum density of water. A general table of the results of various 
observers will be found in Rosetti’s^ memoirs on the dilatation of 
distilled water. 

[The most accurate method of finding the temperature of maximum 
density of water is that of Joule and Playfair.- The apparatus is 
re[)resente(l in Fig. 45. Two upright vessels of tinned 
iron, au, each 4| feet high and 6 inches in diameter, 
were connected at the bottom by a brass pipe h, 
6 inches long and furnished with a wide stopcock 
affording a clear passage 1 inch in bore. A rect- 
angular trough c, 1 inch square in section, formed a 
communication between the tops of the vessels. In 
a the middle of this trough there was a slide by which 
the motion of a current could be stopped when 
requisite. Wooden brackets 'i/? supported the vessels, 
which were covered with hay-bands to insulate them 
from the surrounding air. Each of the vessels was 
[)rovided with a stirrer and with a very accurate 
thermometer. A glass ball, whose weight was ad- 
justed so that it just floated, was placed in the 
trough <■. The vessels were filled with distilled water 
as free as j)Ossible from dissolved air. 

The method of experimenting was as follows : The vessels having 
been filled with water at about 37 F., the temjierature of one of 
them was increased to about 41’'5 by the addition of a small 
quantity of hot water. The thermometers, suitably supported, were 
then placed so as to dip about 6 inches in the vessels. The stopcock 
was closed and the slide adjusted so as to close the trough. The 
water in each vessel was then thoroughly stirred and the tempera- 
tures noted. The stopcock was then opened and the slide carefullv 

^ Rosetti, Ann. dr Chini. cf dc Fhijf:., 4^'*, tom. x. p. 4(51 ; tom. xvii. p. 870, 
1867 - 69 . 

- Juules Sdcafipr Pupprs, vol. ii. p, 178. 
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removed from the trough. After w.-iiting three mimite.s the glass 
ball was placed in the trough and its motion watched for two or 
three minutes with the help of a graduated rule placed at the top of 
the trough. The stopcock was then closed, the slide leplaced, and 
the temperatures again noted. The mean of the temperatures thus 
observed before and after each trial of the velocity of the current was 
taken as the temperature of the observation. 

It is clear that it is possible in this way to find two temperatuies, 
one slightly above and the other slightly below the point of niaximuni 
density, such that the densities of the two columns are e(iual. On 
opening the communications the glass ball would then remain 
stationary, and the temperature of maximum density would then be 
very accurately given by the mean of the observed temj)eratures of 
the two columns. In practice, the velocity of the glass ball was 
measured, a curve was drawn from the results of a series of observa- 
tions, and thus in calculating the tem]>eraturo of maximum density 
allowance was made for the small residual ditlerenee of density in 
the two columns. As an example, the results of the first series of 
ex2)eriments is apjiended — 


Tem]>eratnre ot 
Watei in 'Warinet 

Tt‘Mipeiatiir»' of 
Water in C'oMer 

M-dUi. 

Wlociix oi Cui rent in 
lnch«''« pt'r lluui. 

\ essel. 

\e8si-l 


41’'183 

37='-848 

39' -2-).'. 

2S0 iVom warmer 

41°-129 

37 -36? 

39 •248 

•240 

40--9f)9 


.19 -lOl 

•20 

40= -900 

.•!7 = -3tiS 

.‘.y ’V-Ui 

.. 

40°'711 

37 -3] 7 

39 -OM 

40 liuni colder 


The temperature of the laboratory during the above series of 
experiments was about 38 F. The temperature of maximum density 
calculated from the observations was 39‘”102 F. In the last series 
of experiments the difference of temperature between the two columns 
was only about 1 '5. The mean result for all four series of exj^eri- 
ments was 39' '101 F. which is equal to about 3 -95 C. 

The variation of the density of water with temjjerature has been 
determined by Chajipuis * by the dilatometer method. The water 
was enclosed in an iridio-platinum vessel similar to the bulb of the 
standard hydrogen thermometer. In connection with this vessel was 
a small U-tube containing mercury, and as the water expanded it ex- 
jielled mercuiy, and the volume ex2)elled was determined by weighing. 
The U-tube was kept at a constant temperature at which the density 

* Jitn. ikr Fhysik. Bd. Ixiii. p. 202, 1S97. 
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(if niercury whs accurately known. The expansion cannot, according 
to M. Chappuis, be well represented by a formula, even if four powers 
of the temperature were retained.] 

The foregoing results apply to the case of water under the pressure 
of one atmosphere. When the pressure is increased the temperature 
of maximum density recedes towards zero, and in a series of experi- 
ments, M. Amagat ^ finds the mean rate of retrogression to be about 
0’‘025 C. per atmosphere increase of pressure. Thus under the 
pressures 41'6, 93‘3, 144'8 atmos. the temperatures of greatest 
density were found to be 3 '3, 2 '0, and 0'''6 respectively. 

118 . Maximum Density of Saline Solutions. — It was established 
by Despretz - that other liquids, especially saline solutions, exhibit 
temperatures of maximum density under a given pressure. The 
solutions were observed in the dilatometer, and in this they could be 
reduced in the liquid state to temperatures considerably below their 
normal freezing points, and their variations of volume could be noted 
as in the case of water. The effect of salts dissolved in water is 
usually to notably lower the temperature of maximum density, as 
well as the normal freezing point. 

[An elaborate series of experiments was carried out by P. G. Tait, 
on the properties of fresh and salt water.® The following are some of 
the results obtained : — 

The temperature of maximum density of fresh water is lettered 
about 3 C. for each ton per square inch pressure (150 atmos.). This 
agrees fairly well with Amagat’s result given in Art. 117. 

The lowering of the freezing point of fresh water under pressure, 
as determined by e.xperiment, accords well with the theoretical value 
given by J. Thomson (see Art. 178), i.c. it is about 1 '13 C. per ton 
pressure on the square inch. Hence under a pressure of 2T4 tons 
per square inch the maximum density point would coincide with 
the freezing point, at - 2'''4 C. The compressibility of fresh water 
diminishes as the temperature rises from 0 C. under atmospheric 
pressure. At about 60 C. it attains a minimum value, increasing 
again at higher temperatures. Increase of pressure lowers the 
temperature of miiumum compressibility. 

The behaviour of salt water agrees in its general character with 
that of fresh. The expansibility of water, salt or fresh, increases 
considerably with pressure. 

‘ Aiiidgat, Cdiiipti.-i /leniliis, l^t May lS9:i, toui. exvi. p. 946. The diaj'i.ims 
illu.^trating the iesult> of experiments are exceedingly iiiterestiiie. 

- Despretz, An/i. i/e I’luinir et ile Pliijs., 2“, tom. Ixx. p. 49, Ibhy. 

Tait, Afieiitiric Papers, lol. ii. p. 1. 
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An interesting question discussed by Tait is the equilibrium of a 
column of water. He points out that in a very tall column of water 
(salt or fresh) at the same temperature throughout, the equilibrium 
might be rendered unstable in consequence of the heat developed by 
a sudden large increase of pressure. For, as the expansibility of 
water is notably increased by pre.ssure, the lower parts of the column 
will become hotter and less compre.ssible than the upper. This effect 
is not produced in a tall column of air, for the expansibility is practi- 
cally unaltered by pressure. 

It may be gathered from these experiments of Tail’s that vertical 
currents might occur in ocean depths. The stability is not such as 
it would be if the water at the bottom were at its maximum density. 
In fact, as we have seen, the maximum-density point would overtake 
the freezing point in fresh water at - '4 C. under a pressure corre- 

sponding to a depth of about 1800 fathoms. The depth at which 
this would occur in salt water would probably not be very different, 
and the freezing of the water would prevent the condition above 
mentioned being attained. The results of the Clialh’ngi-r expedition 
show that the temperature of the ocean-floor i.s remarkably uniform, 
and (except in cold latitudes) above the normal freezing-point. In 
general, after the surface layers are jtassed, the tem])erature falls 
steadily at first but more slowly as the dejrth increases. From about 
1500 fathoms down to the bottom it is nearly constant. At the 
bottom, which in some soundings was found at de])ths of over 3000 or 
even 4000 fathoms, the temperature in the Atlantic Ocean was about 
36° or 37° F. (2°’5 C.), and in the Pacific Ocean about 35 F.] 

1 1 9. Dilatation of Liquids at Temperatures above the Normal 
Boiling Point. — The normal boiling point of a liquid is the tempera- 
ture at which it boils under the pressure of one standard atmosphere. 
Under this pressure the substance remains in the liquid state, only up 
to the boiling point, and is then vaporised with a sudden and large 
change of volume. By increasing the pressure, however, ebullition 
may be prevented indefinitely, and the substance may be maintained 
in the liquid state up to a certain temperature (called the critical 
temperature), at which it ajiftars to be completely and suddenly 
vaporised.* 

For the present it is sufficient to know that a liquid may be 
maintained at temperatures far above its normal boiling point, and 
that consequently its expansion may be investigated at high tempera- 
tures. In general, the coefficient of expansion of a liquid increases 
with the temperature, and at temj)eratures which are high for a 

* This tran.-,forraation is considered in Chapter V. Section vi. 
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lii[uid — that is, temperatures near the critical temperature of that 
liquid — the coefficient of expansion may e(tual or exceed that of the 
permanent gases. Thus Thilorier ^ found that liquid carbonic acid 
expanded between zero and 30" by half its volume at zero, which 
shows an expansion four times greater than that of air, and Drion - 
obtained similar results for ether, sulphurous acid, and nitrous acid. 

A series of experiments was executed by Hirn^ on the same 
subject, with a modified form of the weight thermometer, consisting 
of a huge bulb containing the liquid, and a long stem containing 
mercury which overflowed at a point 11 ‘25 m. above the bulb, so 
that the liquid expanded under a constant pressure of nearly 15 
atmospheres. 

He expressed the dilatation A by means of formulaj of the type 

he’+cD-'+deK 

and found that the coefficient of expansion of water at 180" C. was 
about half that of air, while that of alcohol at 160" was 0'017843, or 
about five times greater than that of air. 

' Thilorier. Amt. dr Chintir A dc Pliijf. 'I't, tom. l.\. p. 42", 1830. 

- Drion, .hiu. dr Chuitic rt dr Piiijs. 3^, tom. Ivi. ji. 5, 1859. 

Him, Ann. dc Clnniie rt de Pliits. 4' tom. .x. p. 32, 1SB7. 
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DILATATION OF GASES 

120. Dilatation of the Thermometrie Substance. — Having agreed 
to measure equal increments of temperature by equal absolute incre- 
ments of volume of some chosen substance under constant pressure, 
we have already seen that for this substance the equation 

V = V„{1 -ra0) 

always holds true, where a is a constant, namely, the coefficient of 
expansion of the substance at the chosen zero of temperature, or the 
mean coefficient of expansion between zero and 6. In order to deter- 
mine a for the thermometric substance it is necessary to observe the 
volume Vq at zero and the absolute increase of volume V - corre- 
sponding to any temperature 0, or if the volume c of a degree 
measure be known we have simply «. = v V„. The practical determina- 
tion of a consequently requires an accurate knowledge of the expansion 
of the envelope, and this may be found by the methods already 
described. 

These remarks apply to the thermometric substance whatever it 
may be. For this substance the relation between any two tempera- 
tirres and the corresponding volumes will always be, under the given 
conditions of pressure, 

.*? - ti' - A(f - (*'). 

which merely expresses that the change of temperature is proportional 
to the change of volume. The factor A is a constant under given 
conditions of pressure, and is therefore a function of the pressure only, 
which can be determined when the laws of compressibility of the sub- 
stance are known. If the thermometric substance happened to be a 
liquid at all temperatures obtainable, and if it reached a least volume 
at some temperature (like water at 4 ), then this would correspond 
to the lowest temperature which it would be possible to register with 
this substance. Taking this as our zero, the temperature measured 
from this zero might be called the absolute temperature for this 

193 o 
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substance, and, denoting this by 6, we should have 

e=A (u-t'o). 

For many reasons, already mentioned, it has been decided to take 
some permanent gas as the standard thermometric substance. The 
ideal limit to which such a substance approximates is exact obedience 
to Boyle’s law. If this law is obeyed, it follows that the product of 
the pressure and volume is proportional to the temperature measured 
from the absolute zero of an ideal thermometer filled with a substance, 
always obeying Boyle’s law, so that the volume is zero, and the con- 
stant A is proportional to the pressure. Hence for all such substances 
when temperature is measured in this manner, we have the equation 

pi-= RB, 

If O' be the corresponding temperature on the centigrade scale, and 0,, 
the absolute temperature corresponding to the melting point of ice, 
then 

e=e„+e. 

Let us now seek the mean coefficient of expansion of such a sub- 
stance. In working with solids and liquids it was not necessary to 
consider small variations of pressure. A small change of pressure does 
not sensibly affect the volume of a solid or liquid. In the case of 
gases, however, variations of pressure notably aft’ect the volume, and in 
all practical investigations such changes must be determined and 
allowed for. 

In the first place, let us suppose that the pressure is maintained 
constant, and that the temperature and volume vary. At any tem- 
perature C. we have the equation 

pv = KB, 

and at O' C. we have 

~ E0„, 

consequently 

r — 0 — 0 „ _ B 

and therefore 

“ 0,.’ 

Hence the relation between the absolute temperature 0 and the centi- 
grade temperature is 

H = 0„-l-(I = ^ + 0. 

a 

It thus appears that the mean coefficient of expansion between O' 
and O' C. of any thermometric substance obeying Boyle’s law is the 
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reciprocal of the absolute temperature of the freezing point. This 
coefficient is independent of R, that is, of the other properties of the 
substance, and it therefore follows that if all the gases obey Boyle’s 
law, and if they all give the same absolute zero when used as a ther- 
mometric substance, they will all possess the same coefficient of 
expansion, and vire rersa-. The whole question about gases, then, 
reduces to the examination of how closely they obey Boyle’s law. 
This point will be considered in Art. 241. At present we shall con- 
sider the methods by which the mean coefficient a has been obtained in 
the case of ordinary gases. There are in general two methods of 
attack, — either by keeping the pressure constant and observing the 
change of volume between 0 and 100’ C. (or any other temperature 
6 C.), or by keeping the volume constant and noting the correspond- 
ing change of pressure. The former gives the mean coefficient of in- 
crease of volume, or the dilatation in the proper sense of the term, 
while the latter gives the coefficient of increase of pressure. If Boyle’s 
law is obeyed these two coefficients are equal, for the formei’ is 

V - _ 1 

f>v„ “W,',' 

and the volume being constant the latter is 

G,,' 

In general, when the pressure is kept constant, we have 

1 'jr_ 1 _ 

>Similarly when the volume is kept constant, 

1 <//)_! 2 '(F_ L 

d 0 B ’ 2*0 ^'1 

The extent to which the coefficient of increase of pressure is found 
by experiment to agree with the coefficient of increase of volume will 
consequently furnish a test as to how nearly the gas under examina- 
tion obeys Boyle’s law. 

1 2 1. Dilatation under Constant Pressure. — The coefficient of ex- 
pansion of the thermometric substance must be determined by directly 
observing its volume under constant pressure at two fixed tempera- 
tures, unless some law connecting the pressure and volume at constant 
temperatures has been previously established. If such a law be known 
other methods in which the pressure is variable and volume constant, 
or in which both pressure and volume vary, may be devised. If 
Boyle’s law had not been known all experiments on the expansion of 
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gases would have been made by observing the volume under constant 
pressure. As a matter of fact, this method was adopted in the earlier 
investigations, but it was ultimately superseded by other methods 
depending on the application of Boyle^s law. The practical difficulties 
attending the observation of the volume under constant pressure, and 
the errors attending the experiment, are much greater than those 
attending the observation of the pressure under constant volume. 
Nevertheless, it is of prime importance that the coefficient of expan- 
sion under constant pressure should be measured by direct experiment, 
and the comparison of this coefficient with that obtained by any other 
method founded on some previously determined pressure - volume - 
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Fiii. 40 .— Gav-Lus-sac s Apparatus. 

relation at constant temperature, will furnish a test of the truth and 
range of applicability of this relation. 

The early experimenters on this subject were not aware of the ' 
great importance of procuring the air, or other gas, quite pure and 
perfectly free from aipieous vapour. Gay-Lussac * seems to have been 
the first to pay some attention to this important point. The appa- 
ratus (Fig. 46) employed by this philosopher was simply a glass bulb, 

A, furnished with a straight stem, AB, which was carefully calibrated. 
The air which filled the bulb was freed from moisture by being passed 
through desiccating tubes before entering the bulb. The bulb was 
first filled with mercury and then turned upside down, so that the 
mercury escaped and air entered through the drying tubes to take its 
place. A short index a of mercury was left in the stem to mark the 
volume of the air enclosed. The stem was maintained horizontal, so 
that the pressui e of the enclosed air was that of the atmosphere. By 

1 (iav-Luisai', Ann. de Chimii et de Phystqne, I'f, tom. xliii. ji. V61, An X®. 
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reading the barometer it can be ascertained if this remains constant 
during the experiment; if not,correspondingcorrections must be applied 
for the variation of volume arising fi-ora change of pressure. The bulb 
and part of the stem were immersed in melting ice and afterwards in 
boiling water, the temperature of w'hich was noted by mercury 
thermometers. The volume was noted in both cases, and the mean 
coefficient of expansion deduced was 0 0037b. Correction, of course, 
must be made in such an experiment for the expansion of the glass. 
The volume of the bulb and of each division of the stem at some 
definite temperature is ascertained by weighing the tpuintity of mercury 
it contains at this temperature, and from the known expansion of the 
glass the volume at any other temperature can be calculated. 

The same value for this coefficient was independently arrived at 
by Dalton,^ and afterwards these experiments were repeated and con- 
firmed by Dulong and Petit,- and consequently this value of the 
coefficient was universally accepted as correct until Kudberg, a Swedish 
physicist, published a memoir giving the lower value 0'00.3646. 
Eudberg here pointed out the great importance of thoroughly desiccat- 
ing not only the air admitted to the bull>, but also the bulb itself. For 
this purpose the bulb was repeatedly tilled with dry air and exhausted, 
while at the same time it was highly heated so as to expel all moisture 
from its walls. The experiments of Eudberg were, however, conducted 
at constant volume, so that Magnus ' undertook the re-determination 
of the coefficient of expansion under constant pressure by the method of 
Gay-Lussac. The mean of thirty-two experiments gave a value differing 
little from that of Gay-Lussac, the extreme values being 0-003S769 
and 0'00355. The great divergence exhibited here led Magnus to 
abandon the method of Gay-Lussac altogether. This method suffers 

' Dalton found that 1000 measures of air at 55 F. became 132.') at 212' F. 
{Memoirs of the Manchester Phil. Soc. vol. v. pt. iii. p. 599\ and in his Chemical 
Philosophy he states that 1000 measurc.s at 32' F. become 1376 at 212', according to 
his own and Gay-Lu»sac's e.xperiments. Regnault ap[)ears to have mistaken Dalton's 
meaning and fancied that an error had crept in here, for he s lys {Miiaoires dr 1' Aca- 
demic) : “ Rudberg termiue son Second Jlemoire par une remarque importante, qui 
avait ete deja faite en 1813 par Gilbert (Annales de Gilbert, tom. xiv. p. 267), mais qui 
depuis etait tombee tout a f.iit dans I’oubli ; savoir, que lesexperiences de IIM. Dalton 
et Gay-Lussac, que Ton avait regardees comme ayant donin- des resultats presque 
identiques, different, au contraire, beaucoiiji." 

This statement arose from the supposition that Dalton took the initial volume to 
be 1000 at 32^ F. instead of 55’ F. He, however, expressly states that when the 
volume was 1000 at 55’ F. it was 1325 at 212', and he mentions in addition that he 
had not the means of obtaining the volume at 32'' F. The coefficient is thus 0'00373, 
which is sensibly the same as the mean of Gay-Lussac’s experiments. 

- Dulong and Petit, Ann. de Chxmie et de Physique, 2', tom. ii. p. 210, 1816. 

■* Magnus, Pogg. Ann. vol. Iv., 1842 ; Ann. de Chim. et de Piajs. 3“, tom. vi. p. 330. 
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from defects which render the results obtained by it open to doubt, 
even though the air enclosed by Gay-Lussac had been perfectly dry. 
These defects lie in the method of measuring the volume of the air by 
means of a moving index of mercury. In the first place, it may be 
objected that the index does not properly close the tube so as to pre- 
vent all communication between the air inside and outside.^ Magnus, 
in fact, found that when the apparatus was brought to zero the air 
enclosed scarcely ever exhibited the same volume. Besides this a 
mercury index always sticks somewhat to the walls of the tube, so 
that the jiressure inside and outside may dift’er slightly without 
moving the index. The errors arising from these sources are conse- 
quently sufficient to condemn the method. 

122. Regnault’s Experiments. — After executing several series of 
experiments bj' other methods depending on the application of Boyle’s 
law to gases, Eegnault next attacked the iiroblem of directly deter- 
mining the expansion under constant pressure. For this purpose he 
employed the apparatus shown in Figs. 20 and 21, which may be 
termed a constant-pressure air thermometer. The bulb was well 
dried and filled with dry air at the pressure of the atmosphere, the 
mercury being adjusted so as to stand at a fixed mark a on the arm 
FG, and at the same level on the other arm, IJ, of the manometer. 
The tube op (Fig. 20) was then sealed up while the bulb was sur- 
rounded with melting ice. The bulb at this stage contained air at 
zero, and at the pressure H of the atmosphere, which was determined 
by reading the barometer at the time of sealing the tube op. The 
ice was then removed, and the bulb was placed in a steam bath, the 
mercury being allowed to escape from the manometer till equality of 
level, or a small dift'erence of level h', which was measured by means 
of a cathetometer, was secured. During this process the air expanded 

' Regnault {Ann. de Chim. el de Phys. S'-', tom. iv. p. 43, 1842; also made some 
experiments on the e.\-pan.sion of air by the method of (lay-Lnssac, and obtained the 
niimber.s 

0-00364], 0-003626, 0-003635, 0-00364/, 0-003552. 

All these numbers are less than those obtained by other inethod.s, and this Regnault 
considers remarkable. This might arise from the inijierfect closing of the stem by 
the mercury index. Thus if the index docs not slide air-tight in the stem, then 
when the gas is expanding tlie internal pressure is greater than the external, and 
some air will escape from the bulb, and the final volume will apj/ear too small. So 
again tvhen the air is contracting tlie external pressure exceeds the internal, and air 
enters the bulb. In the first jirocess warm air escapes, and in the second cold denser 
air enters, so that when the ap]iaratus again returns to zero the volume of the air 
enclosed would be greater than before. In an experiment the index at zero stood at 
the division 152-7, and at 100 the reading w-as 534-5, and after returning to zero 
the reading was 154-5, the barometer not having sensibly changed. 
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and occupied part of the graduated arm FG. Let be the volume 
of the bulb at zero, the volume of the stem up to the fixed mark u, 
and i'., the volume of the graduated tube from a to the surface of the 
mercury. Then if the whole mass of gas were at the same temperature 
its volume at zero would be + Zj and its volume at 0 would be 
(V|| + z’j + r,,)(l + gO), and if the pressure were exactly the same in the 
second case as in the first the coefficient of expansion wozdd be given 
at once by the equation 

(V„+ r,)(l +<i9) = (V„ + r, + ®.,,)(l +,j0), 

the temperature 6 being approximately 100’ C., the dift'erence arising 
on account of the atmospheric pressure being not necessarily e.xactly 
760 mm. 

In the experiment, however, the gas occupying the stem and tube 
was not at the same temperature as that in the bulb, and the final 
pressure was not exactly the same as the initial. If the volume Cj is 
at the temperature 9^, and r., at 9.„ while the bulb is at 9 and the 
initial and final pressures are H + /z and H' -f //', then the full equation 
for a will be 


r\j,a + iie) 

L l + ai? l+ofZi 


r..(l 

l+aO. 


](H' + //) = [ 


V„ 


'V 1 +'/(', n 

iTaSi J 


(H 


//'. 


This equation follows from the application of the equation -jiv (1 + ii.9) 
= constant (Ex. 4, p. 149) for the whole mass of gas. From this we 
have Regnault’s formula ‘ 


^ + r H+7) _ r H'-/? ■ <•' H '■-//• 

^ V„ 1 h aZ), V„ 1 ^ o(Z, V„ 1 -- a0. 


where r is written for i\{l + and r' replaces the corresponding 
terms in 9„ and r.,. The terms in the denominator which embrace v 
and v' also include u, the quantity sought, but on account of the 
small values of v and r' comparetl with Y,,, an approximate value of a 


' In tlii.s equation 6i and 6-z are practically constant, while $ and r, vary, 
differentiating with respect to we have 

V,,;/ _ - gfi; ^ / 1 ~ g0 , \ _ 

1 rttZi (l—aZZ- \t+a^,yd0 

Hence 


dv., 

de 


1 4- aZi..)(a 
{l + ^0.,)(l + afZ,' 


w hich varies as ,• 


Hence 


That is, the increase dv., of volume corresponding to a dehuite rise of temperature rffZ 
varies inversely as the square of the absolute temperature. Hence the sensibility of 
the instrument decreases as the temperature rises, and this circumstance led Regnault 
to reject the constant-pressure air thermometer. In the case of the constant volume 
thermometer, on the other hand, the sensibility is as good at high tempcratiues as 
at low. 
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may be used in these terms, and the resulting value of a deduced 
from the equation. In this experiment the accurate determination of 
the volumes Vg, i\, and «•, is of prime importance, as well as certain 
knowledge of the temperature 6., of the bath enclosing the manometer. 
The volumes are determined by weighing the mercury which fills the 
corresponding spaces at some definite temperature, and the temperature 
of the bath is kept uniform by constant agitation. Another point of 
importance is the thorough desiccation of the manometer tube FG as 
well as the bulb. 

The value of a obtained in this manner slightly exceeds that 
obtained by the other methods, but the excess is not so notable as to 
lead to the conclusion that within the limits of the experiments Boyle’s 
law is sensibly deviated from. The first series of experiments gave 
the same coefficient for air and hydrogen, but in the later experiments 
the coefficient for hydrogen was somewhat less than that of air. A 
similar result was obtained by Magnus.^ The difference, however, 
was within the limits of experimental error, and consequently nothing 
definite could be inferred from it (cf. Art. 242). 

By varying the initial pressure the expansion under dift'erent 
pressures may be examined in the same way. The results obtained 
by Eegnault were as follows : — 


E.VPEUI.MENT.S fNDEK ATMOSPHERIC PrESSFRE 


Air . 

Hj’drogeii . 
Carbonic Acid 
Suijihuroiis Acid 


0‘00.36706 Carbon Mono.xide . . 0'003668S 

0-0036613 Nitrous O.xicle . , 0-003719o 

0-0037099 Cyanogen .... 0-0038767 

0-0039028 


AVhen the 2 iressure was between 250 and 260 centimetres of mercury 
the coefficients found for air, hydrogen, and carbonic acid were 
0-0036944, 0-0036616, and 0-0038455 respectively. 

In the case of sulphurous acid great difficulty was always experi- 
enced in thoroughly drying the gas, and it consequently had to be 
allowed to enter the bulb very slowly, and so remain a long time in 
the drying tubes.- The coefficient of this gas (or of any other), near 
its condensing iioint, increases with the pressure. Thus at 760 mm. 
the coefficient of SO, was 0-003902, and at 980 mm. it was 0-003980. 

Within certain limits, however, all gases may be regarded as ex- 
panding equally, that is, all gases sufficiently far removed from their 
condensing points approximately obey the law of Charles. 

’ Magnus, Ann. de Chimie el de Physique, S'-', tom. iv. p. 334, 1812. 

With any such gas all air should be carefully swept out of the drying tubes 
before filling the bulb. 
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[The values of the coefficient of expansion of air have been 
determined by Witkowski ^ for a very wide range of pressure and 
temperature. His method consisted in filling two similar bulbs with 
air at the same pressure, but at different temj)eratures. The quan- 
tities of air in the two bulbs were then compared by discharging them 
into eudiometers at atmospheric tem[)erature and pressure. From 
these data he deduced the mean coefficient of expansion for the given 
pressure and temperature as follows. 

Let nij, I’j, and 6 be the mass, volume, and temperature of the air 
in one bulb, and //; „ r.,, and f the corresponding quantities for the other 
bulb, both being at the same pressure ]>. Then if the air in the first 
bulb be cooled to zero without altering its pressure, its volume will 
become 

'*1 

where is the mean coefficient of expansion between 0 C. and ff ; 
and if it be now heated to its new volume will be 

) + a, Ml* 

where a^f has a similar signification. The density of the air will 
now lie 

Wjfl T : 

ri(l ■ a,,/ 

and this will be equal to the density of the air in the second bulb, 
therefore 

1 -- _ ///j 

from which we obtain 


In most of the experiments f was 16° C. The values of up, were 
found by experiments in which 0 was equal to f, and the temperature 
of the second bulb was zero. 

The pressure was deduced from the observed expansion of the air 
in the bulb at 16° C. when measured in the eudiometer at the same 
temperature, making use of Amagat’s determinations of the compressi- 
bility of air at 16° (see Art. 242). Witkowski compared this method 
of measuring pressures with that of the ordinary nitrogen manometer. 
He found that the pressures indicated by his method were slightly 
less than those registered by the nitrogen manometer. This may be 


‘ P/ii/. Mag., April 1896. 



202 


THEORY OF HEAT 


CHAP. Ill 


due, as Prof. Callendar remarks, to surface condensation in the capillary 
tube of the gas-manometer. 

Fig. 47 exhibits the results of Witkowski’s experiments. It will 
be noticed that the curves for the various temperatures all converge 
at low pressures. This is in accordance with the known fact that the 
mean coefficient of dilatation of air at atmospheric pressure is practi- 
cally independent of the temperature. 

A table of the values of a ^ is given in the paper.] 



123. The Pressure Coefficient. — The so-called dilatation of a gas 
at constant volume, or, more properly speaking, its coefficient of 
increase of pressure, has been studied by Rudberg, Magnus, and 
Regnault. The apparatus employed by all was almost exactly the 
same, the original apparatus adopted by Eudberg being slightly im- 
proved and perfected by the others. In its ordinary form it constitutes 
a constant-volume air thermometer (Fig. 20). The bulb is dried and 
filled with dry gas as already described, and the mercury is adjusted 
so that its surface stands at a fixed mark a on the manometer arm. 
This mark was placed by Regnault on the wide part of the tube, and 
not on the capillary arm. He states that he could never obtain con- 
sistent results when the fixed mark was on the capillary connecting- 
tube. 

Let us suppose that the bulb is placed in ice and filled with air 
when the pressure of the atmosphere is H, and the difference of level 
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in the arms of the manometer h. When it is immersed in steam let 
the difference of level in the two arms of the monometer be h', and 
the barometric height H'. The pressure of the gas in the bulb is now 
H' + li', and its temperature is d' C., which is apjjroximately 100' C., 
the dift’erence being determined by the deviation of H' from the 
standard height 760 mm. As before, if V,, denotes the zero volume 
of the bulb, and v-^ the volume of the stem up to the fixed mark, the 
equation for n will be 




,{1 1 !/«) 
1 +ae 


1 t-a« 




A'). 


Hence we have Regnault’s formula 


1 +;/tf )(H' r h') 

IT 1 A'- M -A) 

V„(l,aV. 


The second term in the denominator being small, an approximate 
value of a may be employed in it, and the calculation proceeded with 
by the method of successive approximations. The mean of three 
series of experiments by this method gave 


a = 0*0086679. 

By varying the initial pressure, that is the height li, the effect of 
pressure may be examined. The following table is taken from Reg- 
nault’s second memoir : ‘ — 


Pressure Coeefictext for Aik 


Pressure at Zeio. Pre?«.sure at lO** . a. 


109-72 mm. 

149-31 mm. 

0-00364S2 

174-36 

237-17 

o-ooser-io 

266*06 

395-07 

0-0036542 

374*67 

510-3.5 

0-0036587 

375-23 

510-97 

0-0036572 

760-00 


0*0036650 

1678-40 

2286-09 

0-0036760 

1692-53 

2306 "23 

0-0036800 

2144-18 

2924-04 

0-0036894 

8655 *56 

4992*09 

0-0037091 


From this table it appears that a increases gradually for air as 
the pressure becomes greater. This indicates that there is a small 
deviation from Boyle’s law, which becomes more and more marked as 


* Regiiault. Ana. lU- Chiinicet de I'hijsiqiu, toui. v. ji. 66, 1S42. 
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the pressure becomes more elevated. In the case of carbonic acid this 
deviation is much more distinct, as shown by the following table : — 


Carbonic Acid 


Pre'.-'Ure at Zero. 


Pressure at 100’. 


I 



758'47 mm. 
901-09 
1742-73 
3589-07 


1034-54 mill 
12.30-37 
2387-7-2 
4759-03 


0-0036856 

0-0036943 

0-0037523 

0-0038598 


1 24. [Chappuis’ Experiments. — Careful determinations of the 
values of the pressure coefficients of hydrogen, nitrogen, and carbon 
dioxide have been made by Chappuis ‘ by means of the constant 
volume thermometer described in Art. 92. In that article the 
pressure coefficient Up is treated as a known quantity. Using the 
formula there given, Op may be determined if the temperature is 
known. Taking the pressure at 0' C. to be equal to that of a column 
of 1 metre of mercury under standard conditions, and observing the 
pressure at 100° C., Chappuis found for hydrogen 

a,. ^0-00366254, 

This is, of course, a constant on the scale of the hydrogen thermometer. 
In the case of nitrogen he enclosed the gas in a constant volume 
thermometer with a poi-celain bulb and measured the temperature 
with a hydrogen thermometer. The values of Op obtained between 
0° C. and 100 C. were the following ; — 


Tempeiatuiv. 

ai,. 

0' 

. 0-00367698 

20 

560 

40 

461 

50 

4-27 

60 

400 


Temppiatmi*. ^ 

a,,. 

70 i 

0-00367384 

SO 1 

378 

90 

381 

100 ; 

393 


According to this table the pressure coefficient for nitrogen 
diminishes up to about 80° C. and then increases again. This increase, 
which is of the same order of magnitude as the probable errors, is not 
in accordance with our knowledge of the variations of the coefficients of 

^ Travaux *’t Mtmoires du Bureau international dcs Poid^i ft Mfsures. tom. vi. 
1888. Phil. Mag., Oct. 1900, Feb. 1902. 
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gases. Hence Chappuis considered it more probable that the coefficient 
approaches a definite limiting value for each initial pressure which in 
this case seems to be attained at, about 75° C. If so, nitrogen would, 
at all higher temperatures, behave like hydrogen, its compressibility 
being less than is required by Boyle’s law. 

This assumption being made, it is easy to calculate the correction 
to be applied to the readings of the nitrogen thermometer to reduce 
them to the standard scale. 

Let the curve PglA (Fig. 48) represent the relation between the 
temperature and pressure of nitrogen when the volume is constant, 
according to Chappuis’ experiments. The ordinates are pressures and 
the abscissae temperatures. Putting 

P=I'„(l+a^e) (1) 

where Pg is the pressure at 0 ’ C. and P the pressure at 0\ we have (if 
we regard ftp as constant in diti'erentiating) 

_ 1 dP 
■ d'e’ 

so that Op is proportional to dF/dO, that is, to the tangent of the angle 
of slope. The curve will have a jwint of inflexion at I corresponding 
to a temperature of about 75° if the values given above for Op are 
correct. Chappuis, however, assumes that at about 75° Op attains a 
limiting value 

so that beyond I the curve becomes straight. As the pressure at 
100° is more accurately known than 
that at 75 , it is better to repre- 
sent the relation above 100 by a 
straight line AB' through A and 
parallel to the tangent at I, rather 
than by the tangent at I. If we 
continue this line backwards to cut 
the pressure axis at P',,, then P'g 
is the fictitious pressure which the ^ 
gas would have at 0 if its pressure 
coefficient remained constant down to 0° C. We have evidently 

t ii = PjoQ - 100P„a^„„^ 

= 1-000086 

where Pg = 1, and Pjgg = 1 -.367466 in metres of mercury. Putting 
then, to represent the line P'gB', 

P=P'„a + a..V}, 



Correction 
for nitro- 
gen ther- 
mometer. 
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we have 


,1 d? 

“ f ;; ■ de 

-P»a 

^ r» 

= 0-00367348. 


In the formula ordinarily used, i.e. equation (1) above, is taken 
as the mean coeflBcient between 0° and 1 00°, and the line P(,B represents 
the relation. To calculate the error for any temperature-reading 9, 
find the corresponding ordinate to AB and then find the temperature 
which gives an equal ordinate to AB' ; this will be the corrected 
reading (see Art. 92). 

The following table contains the mean values of the expansion 
and pressure coefficients for hydrogen, nitrogen, air, and carbon dioxide 
according to Ghappuis, and for krypton, argon, and helium according 
to Ramsay and Travers.*] 


(iUN. 

Cunst. rre>s. 76 cms. 

Confit. Vol. 

Hydrogen 

-00365985 

; -00.366254 

Xitrogeii 

-0036708 

•00367466 

Ail- 

-0036709 

•00367425 

Carbon dioxide 


•00372477 

Krypton 

-00368 T2 

•0036761 

Argon 

•0036717 

•0036710 

Helium 

•0036628 

•0036640 


125. Method of Variable Pressure and Volume.— A method in 
which neither the volume nor the pressure remained constant through- 
out the experiment was also employed by Regnault. This method is 
based on the assumption that the gas obeys Boyle’s law, and was 
devised by Dulong and Petit for their experiments on the comparison 
of the air and mercury thermometers. It was also employed by 
Rudberg to determine the expansion of air. The bulbs used by Rud- 
berg were spherical and small, containing only 150 to 200 grammes 
of mercury. Regnault employed much larger bulbs, which contained 
800 to 1000 grammes of mercury, and were cylindrical, so as to avoid 
errors due to refraction in observing the level of the mercury surface 
through the glass. The first 023eration was to fill the flask with dry 
air at the boiling point. For this purpose it was immersed in the 
steam of boiling water, and connected with drying tubes and an air 
pump, as shown in Fig. 49, so that it could be exhausted and drv air 

^ P/a/. Traiis.j A.. 1901. 
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iidmitted several times. The bidh, having been thoroughly desiccated 
and filled with dry air, was allowed to remain in the steam for about 
half an hour. The drying tubes were then removed and the tip of 
the stem sealed up, the height H of the barometer being noted at the 
same time. The flask now contains air at a pressure H and tempera- 
ture 6^ which is approximately 100° C. 

The second operation consists in placing the flask as shown in Fig. 
50, with its stem dipping under the surface of a basin of mercury and 
its bulb surrounded by melting ice. In this position the tip of the 
stem is broken with iron pincers, and the mercury rises in the tube 



and partly fills the bulb. While the mercury is rising, the bulb may 
be gently tapped to facilitate the passage through the stem and pre- 
vent a false equilibrium occurring through the sticking of the mercury 
to the walls of the tube. After standing thus for an hour or more 
with the bulb surrounded by broken ice, the height h of the level of 
the mercury in the bulb, over that in the cistern, is measured by 
means of a cathetometer. If H' be the height of the barometer the 
pressure of the air in the bulb i.s now H' - h, and its mass is the same 
as before. It now remains to determine its volume. For this purpose 
a small metal cap containing soft wax is slipped over the tip of the 
stem so as to close it, that the bulb and the mercury it contains may 
be weighed. AVhen this weighing is effected, the instrument is com- 
pletely filled with mercury at zero and weighed again. The difl'erence 
of weight gives the volume previously occupied in the bulb by the 
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air at zero. For if be this volume and V the volume of the whole 
bulb and stem at O'"', and if be the weight of mercury that fills 
the bulb at zero, and w the weight of the mercury that ascended into 
it from the bath, we have 

V ^ tY„ 

v„ \Y„ - w 


The volume of the whole instrument at 9^ is V(1 + gO), owing to 
the expansion of the glass ; therefore, making use as before of the 
combination of Boyle’s and Charles’s laws (Ex. 4, p. 142), we have 
Vfl 


1 -f" dO 




or, from the previous equation. 


or 


W„(l+y9)H = (\V„-wifl +a6l)(H'- .?i), 


1 + 061 = 


t\Vl +y^)H 


The coefficient deduced by Regnault as the mean result of his experi- 
ments by this method was 0-0036623, 
the extreme numbers being 0-0036689 
and 0-0036549. His mean result is 
thus somewhat greater than that de- 
duced by Rudberg ; and Regnault 
attributes this to a source of error 
arising in this form of experiment and 
not noticed by Rudberg. This occurs 
ill the drawing in of small bubbles of 
air with the mercury as the latter 
rises into the bulb in the second part 
of the experiment, and the errors 
arising from this source will be more 
marked the smaller the bulb. This 
aspiration, in Regnault’s opinion, arises 
from the fact that the mercury does 
not wet the glass stem, and a film of 
air enclosed between the mercury and 
glass is drawn in with the mercury as it rushes up the stem after 
the tip is broken oft'. 

In order to avoid this, Regnault encircled the stem with small brass 
rings which amalgamated and made perfect contact with the mercury. 
He also covered the surface of the mercury with a layer of sulphuric 
acid, which was removed before the measui-ement of the height h. 
Regnault conducted a further series of experiments with a modi- 
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fied form of upptaratus. In these investigations the stem of the air- 
Hask was made long, so that when it was opened under mercury the 
mercury rose to a considerable height in the stem, but did not enter 
the bulb. In this case h is large, and the pressure H' - h of the gas 
enclosed is small, but its volume is nearly the same throughout the 
whole investigation, so that the apparatus is practically a form of 
constant volume air thermometer. The coefficient found by this method 
was sensibly equal to that obtained by the foregoing, being O'OO.IfiGS.^. 

The general conclusions at which Regnault arrived after his 
elaborate investigations were — 

(1) That Gay-Lussac’s coefficient, O'OOdTo, was too high, and that 
Rudberg’s, 0'00364.5, was too low, and should be replaced by the 
number 0‘003665. 

(2) That all gases do not possess exactly the same coefficient of 
expansion, and that for the same gas the coefficient at constant 
volume differs somewhat from that under constant pressure. 

(3) That the coefficient of expansion of all the gases examined (except 
hydrogen) increased with the density or initial pressure of the gas. 

(4) That the coefficients of the several gases ai)proach equality as 
the pressure of the gas decreases — that is, when the gas is taken in a 
highly rarefied condition. 

These conclusions imply that all gases do not obey Boyle’s law 
with the same degree of accuracy, but that when they are taken at 
low pressures and high temperatures, or in a highly rarefied state, 
their obedience to the law becomes more and more exact. ^ 


' The mean coefficient found by Balfour Stewart {Phil. Trans., 1863, ji. 425) 
was 0'00.36728. Tlie method employed was .similar to that adopted by Rudberg 
and used by Regnault, but abandoned for the form of apparatu.s in Fig. 20. 
The manometer tubes dipped into a closed reservoir of mercury furnished with a 


screw plunger, by means of which the meri 
the level kept at the fixed mark. 

The following numerical coefficients wei 
gas thermometers : — 

Air thermometer normal 
440 mm. pressure ., 

1490 mm. pressure ,, 

CO., at 464 mm. 

,, ,,741 mm. 

.SO_, at 5SS mm. 

,. ,, 751 mm. 


ury could be forced into the tubes and 

e obtained by Regnault for his various 

272-85 = (-003665)-‘ 

272-98 = (-0036632ri 
272-70 = (-003667r' 

271-59 = (-003682)-' 

•270-64 = (-003695)-' 

263-6 =(-003794)-’ 

261-4 =(-003825)-’ 


In the case of hydrogen, Regnault states that the coefficient used was (-003652)-' 
= 273-82. This as Lord Kelvin points out, must be a mistake, as the eoetlicient 
of dilatation of hvdroven was found to be -0036678 at constant volume, and 
•0036613 at constant pressure {Relation (I es L.rp., tom. i. pp. 7.8, 80, 91, 11.-), 116), 
and he nowhere finds any smaller value than 003661. 

P 
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DILATATION OF CRYSTALS 

126. Three Principal Dilatations. — In the case of isotropic sub- 
stances, the dilatation, like the other physical properties, is the same 
in all directions, but in crystals the ’ expansion in any direction 
depends on the relation of that direction to three mutually rect- 
angular axes, called the principal axes of dilatation, which are not 
necessarily the same as the axes of symmetry or crystallographic axes. 
Thus, in general, crystals expand differently in different directions ; 
and some, while expanding with rise of temperature in one direction, 
contract in the perpendicular direction. For this reason a portion of 
a crystalline substance which is spherical at one temperature will not 
be spherical at any other, and a cubical portion at one temperature 
will not remain cubical when the temperature changes. 

If small bars be cut from a crystal parallel to the dilatation 
axes, their coefficients of linear expansion will differ. The linear 
coefficient of expansion of a bar cut parallel to one axis will be 
that cut parallel to another A,, and that parallel to the third A,. 
It follows, therefore, that if a cube of side at zero be cut from a 
crystal with Its edges parallel to the dilatation axes of the crystal, its 
edges at any other temperature 0" will be 

1 -r /„( 1 + /„( 1 + ). 

Hence its volume will be 

V = +x.,o)(i +,v), 

or 

V = v„(i -r -r A,e)(i + X£). 

The coefficient of cubical dilatation is therefore 


neglecting the products AjA,, etc. 

In the case of amorphous solids and crystals of the cubic system 

zto 
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Aj = Aj = Ajj, and the cubical dilatation is three times the linear 
expansion. 

In uniaxal crystals there is an axis of cry.stalliiie symmetry, 
perpendicular to which the physical properties are alike in all direc- 
tions. If Aj^ be linear expansion parallel to this axis, then the other 
two principal elongations are equal, or A, = A., ; therefore for such 
crystals there are only two principal dilatations, and the cubical 
dilatation is 

a = Xi-i'2X.,. 

127. Change of the Dihedral Angles of Crystals. — One of 
the most noticeable effects of crystalline expansion is the change of 
the dihedral angles, that is the angles between the plane faces of the 
crystal, with change of temperature. Thus if ABCD (Fig. 51 (</)) be 



Fig. .jl. 

the cross section of a square prism of a crystalline substance, cut so 
that the diagonals AC and BD of the section are parallel to two of 
the principal axes ; then, when the temperature rises, AC and BD 
become elongated by different amounts, and the cross section of the 
prism remains no longer square, but changes into a rhombus A'B'C'D'. 
The angles at A atid C become acute, while those at B and D become 
obtuse. If txvo such prisms be cemented together with two edges 
in contact, whose angles become more obtuse by heating, then if 
xvhen cool the two upper faces form one continuous jdane, they 
will, xvhen heated, be inclined as shoxvn in Fig. 51 (jS). Exceedingly 
small inequalities of expansion in different directions may be 
detected in this manner by observing through a telescope the image 
of a distant object formed by reflection at the polished surfaces of the 
combined prisms. 

Mitscherlich seems to have been the first to notice that crystals 
expanded differently in different directions, and his method of 
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observation ^ consisted in determining the variations of the dihedral 
angles of crystals with change of temperature. The angles between 
the plane faces of a crystal may be measured with great accuracy 
by optical instruments, such as the reflecting goniometer, and such 
measurements are in general more exact for these investigations than 
any direct measurement of length. The method, however, does not 
give the absolute dilatation, but only the difference of the coefficients 
of linear expansion in the direction of the diagonals of the prism. 
Denoting these by Aj and A., we have 

tan OB'A' = 1 ^ M = 1 -i (^i - apja'ox. . 

1 + \.jU 

and OB'A' is half the measured angle of the rhombus. 

Another relation between the principal elongations is obtained by 
measuring the cubical dilatation. This gives the sum Aj + A^ + A.^, 
and may be determined by means of the weight thermometer. If 
the crystal is uniaxal we have A* = Aj, and these two measure- 
ments determine the elongations Aj and A.,. Mitscherlich - and 
Dulong determined the cubical dilatation of a number of crystals 
1)V the method of the weight thermometer. Any two other observa- 
tions combined with this determine the three quantities Aj, A^, A.j. 
A series of experiments on this subject was executed by Pfaff,=* who 
found that Iceland spar and beryl contract transversely with rise of 
temperature. 

128. Linear Dilatation in any Direction. — So far we have only 

considered the linear dilatations 
parallel to the principal axes 
of dilatation. The linear dila- 
tation in any other direction 
may lie simply expressed in 
terms of the quantities Aj, A.„ 
A.J, and the angles a, (i, y, which 
the direction makes with the 
axes of reference. 

Let the axes of reference 
OX, OT, OZ (Fig. 52) be taken 
parallel to the three principal axes of dilatation, and let the co- 
ordinates of any point P be x, //, z, at the temperature zero. The 
distance of P from the origin is given by the equation 

'/■-=. IT 

' Mitscherlich, Ann. dc Cliimic et de Physique, 2*-', tom. xxv. p. 108, 1824 ; tom. 
xxxii. p. in, 1826. - Mitscherlich, Forjij. Ann. vol. xli. 

^ Pfati', Puyj. Ann. vols. civ. cvii., 1859. 
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At any other temperature 0, P will occupy a position P', the co- 
ordinates of which are 

(i+M);/, (i-rx/K 

and the distance /' of P' from the origin will he 

y ' = (1 “T -f {1 + + (1 -r 

or approximately 

=: j'- ~ 2tf(X^.vr \,y~ -i- X;;-”). 

Now, by the expansion, the line OP becomes the line OP', and there- 
fore the linear dilatation in the direction OP, that is of a bar cut 
parallel to OP, is 



But since r + / is very nearly equal to 2/', we have 

^ _ »■'- - -t- 

I'S r'- 

or 

X = X,coV-a + XjCos'-p -r X.,cos'-' 7 , 

where a, (3, y are the angles which OP makes with the axes of 
reference. Thus by three measurements of A made in any three 
known directions, the quantities A^, A.„ A^ can be calculated. 

Cor. 1. The linear dilatations. A', A", A'", in any three mutually 
rectangular directions are such that their sum. A' -t A" i- A'", is constant, 
and equal to the cubical dilatation. 

Cor. 2. In a direction equally inclined to the axes we have 

coS”a = cos'-jS = cos^ = 

and a single measurement of A in this direction gives the cubical 
dilatation a = .3A. 

Cor. 3. There are an infinite number of directions parallel to 
the generators of the cone (when real) 

X|i" rX..y- + X,,;‘ = 0, 

along which there is neither contraction nor expansion. 

This property is possessed by certain classes of marble. Brewster 
suggested the use of a rod of marble cut in this direction as a pen- 
dulum of invariable length. 

129. Fizeau’s Optical Method. — An optical method depending on 
the colours of thin plates was designed by M. Fizeau ^ for the measure- 
ment of the dilatations of crystals and other substances, which can 

^ Fizeau, de Ckimic et de Physique, tom. ii., 1864 : and tom. viii. 

p. 335, 1866. 
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only be obtained in small fragments. The substance to be examined 
was cut into a plate with parallel faces, and from 1 to 10 mm. thick. 
This plate, P (Fig. 53), rested on a plane metal disc, AB, which was 
supported on three adjustable screws passing through it near the 
circumference. On the upper extremities of these screws rested a 
glass plate, CD, which could be brought very close to the crystalline 

C X) plate by adjusting the supporting screws. 

1"^ A beam of light fell perpendicularly on the 

A tarn ■— nm R glass plate, and passing through was partially 

reflected at the upper surface of the crystal. 
When the air film between the glass plate 
p and the ciystal is sufficiently thin, coloured 

^ fringes are proilnced, which vary with the 

js- thickness of the film.' When the tem- 

perature rises the thickness of the crystalline plate changes, as 
well as the letigths of the screws supporting the glass plate. 
Hence the thickness of the air film between the glass plate and 
the crystal will change by an amount equal to the difference of 
the expansion of the crystal, and the expansion of the length of 
screw between the metal and glass plate. But when the thickness 
of the air film changes the fringes are displaced, and from observation 
of this displacement the change of thickness can be calculated, and 
hence the expansion of the crystal deduced. 

By this means exceedingly small change.s of thickness can be 
observed. Thus in order to displace Newton's rings through the 
width of a bright or dark band, a change of thickness of the air film 
of one-fourth of a wave-length of light is sufficient. For yellow light 
the wave-length is about 0'000.')9 mm., and a displacement of one- 
fifth of a band width can be easily observed, so that a change of 
thickness of the air film of less than -(o of a millimetre can be 
detected. Thus a plate of rock crystal 5 mm. thick dilates by about 
.,4^ of a millimetre, when the temperature changes from 10' to 50'’ 
C., and this would give a displacement through nine entire fringes. 

In order to observe the disjdacement of the fringes, lines were 
ruled on the glass, and the position of the fringes with resjrect to 
them could be observed. The light thus acts the part of a most 
delicate micrometer, the only condition necessary being an exact 
knowledge of the wave-length of the light employed. 

' If the- surfiiues wen- accurately plane and parallel, a beam of parallel light 
falling on the .ipparatus would not pioduce fringes, but only a certain colour over 
the tilm ; in practice, however, perfectly plane surfaces are never realised, and 
fringes of some sort are always presented. 
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The whole apparatus could be placed in an oven, and maintained 
at any desired temperature. The expansion of the screws was 
determined by making observations without the plate of crystal 
between. The earlier forms of the apparatus were made of steel, but 
in the later an alloy of platinum with ,L- of iridium was used, on 
account of its greater stability in all respects. If the crystalline plate 
is transparent its lower face should be blackened to prevent reflection 
at that face, and thus secure greater distinctness of the fringes. 

Fizeau worked with three equidistant temperatures — 10 , 40°, 
70° C. Writing A. and a in the forms 

-T fi - 40' I 
a - c-rd{$ — 40°) 

he obtained for emerald, which belongs to the hexagonal system, 

X,=. - 0-00000106 f0-0000000ni(e-40 ,1 
A,J= +0-00000137 -rO-OOOOOOOl;33(0 ~ 40 ) ; 

hence 

a = ,\j + -2\., = 0 -00000168 + 0-00000003S0(e - 40 ). 

Thus within the range observed Aj is negative, and emerald con- 
tracts along this axis as the temperature increases. It also appears 
that the cubical dilatation a is positive above the temperature - 4' '2 C. 
and negative below it, and consequently at this temperature emerald 
appears to present a maximum density as in the case of water at 
4° C. For diamond, which belongs to the cubic system, 

a = 3X = 0-00000:!r>4 + 0-000000043-2, e - 40';, 

and a maximum density is presented at the temperature - 42° C. 

In the case of oxide of copper (cubic system) 

a = 3X = 0 -00000279 + 0 -000000063( 0 - 40'), 

so that a maximum density is presented at the temperature - 4 -3. 

Iodide of silver exhibited a negative coefficient of dilatation 
throughout the whole range of temperature employed, - 10 to + 70°. 
Within these limits it contracts when the temperature rises, and 
expands again on cooling. The formula for a, hoxvever, points to a 
minimum density at the temperature — 60’ C. 

[An improved form of Fizeau’s apparatus has been used by A. E. 
Tutton 1 in determining the expansion of crystals and also of porcelain. 
The light was produced by a Geissler tube, the C and F lines of 
hydrogen and the green line of mercury being found most useful. 
The cover-glass CD (Fig. 53) xvas slightly xvedge-shaped, so as to 
throw the light reflected from the first surface out of the field of 

' Phil. Trans, vol. cxci. p. 313, 1898. 
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view of the observing telescope, as this light would interfere with the 
production of fringes. The wedge-shaped cover-glass was corrected 
by a similar wedge-shaped glass arranged above it, but turned the 
opposite way. The temperature could be raised to 120' C. It was 
found that, in order to measure the temperature accurately, the 
thermometer should be in actual contact with the tripod and not 
merely hung in the enclosure. The instrument could be arranged to 
give approximately the absolute linear expansion of the substance, by 
eliminating the effect of the expansion of the screws by means of an 
(duminium compensator. This is a plate of aluminium of such thickness 
that its expansion is very nearly the same as that of the projecting 
parts of the iridio-platinum screws. As the expansion of aluminium 
is more than double that of iridio-platinum, when the compensator is 
laid on the table AB plenty of room is left above it for the crystal 
to be experimented on. If the crystal does not reflect well, the 
compensator may be laid on it, and the reflecting surface of the 
aluminium used instead. The compensator does not, however, add 
anything to the accuracy of the instrument. The reflecting surfaces 
being nearly true planes, the fringes 2 >roduced were nearly straight 
and travelled across the field of view as the substance was heated. 
A correction was made for the change in refractive index of air on 
heating.] 
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C'ALORIMETRV 

SECTION I 

INTKODUCTORY 

130. The General Methods of Calorimetry. — The measurement 
of quantities of heat by any method has been styled calorimetry, and 
there is perhaps no department of scientific research in which experi- 
mental skill is more constantly and severely tested. In such measure- 
ments we require no knowledge of the ultimate nature of heat, whether 
it be a fluid or an action, either at a distance or propagated through 
a medium ; the estimation is simply based on the measurement of 
some effect attributed to heat. For this reason the term “ quantity 
of heat,” although introduced at a time when heat was supposed to 
be a fluid, may still be retained with a certain definiteness of meaning, 
independent of any theory, just as quantities of light and quantities 
of electricity are referred to with a certain amount of intelligibility 
without necessarily implying a complete knowledge of the ultimate 
nature of either. 

The general methods adopted for the measurement of quantities 
of heat may be placed under two heads, depending on 

(1) Change of State, or Latent Heat Calorimetry. 

(2) Change of Temperature, or Thermometric Calorimetry. 

The first group embraces those methods which are founded on the 
fusion of solids, or the condensation of vapours, or on the reverse 
operations, and includes the ice and steam calorimeters. This method, 
since it depends on the latent heat of fusion or evaporation, requires 
the use of fixed temperatures only, and does not necessitate the 
employment of a thermometer. The second group, on the other hand, 
embraces those methods in which the temperature is variable, and the 
measurement essentially depends on changes of temperature. In this 
system the estimation is reduced to the observation of temperatures, 
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and the thermometer becomes the instrument of prime importance. 
For this reason it has been termed thermometric calorimetry. It 
embraces the celebrated method of mixtures so extensively employed 
by Eegnault, and the method of cooling which was perfected by 
Dulong and Petit. 

131. Units and Quantities of Heat. — The employment of these 
two general methods in calorimetry has led to the adoption of two 
different units of heat. In the method of latent heat the substance 
usually employed was ice, and quantities of heat were measured by the 
quantities of ice which they melted. The unit of heat in this system 
was naturally the quantity of heat required to convert unit weight of 
ice (at the melting point) into ice-cold water. In the second system, 
quantities of heat were measured by the quantities of water which 
they raised through some definite range of temperature, and the unit 
chosen in this system was that which is now generally adopted, namely 
the quantity of heat required to raise unit weight of pure water one 
degree in temperature. When the unit of weight is taken as one 
gramme, and the degree centigrade as the interval of temperature, the 
unit of heat may be termed a calorie, and it is in terms of this unit 
that quantities of heat are now chiefly expressed. The first unit is 
about eighty times as large as this, or the quantity of heat required 
to liquefy any mass of ice without raising its temperature would raise 
the temperature of a mass of water eighty times as great through one 
degree centigrade. It is in this sense that the latent heat of ice is 
said to be 80. 

A third method of obtaining eipud quantities of heat, or any 
multiple of a quantity, is by means of a steady flame, or any body 
maintained in a state of steady incandescence, or by a wire kept at a 
steady temperature by means of an electric current. Thus a certain 
quantity of heat will be developed by the combustion ^ of a gramme 

' If equal quantities of heat be given to equal masses of two substances tlieir 
.specific heats will be inversely as the correspoiniing changes of temperature. The 
electric inethoil was i inployed by Joule, and the combustion method was used by 
Black, but soon abandoned on account of its nianj' sources of inaccuracy. It was, 
however, more recently used by Thomsen (Journal Jc I'/iysiouc, tom. i. p. .35) with 
greater success. (Hirn's method is mentioned below, p. 327.) Thomsen operated 
with about a litre of liquid placed in a calorimeter, which was heated centrally by 
the combustion of a certain mass of hydrogen, which was the same in all exj)eriuients. 
He commenced each experiment with the temperature of the calorimeter as much 
below that of the air as its final tenqierature was above it. Marignac employed a 
large-bulbed thermometer Idled with water as heater (Hirn’s niethodj, and eliminated 
the radiation correction by varying the mass of liquid in the calorimeter, so that the 
final temperature was the same in all experiments, and the same as that attained by 
a known quantity of water in another experiment. The quantity of heat supplied 
being the same in all cases, it followed that the sjiecitic heats of the various sub- 
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of hydrogen in oxygen, and n times as much will be ])ioduced by the 
combustion of n grammes under the same conditions. This method, 
however, suffers from many imperfections, and is difficult to work 
with, besides requiring for accuracy many precautions and auxiliary 
experiments. 

The convenience of the calorie arises parti}' from the comparative 
facility with which pure water can be procured, and from the fact 
that sensibly the same (piantity of heat is required to raise the 
temperatuie of a given mass of water one degree at any temperature 
between the freezing and boiling points. This projjerty of water 
must be tested by mixing equal masses, or known masses, of water at 
different temperatures, and observing the resulting temperature of 
the mixture. If equal masses at temperatures 0 and 0' be mixed, 
and if the same quantity of heat is required to raise the temperature 
of each one degree at all parts of the scale, then the temperature of 
the mixture will be the arithmetic mean of 0 and 0', that is + 0'). 
If the temperature of the mixture differs from this when all correc- 
tions are allowed for, it is to be concluded that the quantity of heat 
required to raise the temperature of the mass one degree is not the 
same at all temperatures, or, in other words, the thermal capacity 
(Art. 23) of the mass varies with the temperature. 

If the unit of heat is definitely chosen as the quantity of heat 
which will raise the temperature of one gramme of water from 19^ '5 to 
20"‘5 C., then a quantity Q of heat is that which will raise the tempera- 
ture of Q grammes of water through the same interval, and not the 
quantity which will raise the temperature of one gramme of water Q° 
C. The latter quantity will be the same as the former only if water 
happens to possess the same thermal capacity at all temperatures. 
The most recent investigations on this subject show that the thermal 
capacity of water is not exactly constant, but diminishes slightly from 
zero to about 40^ G., and then gradually increases again. It thus 
exhibits a minimum value at about 40 C. The variation is, however, 
very small, and consequently we shall hereafter speak generally of 
water as if its thermal cap.acity remained constant at all ordinary 

stances were iiiverseh’ as the niaNSes. For it t> be the quantity of heat supplied in 
each case by tlie lieater, R the (pnintity lost by radiation, and 6 the change of 
temperature, we have for ma.sses m and m ' — 

(.1 - R = >iis0 = m's'0, 
or 

S _ HI 

s' III 

The results obtained by Thomsen and Marignac by these methods agree remarkably 
well. 


Specitio 
heat of 
water. 
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temperatures, and with this license we can say that the quantity of 
heat required to raise the temperature of m grammes of water from 
d to O' is 

^l~w{6' ~ d\, 

and this assumes that the specific heat of water is unity between the 
temperatures 0 and O'. 

In most cases in which quantities of heat are measured it is 
assumed that in the interchange of heat between two bodies the 
quantity of heat which one loses is the same as the quantity which 
the other gains. No third body is supposed to take part in the opera- 
tion, and heat is supposed not to be developed or destroyed by 
chemical or other actions between the bodies. Thus if two bodies 
A and B at different temperatures are simultaneously immersed in a 
known weight of water, they raise its temperature by a certain 
amount, and it is found that the final temperature of the water is 
the same if A and B are first brought into contact, so as to come to 
the same temperature before immersion. In the first case the heat 
is directly transferred from A and B to the water ; in the second 
case some of the heat passes from A (supposed the warmer) to B 
before immersion, and is afterwards transferred to the water ; finally, 
however, the whole quantity received by the water is the same in 
the two cases. 

The final admission is, that if a body absorbs a quantity ^ of heat 
in changing its temperature from 6 to O' under given conditions, then 
during the reverse process, during the passage of the body back again 
from 0’ to 0 under exactly the same conditions, the same quantity Q 
of heat will be evolved by the same body. If this were not so, a body, 
when alternately heated and cooled under the same conditions, would 
act perpetually as a source or sink of heat, and the principle of the 
conservation of energy would be violated. To the calorists, who 
regarded heat as an indestructible fluid, this equality appeared self- 
evident, and was accordingly tacitly assumed. From the point of view 
of the dynamical theory, however, heat may be called into existence 
by mechanical actions, and it is not the quantity of heat, but the 
quantity of energy in a system that is conserved. Hence it does not 
necessarily follow that a body will absorb the same quantity of heat 
in passing from one state A to another B as it will evolve in returning 
from B to A. If, however, it passes back again from B to A in the 
reverse order, through exactly the same series of states and under 
exactly the same conditions as during its passage from A to B, the 
quantity absorbed will be equal to that evolved. The consideration 
of such transformations will be more fully entered into in Chap. VIII. 
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132. Speeifle Heat. — The specific heat of a substance has been 
already defined (Art. 23) as its thermal capacity per unit mass, or, in 
other words, the ratio of the quantity of heat required to raise the 
temperature of a given weight of it by a given amount to the quantity 
necessary to raise the temperature of an equal weight of water by the 
same amount. Now, since the unit of heat is taken to be the quantity 
which raises the temperature of one gramme of water 1^ C., it follows 
that the quantity which will raise the temperature of a gramme from 
0 to 6' will be simply O' - 0 ; and consequently if a quantity Q raises 
the temperature of one gramme of any substance from 0 to O', the 
specific heat of the substance will be, by definition, 

(> 

~ o' 

In this case s is the mean specific heat of the substance between 0 and 
0' ; and if we wish to speak of the specific heat of a substance at any 
temperature 0, we must take 0' infinitely near 0. Denoting the 
infinitesimal difference 0' - 0 by dO, and the corresponding quantity of 
heat by dQ, we have 

(iq 

'~dB' 

That is, the specific heat of any substance at the temperature 0 is the 
ratio of the quantity of heat dQ required to change the temperature of 
unit mass by an amount dO to the change of temperature dO. 

In general, when the specific heat of any substance is spoken of, Case of 
the conditions under which the change of temperature occurs should 8“es. 
be distinctly specified, for the temperature of a body may be varied 
by mechanical actions alone. Thus, the temperature of a gas may be 
raised by compression, so that here we have dQ equal to zero, while 
do does not vanish, and the specific heat would appear to be zero. On 
the other hand, a finite quantity of heat may be given to a gas, while 
at the same time it is allowed to expand so as to remain at a fixed 
temperature. In this case dO vanishes and dQ does not, so that the 
specific heat is infinite. The expansion of the gas might also be 
permitted to proceed so far that, although heat is actually given to it, 
yet its temperature will be lowered, that is, dO will be negative, and 
the specific heat may thus have any negative value. It thus appears 
that the specific heat of a gas may have any value between + oo and 
- 00 , according to the conditions under which the heat is communicated. 

To speak with definiteness, therefore, of the specific heat of a gas, it is 
necessary to assign the conditions under which the temperature changes. 

For example, we may speak of the specific heat under constant pressure, 
or at constant volume. 
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Liquids In the case of liquids and solids, the compressibility is so small that 

and solids, conditions of all ordinary experiments changes of volume 

need not be taken into account, and we are not complicated with a 
multiplicity of specific heats, as in the case of a gas. Each liquid and 
solid may therefore be said to have a definite specific heat at each 
temperature ; but the specific heat of each substance is not the same 
at all temperatures. As a general rule it may be said that the specific 
heat of a solid or liquid increases with the temperature. 

Setting out with a solid, say at zero, the relation between the 
quantity of heat supplied to it, and the corresponding elevation of 
temperature, is roughly shown by Fig. 54. Measuring temperature 
parallel to the axis of OX, and quantities of heat parallel to OY, the 
ordinate of any point on the curve OA represents the quantity of heat 
given to the solid in raising its temperature from zero to that repre- 



sented by the corresponding abscissa. If the specific heat were constant, 
OA would be a right line, and the tangent of the angle which it makes 
with OX would represent the specific heat. If, however, the specific 
heat increases with the temperature, OA will be convex towards the 
axis of and the trigonometrical tangent of the angle which the 
tangent to OA at any point makes with OX will be the specific heat 
(IQjdO at the temperature corresponding to that point. 

At the point A, fusion is supposed to begin, and a certain quantity 
of heat (the latent heat of fusion), represented by the vertical line 
AB, is communicated to the body without any change of temperature. 
At B liquefaction is complete, and the curve BC applies to the liquid 
in the same manner as OA does to the solid. Similarly, CD represents 
the latent heat of vaporisation, and DE applies to the vapour under 
some definite conditions of pressure and v'olume. 

Mass and In the foregoing, the comparison has been made between equal 
volume. masses of different substances, and this may therefore be referred to 
as the mass specific heat. If the comparison had been made between 
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equal volumes, that is, if the specific heat had been taken to be the 
quantity of heat required to raise the temperature of unit volume of 
the substance 1° C., this might be termed the volume specific heat. 
The relation between the two is very simple. For if a quantity Q of 
heat raises the temperature of a mass m through 6°, then 

Q=,iise, 

and if the same quantity raises a volume v through 0°, we have 

Q=vs'e, 

where s' is the volume specific heat and r is the volume of the mass 
m. Hence 

/ 

S =5 =.s*p, 

r 

where p is the density of the substance referred to water. 
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THE METHOD OF MELTING ICE 

133. Black’s Ice Calorimeter. — The earliest form of ice calorimeter 
was that devised by Black. It consisted merely of a block of pure ice, 
free from hubbies, in which a cavity (Fig. 5-5) was hollowed out. The 
mouth of this cavity was covered over by another slab 
of ice, so that a chamber was obtained, which was 
enclosed on all sides by ice at the melting point. 

In making an experiment, a known weight of the 
substance under examination was heated to some 
definite temperature, say the boiling point of water. 
The ice chamber was then carefully dried with a 
sponge or blotting-paper, so that no water was left adhering to its 
walls. The heated body was then quickly placed within, and the 
upper slab laid over the mouth of the chamber. The body quickly 
fell to the temperature of melting ice, and a certain quantity of ice 
was liquefied. This quantity was estimated by wiping dry the whole 
interior of the cavity, as well as the surface of the body, with a cold 
sponge (or blotting-paper), which had been previously weighed. The 
increase of weight gave the quantity of water absorbed — that is, the 
mass of ice melted. 

If the unit of heat be taken as that which melts unit mass of ice at 
zero, then the quantity of heat given out by the body in this experi- 
ment will be numerically the same as the mass of ice melted, that is 
w, suppose. But if the initial temperature of the body be O', its final 
temperature 0°, its mass /«, and its specific heat s, the quantity of heat 
given out will be msO. Consequently we have the equation 

msB = v:, 

where m and w are expressed in the same units. Expressed in ordinary 
units of heat (calories) the equation would be 

where L is the latent heat of ice, or the quantity, expressed in calories, 
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which will melt a gramme of ice ( = 79‘25). If the value of L, whichmay 
be called the constant of the calorimeter, be not known, an experiment 
will be necessary in order to determine it. This may be effected by 
introducing into the ice-chamber a weighed quantity of water at a known 
temperature, and finding as before the quantity of ice melted. 

The chief objection to this apparatus is the difficulty of procuring 
large pieces of ice of sufficient purity. 

134. Lavoisier and Laplace’s lee Calorimeter. — A modified form 
of Black’s calorimeter was devised by MM. Lavoisier and Laplace,' in 
which the necessity for large blocks of pure ice is avoided. It consists 
essentially of three chambers (Fig. 56) contained one within the other. 
The inner chamber AB contains the 
hot body whose specific heat is 
desired. This chamber is surrounded 
by another, and the space C between 
them is packed with broken ice at 
zero. A tube F leads from this 
chamber and drains off the water 
resulting from the melting of the ice. 

This water is weighed and the 
specific heat of the substance is 
estimated as before. In order to 
avoid heating from outside, a jacket 
of ice DDD surrounds the second 
chamber. For this purpose, the 
space between the second chamber 
and the outside walls of the instru- 
ment is filled with broken ice, and 

LavoiMeranu LaplacDs Ice Caloi'inu'ter. 

as the ice is melted iti this chamber 

by radiation from outside, the water drips away by the tap E. 
When the apparatus is in proper condition for an experiment, there 
should be no How from the tap F, but a constant drip from the tap E. 
If now a hot body is placed in the chamber A, its heat will be given 
out to melt the ice in C, causing a corresponding flow of water 
from F. 

This apparatus requires a large quantity of ice, and large masses 
of the substance under examination, and consequently a long time for 
the execution of an experiment, and the trifling advantage it possesses 
over Black’s simple apparatu.s in not requiring the use of large blocks 
of pure ice is more than counterbalanced bj' difficulties of the gravest 
nature in estimating the quantity of ice melted. This arises from the 
^ >1*' V Ai'.cuh' ii\h\ 1780 ; (£iivrcs tU Lavoisic/', tom. ii. p. 283. 
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water adhering to the ice, and remaining in the interstices between the 
fragments. At the beginning of the experiment, the ice is mixed with 
a certain quantity of adhering water, which in all probability will be 
considerably different at the end of the experiment, for during the 
experiment the size and arrangement of some of the ice fragments will 
alter. Hence the quantity of water which drains off through the tap 
F during the experiment does not accurately represent the quantity of 
ice melted, nor have we any means of estimating the probable error 
thus introduced. 

In the hands of Lavoisier and Laplace this instrument yielded 
fair results, but with less scientific and careful experimenters the 
adhesion of the water to the ice might easily lead to great inaccuracies. 
In order to avoid this difficulty. Sir John Herschel suggested that the 
water should not be drained off, but that it and the ice should be kept 
together, and the whole bulk measured before and after melting. 
The diminution of bulk would thus give the quantity of ice melted 
during the experiment. An ingenious method of measuring this 
change of volume has been devised by Bunsen ‘ in his ice calorimeter, 
an instrument possessing many novel features of remarkable beauty 
and interest. It is particularly valuable for measuring small quanti- 
ties of heat, and by means of it Professor Bunsen has determined the 
specific heats of rare metals, such as indium, which can only be ■ 

obtained in small quantities. It is, 
however, by no means easy to work 
with, and the theoretical conditions 
which are supposed to be fulfilled are 
difficult to realise in practice. 

135. Bunsen’s lee Calopimetep. — 
As already stated, this apparatus is 
designed especially for the measure- 
ment of the change of volume which 
occurs during the liquefaction of ice. 
For this purpose a cylindrical test-tube 
A is fused into a larger cylindrical 
glass bulb B, as shown in Fig. 57. 
The bulb B is furnished with a glass 
stem CD, which terminates in an iron 
collar D. This stem is filled with 
pure boiled mercury, which also occupies the bulb to the level ji. The 
remainder of the bulb above fi is filled with pure boiled water. A 

1 Pitgg. Ann. vol. cxli. : Amt., ih Chhnic ef P/ufs., S'-', torn, xxiii. |i. 50 ; Phi/. 
Mag., ISn, vol. xli. P- 161. 
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calibrated narrow glass tube S, furnished with a luillimetre scale, is 
fitted into a cork with fine sealing-wax, and then passed through the 
mercury in the collar D, and made fast in the mouth of the tube CD, 
so that it becomes filled with mercury ; and by adjusting the cork in 
the mouth of the tube CD, the extremity of the mercury column in the 
scale-tube S can be placed at any convenient point. To effect this 
without risk to the fragile apparatus, the instrument is supported by 
the iron collar D in a vice. 


In conducting an experiment, the first operation is to freeze some 
of the water in the bulb B. For this purpose the ice-producing 
apjiaratus shown in Fig. 7)8 was employed by Bunsen. F and G 
are two semi-cylindi-ical titi-plate 


vessels, which are connected liy 
tubes with the test-tube A of the 
calorimeter, as shown in figure. 
The vessels F and G contain 
alcohol, and are both placed in a 
freezing mixture. By suction the 
cold alcohol can be passed to 
and fro from F to G through the 
calorimeter tube A, and by this 
means the water in the bulb B 
can be reduced to the freezing 
point. 



The temperature of the air- 


freed water in B must be reduced 


farbelowthe normal freezingpoint tig. :.8. 

before solidification sets in, while 

the outside of the bulb becomes covered with a coating of ice, deposited 
from the moisture of the atmosphere. At last, when the temperature 
has been greatlv reduced, the formation of ice suddenly begins, and 
spreads in a few seconds from the bottom of the tube A to the top of 
the bulb B. Within these limits the bulb is filled with thin plates 
and needles of ice, but from the bottom of A to the level of the 
mercury below, the water is not frozen. By continued cooling a 
shell of solid ice may be gradually formed around A, from 6 to 1 0 mm. 
in thickness. On account of the low temperature of the alcohol, the 
ice shell is much below zero, and if the instrument is now packed in 
snow at zero a slow progressive freezing will take place in the water 
fora lontr time. Bunsen found that in this manner about 2 grammes 
of water were frozen at the temperature of melting snow during the 
first seven hours, and that this progressive freezing was sensible for 
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114 hours. After this time the whole apparatus had come to zero, 
and the freezing ceased. 

In making an experiment, the instrument is packed in pure snow, 
and some pure water is placed in the tube A. The temperature of 
the whole apparatus is now zero, and it may be maintained in this 
condition for a week or more if some fresh snow is added from day to 
day. It is ver}' important that the snow should be quite pure, for if 
it contains even traces of impurities its melting point is lowered, and 
a slow progressive freezing of the water in the bulb takes jilace.^ It 
is also well to work in a room which is at a temperature not much 
above the freezing point, and before the instrument has assumed the 
constant temperature of the snow it is necessary to see that a thin 
layer of water is formed between the ice shell and the sides of the 
glass tube A, so as to avoid inequalities of pressure. 

In order to interpret the indications of the instrument, a known 
mass of water m, at a definite temperature t), may be introduced into 
the tube A. In falling to zero this gives out a quantity of heat 
mO, and in consequence of the melting of the ice the mercury in the 
tube S recedes through n divisions of the scale. This gives the 
relation between the quantity of heat supplied in any experiment in 
the tube A, and the corresponding recession of the mercury along the 
scale S, for if 7 is the quantity of heat corresjionding to each division, 
we have 

nlH = ihii. 

In determining the specific heat of any substance, a fragment of it 
is heated in a steam-jacket, and the test-tube is partially filled with 
pure distilled water. The heated fragment is quickly immersed in it, 
a plug of cotton-wool being placed at the bottom of A to prevent 
fracture. The water in A is initially at zero, and its lower strata 
become warmed by the hot body ; but water being denser for some 
range above zero than at zero, the heated water remains at the 
bottom of the tube, and gives up its heat in melting the ice in the 
bulb B. If the mercury recedes through n' divisions of the scale, the 
whole heat given up by the body in cooling to zero is nq. Hence, if 
nh be the mass of the body and O' its original temperature, its specific 
heat is given by the equation 

III sd — u >j. 

Hence 

Hill’d 
nl lid 


* Profi-3S(ir C. A'. Boy^ foinid th.it this effect was largely reduced when the bulb 
Has provided with a protecting glass cover (Phil. Mufj. vol. xxiv. p. Z14, 1887). 
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III pnictice, the end of the mereurv eolumii does not reniain stationary, 
but may vary in either direction by two or three divisions per hour. 
The error arising from this variation is approximately proportional to 
the time, and is corrected by observing the motion of the index for 
half an hour before and half an hour after the experiment. If a 
variation of scale divisions occurs in a time before the experiment 
is commenced, and n., in a' time .after it is completed, the mean rate 

of variation during the experiment may be taken eipial to + 


and this multiplied by the time of the experiment gives the whole 
correction to be applied to the reading arising from this cause. 

The accuracy of the instrument depends essentially on the care 
with which all the air has been expelled from the water enclosed by 
the bulb B. In order to secure this, the bulb is at first about half- 
filled with water, and placed mouth downwards over a lamp, so that 
the water can be boiled and the <air expelled through the tube CD. 
During this process the mouth of the tube CD, which has not yet been 
fitted with the iron collar, dips into a vessel of boiling water. "When 
the water in the bulb has been boiled away to about one-third of its 
original bulk the lamp is removed, and as the instrument cools the air- 
free water is siphoned over into it through the tube CD from the vessel 
into which it dips. The instrument i.s now ])laced njiright, and the 
water for the most part siphoned out of the tube CD, which is then 
well dried by a current of dry air, and the iron collar is fastened on 
with the finest sealing-wax. The final filling-in of boiled mercury is 
done with a capillary glass tube, so as to avoid the remaining of any 
air bubbles on the sides of the tube. 

By pressing the cork which carries the scale S a little deeper into 
the mouth of the tulie CD, the end of the mercury thread may be 
placed at the same point of the scale at the beginning of each 
experiment, and the same part of the scale may be used throughout 
a series of investigations. Over a hundred experiments may be made 
with the same cylinder of ice, so that a single freezing will suffice for 
a week, if care be taken to renew the snow around the instrument 
every night and morning. 

Prom the mode of standardishig the instrument, it is clear that 
no error is introduced by an inaccurate knowledge of the latent 
heat of ice. Eadiation errors are also entirely eliminated by the 
packing in snow, if the temperature of the latter experiences no 
variation. 

[The accuracy attainable in Bunsen's method of calorimetry is 
limited by the fact that a given specimen of water can freeze into ice 
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of (liti'ereiit densities. The error due to this cause would not, however, 
exceed about 1 in 1000.’] 

By means of this apparatus the latent heat of fusion of ice may be 
estimated if the volume of each division of the scale tube be known, 
and if the expansion of water on solidifying at zero be also known. 
By this means Bunsen found the value 80'025, while the values found 
by Kegnault, Person, and Hess, by other 'methods, were 79'1, 80 '0, 
80'3, respectively. 

' J. H. A’iiireiit, Prvc. Roij. Svc. vol. Ixix. p, 442, ll>02- 
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136. Preliminary Considerations. — The most prevalent method of 
calorimetry hitherto employed has been fonnded neither on the 
melting of ice, nor on the evaporation or condensation of a liquid, nor 
on any principle of latent heat, but on the measurement of heat by 
the change of the temperature of water. This method passes under 
the name of the method of mixtures,' and since the time of Regnault 
has been regarded as the method y«/r cxi-eUchci’ in the science of 
calorimetry. 

Let us suppose that two bodies, Aj and A.,, of masses //q and )//.„ 
and specific heats sq and are at temperatures 0^ and 6 If Aj and 
A, are placed in contact, heat will pass from one to the other, and 
a common temperature 6 intermediate between and d., will be 
attained. The quantity of heat lost by Aj will be - 0), and 

the quantity gained by A., will be - 0.,). Consequently, if the 

only interchange of heat is between A, and A.„ that is, if they neither 
obtain heat from nor lose heat to other bodies during the period of 
equalisation of temperature, the heat lost by Aj will be ecjual to that 
gained by A.„ or 

If A., be a mass of water, s., will be equal to unity by definition, and 
the specific heat of Aj will be given by the equation 

_ in.,' t) - 0.,) 

In this equation Sj represents the mean specific heat of A^ between 
the temperatures 0 and 

It has been supposed so far that thermal equilibrium takes place 
between Aj and A., without loss or gain of heat, that they neither give 
heat to nor receive heat from other bodies during the period of equal- 

' This method wa.s employed by Black. 

2.31 
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istition of temperature. In practice it is imjjossible to secure this 
condition accurately, and in general there will be interchange of heat 
with other bodies. For this reason corrections must be applied, and 
special apparatus adopted, to eliminate or minimise such errors. The 
whole science of calorimetry consists in the invention of such apparatus 
and the adoption of such precautions as will lead to an accurate 
estimate of these corrections. 

137. The Water Calorimeter. — The principal piece of apparatus 
necessary for the determination of specific heats by the method of 
mixtures is the water caloiiineter. This consists of a cwlindrical 
vessel (Fig. -59) made of very thin brass or copper or silver, and 

sustained within a somewhat larger and 
stronger vessel by non-conducting supports. 
The inner vessel contains a known 
quantity of water in which the body 
under investigation is placed at a known 
temperature, and the change of temperature 
of the water is noted by means of a 
delicate thermometer immersed in it, 
which may be observed at a distance 
through a telescope. In order to diminish 
the loss of heat by radiation and con- 
duction during this observation the out- 
side of the inner vessel and the inside 
of the outer are both carefully polished. 
By this means the emissive power of one and the absorbing power 
of the other are greatly reduced. The inner vessel is supported 
by feebly-conducting threads EE stretched horizontally across the 
outer, and it is maintained in its place by wooden pegs CC which pass 
through the walls of the outer vessel near its mouth, and press 
against it so as to keep it steady. 

[The method of lagging the calorimeter with cotton wool or other 
non-conductors, which is often recommended, diminishes the loss of 
heat considerably, but renders it very uncertain and variable, and 
should never be used in work of precision. The bad conductors take 
so long to reach a steady state that the rate of loss of heat at any 
moment depends on the past history more than on the temperature of 
the calorimeter at the moment. A more serious object i(jn to the use of 
lagging of this kind is the danger of its absorbing moisture. The least 
trace of damp in the lagging, or of moisture condensed on the surface 
of the calorimeter, may produce serious loss of heat by evtiporation.’] 

' Ency. Erit., Alt. “ Caloiinietry. ’ 
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III every investigation it is supposed that the inner vessel and 
its accessories, such as the stiriing-rod and the thermometer, have all 
the same temperature at the beginning and also at the end of an 
experiment. Let us suppose that a body of mass in, at a temperature 

0, and of specific heat s, is immersed in the water, and let the tempera- 
ture of the water rise in conseijnence from to 6.,. During this 
process not only the water, but also the metal of the inner vessel and 
the material of the thermometer and stirring-rod, have been raised 
from 0^ to 0.„ and their thermal capacities must therefore be taken 
into account. In the case of a body of mass lUj and specific heat 
the quantity of heat necessary to raise its temperature D C. is nq*’,, 
and this is numerically the same as the mass of water which the same 
quantity of heat would raise 1 C. in temperature. For this reason 
wijsq is termed the uvfi'r I’qiiiralcnl of the body, for it is numerically 
equal to the mass of water which possesses the same thermal capacity. 
Hence if W be the water equivalent of the calorimeter and its 
accessories, as well as of the water w contained, we have 

W =. It' 1 III ■ III >■{. 

where wq, w.„ wq refer to the metal of the ves.sel, the mercury of the 
thermometer, and the glass of the stirring- rod and thermometer 
respectively.’ When the temperature of the apparatus rises from ffj 
to 02 , the heat received will be W(tl., - 0^), and consequently the 
equation for the specific heat of the body immersed is 

where K is the correction arising from loss of heat by radiation and 
conduction during the period of equalisation of temperature. 

In general, the terms in W arising from the vessel and its 
accessories are small compared with the terms representing the water 
enclosed, so that an imperfect knowledge of q, s.„ q will have little 
influence on the accuracy of the results. These quantities may, how- 
ever, be determined by three preliminary experiments, in which the 
substance m is taken to be glass, mercury, and brass (substance of 
vessel A) respectively. We will then have three equations, involving 

’ [To estiniatf the heat eaiMcity of the glds.s and uiereury of a thennouietei , 
advantage may be taken of tlie fact that the volmiie .specific heats of glass and 
mercury are practically the same (O'tfi pel e.e.). It will u.,ually be sulHcieiit to 
measure the volume of the immersed portion. The simplest way to do this is to 
weigh a beaker of water, and then find the increase in weight when the thermometer 

1. s hung Irom an e.\traueous .--upiiort so a> to be iuinier.-.ed to the same depth as in the 
calorimeter. The increase of w eight in grammes gives the submerged volume in c.c. 
(Ostwald, Pliijsu-o-Oliciaiml Mrasureineiita, Eng. trails, by J. Walker, p. 121).] 
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the three unknowns, Sj, s.„ s^, from which they may be determined, 
and a complete knowledge of W obtained. 

It should be noticed that the temperature of the hot body 
immersed in the water will always exceed that of the water, and if 
the substance hapi^ens to be a bad conductor of heat, the average 
temperature throughout its mass may considerably exceed that of the 
water, when the latter reaches its maximum temj^erature For this 
reason feebly-conducting substances should be broken into small 
fragments when their specific heats are being determined. 

138. The Radiation Correction.' — The equation of the preceding 
article was derived on the supposition that a hot body at a tempera- 
ture 6 was placed in a mass of water at a temperature 0^, and that a 
common temperature 6*., was attained. What actually happens, how- 
ever, is somewhat diti'erent. The temperature of the water rises 
gradually to a iitaximniii 0.^. During this i)rocess the water loses 
heat by radiation and conduction, and gains heat from the body 
immersed. When the maximum temperature 0, is first attained the 
immersed body is still warmer than the water, and heat is being lost 
by the water just as fast as it is being received. The temperature 
remains stationary as long as exact compensation takes place in this 
manner, and it then begins to fall. Furthermore, the thermometer 
will always be somewhat behind the water in its indications; during 
the period of rising temjrerature its readings will be slightly too Iom’, 
and when the tem])erature is fallitig they v ill be too high, so that the 
highest temperature of the water will never be exactly attained by the 
thermometer. The maximum temperature registered will therefore 
be slightly below that actually attained by the calorimeter, but the 
discrepancy will be smaller the quicker the action of the thermometer. 

The radiation correction is determined by observing the rate at 
which the calorimeter cools throughout the range of tcnqjcrature of 
the experiment. If the range of temperature be small the radiation 
may be taken proportional to the ditt’erence of temperature between 
the calorimeter and the surrounding air, and the whole loss by 
radiation (and conduction) will be approximately ecpial to that which 
would occur if the calorimeter had been at its mean temperature 
-t- ft,) throughout the whole time of the experiment, that is, the 
time of rising from 0^ to If the rate of cooling at this mean 
temperature be observed, then, from the known water equivalent W, 
the quantity of heat lost per .second at this temperature will be known, 

^ [The term rKiliatinn cin'rerfuni i- boiuewiiat oliji'ctioiiable, biiwe a largf part ci 
the correction will usually he due to gains or loh^es of heat by conductiuu. Lo>s 
by evajioratioii will also be included.] 
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and this multiplied by the time of the experiment will give the 
correction E. 

Otherwise the interval between the immersion of the hot body 
and the attainment of the maximum temperature d., may be divided 
into a sei’ies of epochs, etc., at the end of each of which the 

temperature of the calorimeter is noted and found to be 6', 6", O'", 

etc. During the first epoch l^, the mean temperature is l(0^-r O'), 

and during the second epoch I,, tlie mean temperature is \{0' + 0"), 

etc. Hence the heat lost during these epochs will be, taking 0„ to be 
the temperatui'e of the air, 



where A is a constant to be determined by observation of the rate of 
cooling of the calorimeter. This loss of heat bv radiation causes a 
diminution of the maximum temperature 0.„ which can thus be 
calculated, so that if we write E = WAd, the maximum tem])erature 
which would have been attained by the water would have been 
d, + A0, and the equation for .s becomes 

m\i) - ey=\\\e.~SH - 1 ), .. 

The radiation correction increases with the difi’erence of temperature 
O-i- 0^, and it is therefore well to arrange that the mass of watei' 
placed in the calorimeter shall be so great that tlie elevation of 
temperature shall not he very considerable. This, however, diminishes 
the sensitiveness of the operation, and to counterbalance its effect a 
very delicate thermometer must be used. 

The radiation correction may be practically eliminated by a 
method of procedure suggested by Rumford. Thus, if the highest 
temperature 0., of the calorimeter be approximately known by a 
preliminary experiment, then if the experiment be commenced by 
having the initial temjrerature 0-^ of the calorimeter as much below 
that of the air of the chamber as 0., is above it, heat will be received 
by the calorimeter during the first part of the experiment, and will 
be given out during the second : the whole experiment is thus divided 
into two parts, during one of which its temperature is lower than 
that of the air, and during the other higher. A complete compensa- 
tion is not, how'ever, effected by this process. During the first stage 
the calorimeter receives heat rapidly from the body immersed, and 
during the second much more slowdy. For this reason the first period 
is much shorter than the second, and the quantity of heat received 
from the chamber during the first period will be less than that given 
out during the second. 


Riiniford' 

method. 
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To secure complete compensation by this method it would be 
necessary to begin the experiment with the calorimeter at some 
calculated temperature below that of the chamber, and such that the 
initial difference of temperature between the chamber and the calori- 
meter is greater than the final. It may also happen that when the 
calorimeter is cooled 5' or C ' below the temperature of the air, dew 
may be deposited on its surface, which will evajjorate during the 
e.xperiment as the temperature ri.ses, and thus lead to a diminution of 
the final temperature and consequent error in the determination. For 
these reasons, greater accuracy is attained by calculating and allowing 
for the radiation error than by attempting to eliminate it in this way. 
The method is chiefii' useful in rough experiments, where it is intended 
to neglect the radiation correction. 

O 

Another method of avoiding the radiation correction has been 
recommended by M. N. Hesehus,' as practised in the university of St. 
Petersburg. The {irinciple of the method consists in maintaining the 
temperature of the calorimeter stationary, and the same as that of the 
room in which the experiment is made. This is effected by adding 
cold water gradually to the calorimeter, so as just to counterbalance 
the heating effect of the body immei^ed. A mixture of ice and water 
affords a coiivenieut siqiply of cold water at a known tenqierature. 
From the quantity of cold water added the sjiocific heat of the body 
immersed may be easily calculated. For let 6* be the initial tempera- 
ture of the body immersed, and that of the calorimeter. Then, 
since the calorimeter is kept at throughout, it follows that the heat 
given out by the body immersed is ms (0 - dj), and if M be the mass 
of cold water added, and its temperature, the heat gained by this 
water is - d,-,), .so that 

It may he observed th.it in this method the water equivalent of the 
calorimeter is eliminated as well as the radiation error. The onlv 
quantity which it is necessary to observe is the mass M of cold water 
added to keep the temperature stationary, the temperatures dj 

and the mass /// of the body immersed being snjqiused known. 

To effect this in practice an air calorimeter was used. This con- 
sisted of a large-bulbed air thermometer, having a brass tube itro- 
triiding into its bulb somewhat in the manner of the test-tube in 
Bunsen's ice calorimeter. The hot body was placed in this tube, and 
cold water was poured in so as to maintain the indication of the 
manometer constant. In order to avoid errors arising from variations 

* Heaehu.s, JournaJ dc lu Sucuft Fhiisieo-c/iiniiqi'i' Jiiissc, Xnv. 1)187 ; Journal 
de Fhysiqiie, tom. vii. p. 459, 1S5S, 
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of the temperature of the surrounding air, the air reservoir of the 
thermometer was placed in a vessel of water at the temperature of the 
room. Before placing the hot body in the brass tube a weighed 
quantity of water was placed in it, and the body was then immersed 
in this water, as in Bunsen’s ice calorimeter ' (Art. 135). 

139. Regnault’s Apparatus. — The .iiqiaratus devised hy Begnault- 



Fig. .s Ap|>aiat\is. 


for the measurement of specific heats by the method of mixtures is 
shown in Fis;. 60. It consists of a heater, C, and a calorimeter. K. 
The heater is that part of the aj)paratus in which the substance under 
experiment is warmed to some known temperature before immersion 
* For an iiuprovrd form of Hi-.'-ehu-.’.-- caioriineter, see an articlo tiy F. A. Waterman. 
/VffV. Maij. XoT. 1895. 

“ Regiiault, Ann. df Chh,iir cf th' Phiniqnr^ '2^. torn. Ixxiii. p. 5, 1840 
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in the calorimeter. It is simply a form of steam-jacket, comprising 
three coaxial cylindrical compartments, B, C, D, as shown in section. 
The body to be heated is placed in a small wire gauze basket, E, and 
suspended in the inner compartment. This basket possesses two co- 
axial compartments, the inner of which contains the bulb of a ther- 
mometer, and the outer carries the substance to be heated. The 
inner compartment of the heater in which the basket hangs can be 
opened at each end. The ujiper end is closed by a cork through 
which passes the stem, F, of the thermometer, and also the thread 
which supports the basket. The lower end, L, of this compartment 
is closed by a double sliding shutter, which, when open, permits of the 
basket and the substance which it contains being lowered into the 
calorimeter by means of the suspending thread G. 

The second and third compartments of the heater are traversed by 
a current of steam supplied by a boiler, A. The steam enters the 
second compartment, DD, through H, and after passing through the 
outer compartment, BB, escapes by the tube M into a condenser. 
The presence of the steam in the outer jacket prevents cooling and 
condensation in the second compartment, and the temperature of 
the inner is kept constant, being surrounded by a current of dry 
vapour. 

A considerable time is required before the substance in the basket 
attains its final temperature. It generally attains a maximum of about 
98" C., and should be allowed to remain in the heater for half an hour 
after its temperature has become stationary. When this has been 
effected the calorimeter R is run along rails (provided for the purpose) 
into position under the shutter which closes the lower end of the 
inner compartment of the heater. The shutter is then withdrawn, 
and the basket quickly lowered into the calorimeter. The time occu- 
pied in the transference of the b.isket is so small that no very sensible 
error can arise through radiation during the passage from the heater 
to the calorimeter. 

In order to prevent radiation to the calorimeter from the heater 
and boiler during the exjieriment, the supjiort, KK, on which the 
heater stands is nunle hollow, and contains water at the temperature 
of the air. A thick jilate of cork is placed under the heater, so that 
the water in the sup])orting stand does not become warm by conduc- 
tion. A vertical cylindrical aperture is constructed in the stand, so 
as to permit of the basket being lowered into the calorimeter. While 
the substance is being heated the calorimeter is withdrawn to a 
distance along the rails, as shown in the figure, and a thick cork screen, 
P, cuts off all radiation from the heating apparatus. This screen is 
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movable, and can be raised when it i.s desired to run the calorimeter 
under the heater. 

The quantity of water placed in the calorimeter is gauged in a 
measuring flask of known volume at all temjieratures. After the 
immersion of the heated substance ;i continual stirring is kept up by 
agitating the basket by means of the thread employed to suspend it. 

AA ith the foi in of heater described in this apparatus a continuous 
variation of the initial temperature 6 of substance under examination 
cannot be obtained uidess the vajiour is produced in a manner which 
permits of the pressure being varied continuously. Different fixed 
temperatures may be obtained l)y using other liquids than water to 
furnish the vapour. A continuous variation of the initial temperature 



Kk r.i 


may be conveniently ol)tained by means of a later form of heater 
employed by Kegnault,^ and shown in Fig. 61. The wire basket 
containing the substance under examination is placed in a tube AB. 
running in a sloping direction through an oil bath which can be 
heated to any desired temperature. 'When the temperature of the 
substance has become stationary it is let down into the calorimeter 
by means of the thread to which it is attached. The oil bath mav 
be replaced by a freezing mixture, and the specific heat may thus be 
determined over a wich^ i-ange of temperature, and its variations 
investigated. 

140. Specific Heats of Liquids. — The specific heats of liquids .and 


Regiiault, .t/'/i. Jc Chimic et tU Plii/siqvi-. 3>-’. tom. vlvi. p. 270, ISSti. 
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powders and substances soluble in water may be examined by the 
method of mixtures by sealing them up in thin glass or metal tubes. 
In the case of bad conductors of heat, however, considerable error 
may arise from the slowness with w'hich the sealed-up mass yields its 
heat to the calorimeter, so that not only is the radiation correction 
enlarged, but it is impossible to determine how far the average 
temperature of the sealed-up mass differs from the indications of the 
thermometer both before immersion and at the time of maximum 
temperature of the calorimeter. In the case of solids, which are poor 
conductors and soluble in water, another liquid of known specific heat 



Fig. 62. 


in which they are in.soluble may be used in the calorimeter, and the 
sealing up in a tube can be thus avoided. In the case of liquids, 
Regnault used the apparatus shown in Fig. 62. The licpiid was first 
heated (or cooled) in a reservoir, M, immersed in a bath (or freezing 
mixture). A tube furnished with a tap, B, led from this reservoir to 
the calorimeter, where it entered another reservoir, CD, which was 
completely immersed in the water of the calorimeter. The liquid 
having attained a definite temperature in the reservoir M, the tap B 
was opened, and the liquid forced by air pressure, communicated 
through the tube GH, into the calorimetric reservoir CD. The 
change of temperature of the calorimeter was noted, and the necessary 
corrections ajiplied as before. The thermal capacity of the reservoir 
CD must, of course, be reckoned as part of that of the calorimeter. 
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[An apparatus somewhat similar to that of Kegnault’s just described 
has been employed by M. Longuinine ^ in the determination of the 
specific heats of certain organic liquids. The liquid was enclosed in an 
egg-shaped platinum vessel placed within a tube closed at both ends 
and surrounded by a double-walled vessel through which the vapour 
of some boiling liquid was continually circulating. A thermometer 
whose bulb was in contact with the platinum vessel gave the tempera- 
ture, which was usually quite constant after the heating had lasted 
about half-an-hour. The entire heating apparatus was mounted on 
rails, and could be rapidly run up to a calorimeter about a metre 
distant. On pressing a button the lower end of the tube was opened, 
the egg-shaped vessel was released and allowed to fall into the calori- 
meter, and the heating apparatus immediately withdrawn. The water 
in the calorimeter was continually stirred by an electric motor. Its 
temperature was measured by a delicate mercury thermometer which 
was read every half-minute through a telescope. The advantage of 
keeping the calorimeter fixed and making the heater movable was 
that the substance could be introduced into the calorimeter without 
interrupting the circulation of vapour in the heater, the stirring of 
the liquid in the calorimeter, or the observation of the thermometer 
placed in the latter. Besides, when the calorimeter is moved, there 
is danger of loss of its contents by splashing unless the motion is slow.] 
141. Favre and Silbermann’s Calorimeter. — A special form of 
calorimeter was devised by MM. Favre and Silbermann,- for the pur- 
pose of studying thermal phenomena which require some time for 
completion, such, for example, as the measurement of the quantity of 
heat evolved during the chemical combination of two or more sub- 
stances. The principle of the instrument is somewhat the same as 
that of Bunsen’s ice calorimeter, the bulb being, however, filled entirely 
with mercury, and the heat communicated being measured by the 
expansion of the mercury in the stem. It is thus a kind of large- 
bulbed thermometer, the stem of which is bent round at a right angle, 
so that the part in which the end of the mercury column travels is 
horizontal, as in the ice calorimeter of Bunsen (Fig. 57). The bulb, 
which is generally an iron sphere, is fitted with two tubes of glass or 
platinum, which protrude into the interior of the mercury, and into 
which the hot body, or the substance under examination, is placed. 
The bulb is also fitted with a steel plunger, which may be screwed 
forward into the mercury (or backwards), and by this means the end 

' Journal dc Phi/sique. Jan. 1901. 

- Favre, Amt. de Chimie et de Physique, 3<-‘, tom. xxxvi. p. 5 ; tom. xxxvii. ji. 
416 ; tom. xl. p.‘293 ; 4<=, toms, xxvi., xxvii., xxix. ; 5=, tom. i. 

R 
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of the mercurial column can be brought to any part of the stem 
desired at the beginning of an experiment. The instrument is stan- 
dardised by introducing a known weight of hot water into one of the 
tubes and noting the displacement of the index as well as the fall 
of temperature of the water. If the end of the mercurial column 
advances n divisions when a mass m of water cools from 6*j to 6^, then 
the heat equivalent of each division of the stem is in{9^ - d^!n. This 
being known, the heat yielded to the calorimeter during any other 
experiment may be inferred from the displacement of the end of the 
mercurial column in the stem. During an experiment the bulb of the 
instrument is encased in cotton wool or some other non-conducting 
stuff, so as to secure uniformity of conditions during all experiments, 
and to prevent as far as possible loss of heat by radiation and con- 
duction. 

The apparatus of Favre and Silbermann has been somewhat modi- 
fied by M. Jarnin,! the reservoir of the new instrument being of the 
form of a glass beaker closed at the top. The stem rises vertically 
from the top of the reservoir, and the receiving tubes pass down 
vertically through the top into the interior of the mercury. 

[A calorimeter practically identical in principle with that of Favre 
and Silbermann was described by Andrews in 1845. A similar 
instrument has been used by L. Pfaundler - in determining the specific 
heats of solutions. In form it resembles a large mercury thermometer. 
It is heated till the merciuy in the stem reaches a certain mark, and 
then immersed in the solution whose s|iecific heat is to be found. The 
solution cools the instrument, and when the mercury has receded to 
another mark on the stem, it is withdrawn, and the final temperature 
of the solution observed. The original temperature being also known, 
the specific heat may be determined by comparison with a similar 
experiment performed on watei’. Besides the usual corrections for 
water equivalent and heat losses by radiation, etc., attention must be 
paid to the lag of the instiument and the error due to the fact that 
the liquid adhering to the instrument when it is withdrawn from the 
solution is slightly warmer than the rest of the solution. The instru- 
ment is also liable to the ordinary defects of mercury thermometers 
such as change of zero after heating.] 

A form of mixing calorimeter specially ada 2 )ted for measuring the 

• Jamin, Cuin-s tie liiijfuinc, tom. ii., 2*^. fasc., p. 17. 

- See Ann. iler PInisil:, ltd. lx\ii. p. 43!*, IsftD. In tlii» coiiiiectiuii ma}' be 
mentioned the atonirfrr ot I’rof. Emi-r.'^on Keynold;. (Knji- i imdifnl flictnintrij, vol. i. 
p. 58), which is really a large spirit thcrmomeier with a tc-t-uibe hermetically 
sealed into the bulb ; it is intended for the e.xpeditioiis rh tci niination of specilic 
heats. 
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heat of combination of licjiiids has been described by Professor S. U. 
Pickering.* 

142. [Heat of Combustion. — The/icnf uf combust ion of a substance 
is measured by the (quantity of heat in calories disengaged when one 
gramme of the substance is comjiletely burned in air or oxygen. 
In the case of a chemical element like carbon or sulphur the heat 
generated by the combustion of a gramme-molecule of the substance 
is usually called the heat of comtiiiudioH of the substance with oxygen. 
The heats of combination of various chemical elements with each 
other have been determined by Andrews, Favre, and Silbermann, 
Julius Thomsen, Berthelot, and others. 

The stationary temperature method of Art. 138 affords a simple 
means of measuring the heat of combustion of any substance which 
can be burned at a regular rate. For instance, to determine the heat 
of combustion of coal-gas, a regular su[)ply of the gas may be burned 
in a chamber from which the products of combustion are drawn otf 
by a pump through a spiral tube, the chamber and spiral both being 
immersed in a large calorimeter tilled with water, the temperature of 
which is kept constant and equal to that of the surrounding air by 
means of ice-cold water supplied from a vessel containing a mixture 
of ice and water. If the gas supply is leduced to the temperature 
of the air of the room, then the final products of combustion are 
given oft' at the same temperature as that of the original constituents 
before combustion ; so that if m is the mass of gas burned, M the 
mass of ice-cold water used, 0 the temperature of the air and calori- 
meter, and H the heat of combustion, 

In general, corrections would have to be made for incomplete 
combustion, incomplete uniformity of temperature, and the slight 
warming of the ice-cold water dui iiig its passage to the calorimeter.] 

‘ S. U. Pickei'ini', Phil. Mioj., 5**‘. vol. .v.xix. p. 247, 1890. 
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THE METHOD OF COOLING 

143. Prineiple of the Method. — The method of cooling in calori- 
metry is founded on the supposition that when a body cools in a given 
enclosure the quantity of heat, JQ, emitted by it in a time dt depends 
only on the excess 0 of the temperature of the body above that of the 
enclosure, and on the nature and extent of the surface of the body. 
On this supposition we may w'rite down the equation 

iU{=A/{oy/i, 

where A depends on the surface of the body, that is, on its area and 
radiating power, and f{0) is an unknown function of the difference of 
temperature which will be the same for all bodies. Thus, if Newton’s 
law of cooling be true, this function is simply the difference of 
temperature 6. 

Now, if the body cools through an interval of temperature dO in 
the time df, we have 

(IQ = 

where ni is the mass and s the specific heat of the body, hence 

iaS(i$ — A/\0)dt, 

and therefore the time of cooling from a difference of temperature 0-^ 
to a difference 0„ will be 



0 , 


where F(0) is the function obtained by performing the integration. 
In the same manner, if another body of mass m' and specific heat s' re- 
quires a time t' to cool through the same range in the same enclosure 
we have 
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and therefore 

/ _ ms A' 
t' Ill's' A 

and if circumstances can be so arranged that the surfaces of the two 
bodies shall be the same, so that A = A', we shall have 

Ills t 
Ill's' t 

That is, the thermal capacities of the two masses will be in the ratio 
of the times required to cool through the same range of temperature 
under the same conditions. AVe shall now see how far these condi- 
tion.? have been realised in practice. 

144. Apparatus of Dulong and Petit. — The first accurate re- 
searches by the method of cooling were made by Dulong and Petit. 
The substance under examination was placed in a small silver vessel 
and suspended in an enclosure, the walls of 
which were lamp-blacked and kept at zero by 
melting ice. The apparatus is shown in Fig. 63. 

The silver vessel D consisted of two concentric 
cylinders, the inner of which was just wide 
enough to contain the bulb of a small delicate 
thermometer, and the substance was placed 
in the annular space between the two cylinders. 

In the case of solids they were finely powdered 
and tightly packed into this space, so as to 
be in close contact with its walls. The out- 
side of the silver was brightly polished, so that 
it might always possess the same radiating 
power and prolong as much as possible the time of cooling, which is 
the subject of observation. This time is also extended by exhaust- 
ing 1 the chamber in which the radiation occurs. 

In Fig. 6-3 the silver thimble containing the substance under 
examination is shown suspended at the centre of an air-tight vessel, 
the stem of the thermometer, which indicates its temperature, project- 
ing through the top. In making an experiment this vessel is heated, 
thoroughly desiccated and exhausted, and then surrounded by ice, 
as shown in figure. The time of falling through some definite 
range of temperature is then observed— for example, the ' times of 
falling from 1-5'’ to 10 , and from 10 to 5'’ C. 

The simple equation of the foregoing article becomes somewhat 
modified when the thermal capacities of the silver vessel and the 

’ The time of cooliug wa.'s nearly twice as long in vacuum as in air in some of 
Regnault’s experiment.'-. 
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Method 
unsuitable 
for solids. 


thermometer are taken into account. Denoting the sum of their 
thermal capacities by /.■, the equation becomes 

nlS T- /. f 

Ill's' + k t'’ 

where 1: is the same in all experiments, and may be determined by 
finding t and t' for two substances of known specific heats. It may 
also be determined by estimating the masses of silver, glass, and 
mercury respectively, and using their previously-determined specific 
heats. Both methods were employed by Regnault, but the results 
were not very concordant. The observation of t and f for two 
different masses of water would also lead to a value of k. 

145. Regnault’s Experiments. — A series of experiments was 
executed by Regnault * with the object of ascertaining how far the 
method of cooling could be relied on in the estimation of specific 
heats. In the case of solids the mode of procedure was the same as 
that of Dulong and Petit, already described. With liquids the experi- 
ments were conducted in the same manner, and also with a modified 
form of apparatus. In the .second form of apparatus the silver thimble 
was dispensed with, and the liquid ivas enclosed in a small cylindrical 
bulb of glass, the neck of which was just wide enough to allow a small 
thermometer to pass down into the liquid within the bulb. The cool- 
ing of the liquid was then observed as before. 

After an extensive series of experiments on substances whose 
specific heats had been already determined liy the method of mixtures, 
Regnault was convinced that in the case of solids the method of cool- 
ing could not be accepted as a method of sufficient accuracy in calori- 
metry ; and he was forced to this conclusion, not only by the differences 
between the results obtained by this method and those obtained by 
other methods for the same substances, but also by the discrepancies 
existing between the various determinations bj' this method of the 
specific heat of the same substance. 

AMth solids the conditions assumed in the deduction of the 
fundamental equation are never even ajiproximately satisfied. Thus, 
although the external surface of the silver thimble may alwavs have 
the same radiating ])ower, yet the contact of the powdered solid with 
the inside surface will depend on how tightly the powder is pressed 
into the vessel, and this will not only vary with different substances, 
but also in different experiments with the same substance. Thus, 
although we may have A = A' for the e.xternal surface of the silver, 

* Roguiuilt. Aiiii. fit' Chinur tf tit phifsitfiif^ ;n. tuin. i.\. p. ‘■]27 : and ae 
Lixiii. j>. 
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the commiuiicatioii of heat from the interior outwards will depend 
both on the conductivity of the powdered solid, and on its contact 
with the walls of the vessel. For this reason, nothing like equality 
of temperature can e.xist throughout the mass, and the temperature 
registered by the thermometer being that of the interior may be 
considerably higher than that of the external silver surface, which is 
that which should appear in our equations. 

In the case of Ihpiids the conditions assumed are much more 
nearly satisfied. Here the contact with the silver vessel will be 
much the same in all experiments, and equalitv of temperature will 
be fairly established throtighout the mass by couvection currents, so 
that the question of conductivity scarcely comes into account. This 
method is therefore exceedingly convenient in the case of liquids, 
especially in the case of liquids which cannot be obtained in con- 
siderable quantities. 

[The advantage of this method is that there is no transference or 
mixture ; the defect is that the whole measurement depends on the 
assumption that the rate of loss of heat i.s the same in the two 
experiments, and that any variation in the conditions, or uncertainty 
in the rate of loss, produces its full ettect in the result, whereas in the 
method of mixtures it would only affect a small correction. Other 
sources of uncertainty are, that the rate of loss of heat generally 
depends to some extent on the rate of fall of temperature, and that 
it is difficult to take accurate observations on a I’apidly falling 
thermometer. Instead of using a small polished silver calorimeter, 
it would be better to use a fairly large one, the surface of which, as 
well as that of the enclosure, should be })ermanently blackened, so 
as to increase the loss of heat by radiation as much as possible com- 
pared with the losses bv convection and conduction, which are less 
regular. For accurate work it is es.sential that the liqidd in the 
calorimeter should be continuously stirred, and that the lid as well as 
the sides of the enclosure should be surroimded with water also kept 
stirred, and preserved at a constant temperature.*] 

^ H. L. Ciillendar, £ncif. Brif., Art. ’“Calorimetry.” 
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THE METHOD OF CONDENSATION 

146. Joly’s Steam Calorimeter. — The method of condensation 
does not appear to have been nsed in calorimetry, at least with 
success, until very recently. This probably arose from the mechanical 
difficulties and the many sources of error which apparently attend this 
method. In 1886, however. Professor Joly^ proved that the steam 
calorimeter was not only an accurate scientific instrument, but that, 
besides being of more general application, it was probably susceptible 
of greater accuracy than any other method hitherto eriijdoyed. He 
has since proved that in the hands of a skilled experimenter the 
steam calorimeter gives not only exceedingly consistent and reliable 
results for solids and liquids, but that by means of it the experimental 
determination of the specific heats of gases at constant volume, 
hitherto regarded as impossible, can be readily effected. 

The simplest form of Prof. Joly’s apparatus consists essentially of 
a thin metal enclosure, which we shall call the steam-chamber, in which 
hangs from the arm of a balance a small platinum pan (Fig. 64), 
carrying the body to be experimented on. Steam is admitted into 
this chamber at the upper end, through a tube (as shown by the arrows) 
and escapes through a tube leading from the lower extremity. The 
steam can be admitted rapidly and shut off at pleasure, or allowed to 
flow gently through the apparatus. 

At the beginning of an experiment a known weight of any sub- 
stance is placed on the pan, and after remaining some time, so as 
to take up the temperature of the chamber, its temperature 6 ^ is 
noted by means of a thermometer inserted in a tubulure passing 
through the side of the steam-chamber. Steam in the meantime is 
got up in the boiler, and is suddenly admitted, so that the whole 
chamber becomes at once filled with saturated vapour. Condensation 
at once begins on the substance, and the resulting water is caught in 

* J. Joly, Proc. Roy. Roc. vol. xli. ]i. 3.^2, 1886. 
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the pan — weights being added to the other pan of the balance so 
as to- restore equilibrium. During this process the steam is admitted 
very slowly (by opening an escape tube leading from the boiler) into 
the calorimeter, so that there is no sensible steam draught on the pan, 
and the weighing is not interfered with. After four or five minutes 
the substance has attained the temperature of the steam, and the 
condensation is completed. The pan then ceases to increase 
sensibly in weight, and the equilibrium of the balance is maintained 
permanent. A very slow increase of three or four milligrammes per 
hour (due to radiation) is, however, noticed. Equilibrium having been 



obtained, the total increase of weight w is noted, and the experiment 
is over. Let 6., be the temperature of the steam, and L its latent 
heat. The quantity of heat given out by the condensation is ivh, and 
this is expended in raising the substance and pan from 0^ to 0.^. If 
W be the weight of the substance, and s its specific heat, the heat 
acquired by the substance will be ^${6^ - 0^), and that acquired by 
the supporting pan will be where k is the thermal capacity 

of the pan, that is, the quantity of heat necessary to raise its tempera- 
ture I C. Hence we have 
. W.qft, - 0, = 

The quantity k is determined by a previous observation, and the 
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temperature 6., is found either directly, by a thermometer inserted in 
the steam chamber, or by means of Kegnault’s tables and a reading 
of the barometer. 

For extreme accuracy a small correction is still necessary. The 
weight W of the substance is found in air at fij, and the weight w is 
found when the substance and pan are in steam at 0.,. The weight 
of steam per cubic centimetre at 100’’ is little more than half that 
of air at ordinary temperatures, and for this reason the weight w is 
greater than the weight of vapour condensed by the excess in weight 
of a volume v of air at 6-^ over the same volume of steam at where 
V is the volume of the substance and pan together. The difference 
in weight of a cubic centimetre of air at 15’ C. and a c.c. of steam at 
100° is 'OOOG^IG gramme, according to Regnault; hence the correction 
to be applied to w is 'OOOGSGr. This correction being applied gives 
the weight of water condensed, but it must be remembered that it is 
weighed in steam ; and if extreme accuracy be desired, it is still 
necessary to multijily by the factor 1 ‘000589, in order to reduce the 
weighing to vacuum. The actual weight in a Aacuum of the water 
condensed will therefore be 

1 -OOOcS'.Hr- - O-bOOe.JSr), 

so that s is determined from the equation 

(Ws-I- - ^i)= 1 ‘OOOSSQiif - 0‘000636r)L. 

AYhere according to Regnault 

L = tSOO-r. - - 0‘00002(^/ - O-OOOOOOSC', 

or very approximately L = o.'lC’o + 0‘7(100 - 0.-,). 

In order to av'oid the condensation of steam on the suspending 
wire, where it leaves the steam-chamber, it passes, not through a small 
hole in the metal, but through a small hole pierced in a plug of plaster 
of Paris. Without the plaster the steam condenses on the metal and 
forms a drop at the aperture through which the suspending rvire 
passes, and destrovs the freedom of motion of the rvire and prevents 
accurate weighing. With the plaster of Paris plug no such drop 
collects, and the Aveighing can be performed Avith accuracy. In his 
later experiments. Prof. -Toly placed a small spiral of platinum Avire 
around the suspending wire just outside the aperture, and by passing 
an electric current through the spiral, sufficient heat is produced to 
jirevent all condensation on the suspending Avire in the neighbourhood 
of the aperture. Besides accuracy in Aveighing, a point of prime im- 
portance is the rapid introduction of the steam at the beginning of 
the e.xperiment. AYhen the steam first enters the calorimeter, 
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partial condensation occurs lii- radiation to the cold air and the walls 
of the chamber. Some of the condensed ^lobnle.s may fall upon the 
substance and lead to an error in the value of s. If the steam enters 
slowly this error may be large, and it is therefore important to till 
the chamber at once with steam. This necessitates a good sui)ply of 
steam and a large delivery tube, Imt when the chamber is well filled 
with steam a very gentle after-How suffices. If the steam supply be 
cut off, the weight of condensed vapour slowly diminishes. This arises 
from distillation over to the colder walls of the chamber, and if the 
steam be again turned on the weight increases. 

The error arising from the deposition of condensed globules on 
the pan during the initial stages of the experiment is somewhat 
counterbalanced by radiation from the steam to the substance. This 
latter is analogous to the transference error in the other methods of 
calorimetry. 

One advantage of the steam calorimeter i.s that it applies equally 
to solids, liquids, and gases, and may be used for large or small 
masses, so as to enable us to find by thi.s means the specific heats of 
rare substances which are not easily procurable in large quantities. 

Liquids, powders, and solids acted on by steam may be sealed up in a 
glass envelope, the thermal capacity of which can be determined. 

The method therefore appears not only exceedingly accurate, but also 
universal in its application. 

The method of evaporation, on the other hand, is important in Method of 
estimating (Quantities of heat in many scientific investigations. It is 
particularlv useful in evaluating the quantity of heat developed by 
the combustion of coal or other kinds of fuel, and in measuring the 
economy of various kinds of furnaces. 

147. The Differential Steam Calorimeter — Specific Heats of 
Gases at Constant Volume. — In a more recent form ^ of the steam 
calorimeter, the correction for the weight of the steam displaced by the 
pan is avoided. This form is named the differential steam calorimeter, 
and has been apQrlied by Prof, -foly to determine the SQjecific heats of 
gases at constant volume. In this form (shown in front and side view 
in Fig. b-j) two similar j)ans hang in the steam-chamber, one suspended 
from each arm of the balance, .so as to counterpoise each other. The 
thermal capacities (jf the ])ans can be made equal, so that k will vanish 
from the equation, and the radiation error will also disaQipear, as it 
will cause ecpial condensation on the two pans. 

The chief use of the differential form is, however, its ajiplica- 
tion to the calorimetry of ga^cs. For this j)urj)ose the pans are 
JolV; PiO‘‘. Xoc. vol. xlvii. p. 21S, 1SS9, 
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replaced by two equal spherical shells of copper, one containing the gas 
at a known pressure and temperature, and the other empty. The spheres 
are furnished with, small pans, or “ catch-waters,” to collect the water 
resulting from condensation. Greater condensation occurs on the 
sphere which contains the gas, and the excess gives the quantity of 



heat required to heat the contained mass of gas from (tj to (t.,. This 
determines the specific heat of the gas at constant volume. 

The great advantage of the dift’erential calorimeter is, that any 
source of error common to the two spheres is eliminated, and the gas 
or other substance enclosed in one of them merely bears its own share 
of error, and not also that of the containing sphere. Thus an error 
in the observation of the temperature disappears with regard to the 
sphere, and the effect is practically the same as if the gas were con- 
tained in a vessel of zero thermal capacity in the single steam calori- 
meter form. 
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In making an experiment, the sphere used to hold the gas is 
repeatedly washed out with the dry pure gas, the sphere being both 
heated and exhausted before each admission of the gas. It is then 
filled and hung in the steam-chamber and counterpoised against the 
empty sphere, the difference of weight being noted. This gives the 
weight of gas enclosed. The stationary temperature 9^ being noted, 
the steam is admitted, and in about five minutes the condensation 
will be complete. The upper temperature 9., is then noted. The 
lower temperature is registered by a delicate standardised low-range 
thermometer, and 0., is registered by a similar high-range thermometer. 
The spheres are now removed from the calorimeter and carefully dried, 
their high temperature being sufficient to completely evaporate all 
moisture from their surfaces. When cool, they are again placed in 
the calorimeter, and equilibrium tested. This is in order to detect 
if any leakage has occurred during the experiment.^ Some of the 
gas may now be let out, and another experiment made with what 
remains. 

The spheres employed by Prof. Joly were of copper, and about 6’7 
cm. in diameter, the one containing the gas being made to stand a safe 
working pressure of about 35 or 40 atmospheres. If at the beginning 
of the experiment this space is filled with air at about 22 atmospheres 
at the pressure will be about 30 at 9.>. In an experiment the weight 
of air contained was 4'2854 grammes. The condensation due to the 
sphere was 1‘5 gramme, and that due to the air 0T1629, or about j-lj 
that of the sphere, the range of temperature 9„ - fij being 84°‘52 C. 
In a series of six experiments the mean precipitation per degree cen- 
tigrade was 0'018004. 

The corrections necessary for extreme accuracy are — 

(1.) Correction for the thermal expansion of the vessel, and the 
consequent work done by the gas in expanding to this 
increased volume. 

(2.) Correction for the dilatation of the sphere under the increased 
pressure of the gas as the temperature rises. 

(3.) Correction for the thermal effect of stretching of the material 
of the sphere. Wires are generally cooled by sudden ex- 
tension, but the cooling of the copper in this case is too 
small to merit consideration. 

(4.) Correction for displacement, or buojmncy, arising from the 
increased volume of the sphere, both in the air at 9^ and in 
the steam at 9.,. 


In the later experiments all leakage was completely stopped. 
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(5.) Correction for unequal thermal capacities of the sfiheres. 

(6.) Reduction of the weight of the precipitation to vacuum. 

Prof. Joly’s experiments show that in the case of air and carbonic 
acid the specific heat increases with the density, but with hydrogen 
the opposite seems to be the case. 

For air the specific heat at constant volume at a mean pressure of 
19'51 atmospheres, and a mean density of 0'0205, was found to be 
0’1721. For carbon dioxide, the change with pressure is shown by the 
following table ; — 


Pressuie in Atmospheres. 

Density. 


c,. 

7-20 

0-011530 


0-16841 

12-20 

0-01-9950 


0-17054 

lfi-S7 

0-028498 


0-17141 

20-90 

0-036529 


0-17305 

21-06 

0-037802 


0-173S6 


The mean result of the experiments on hydrogen gives a specific 
heat 2'402. 
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ON THE SPECIFIC HEATS OF OASES 

148. The Two Speeifie Heats of a Gas. — It has been already pointed 
out (Art. 132) that the specific heat of a substance can be spoken of with 
definiteness only when the conditions under which the heating takes 
place are stated. If a body be allowed to expand when heated, work 
will be done against the external pressure, and an c(juivalent (piantity 
of heat will be required, and if the specific heat be merely defined as 
the quantity of heat necessary to raise the temperature of unit mass 
of a substance 1 C., its value will depend on the amount of external 
work done during the change of temperature, as well as on the nature 
of the substance. Thus, in general, the specific heat of a substance 
may have any value whatever if the conditions under which the change 
of temfierature takes place are not defined. 

In the case of solids and liquids the change of volume, and there- 
fore the external work done, during change of temperature is small, so 
that although the specific heats so far determined are those under 
constant pressure, yet it has not been necessary to allude to the fact. 
In the case of gases, however, under constant jiressure, the change 
of volume with rise of temperature is considerable, and the thermal 
equivalent of the external work done during expansion is a large part 
of the whole heat supplied during the change of temjierature. For 
this reason, the conditions under which the heating of a gas takes 
place must be stated when referring to the specific heat ; and it 
has become customary to speak of two specific heats in connection 
with any gas, namely, the specific heat at mnstunt roliiine, and the 
specific heat under cortsfant pressure. The former is the quantity of 
heat required to raise the temperature of unit mass of the gas 1 C. 
when its volume is kept constant, and the latter the ipiantity of heat 
required to raise the temperature of unit mass F C. when the pres- 
sure is kept constant. In the former, the pressure increases while 
the volume is kept constant and no external work is done. In the 
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latter, the volume increases under constant pressure, and an amount 
of external work is done which is measured by the product of the 
mean pressure by the change of volume. 

The experimental determination of the specific heats of gases at 
constant volume has been already considered under the method of 
condensation, and we shall now proceed to the experimental deter- 
mination of the specific heat under constant pressure.' This investi- 
gation is attended by great difficulties, arising chiefly from the small 
specific gravities of gases, so that a large volume must be passed 
through the calorimeter in order to produce any appreciable change 
of temperature. This requires a considerable time, and during the 
interval all the causes of error which accompany calorimetric de- 
terminations are in operation. The relations connecting the two 
specific heats, and the methods by which they may be determined 
indirectly, will be considered afterwards. 

149. Specific Heat under Constant Pressure — Regnault’s Appa- 
ratus. — The apparatus adopted by Regnault to determine the specific 
heats of gases under constant pressure was a modified form of that 
used by Delaroche and B^rard. The gas to be operated on was 
stored dry and pure in a large reservoir, V (Fig. 66), which was 
immersed in a bath kept at a constant temperature. The pressure of 
the gas in this reservoir was measured by an open manometer attached 
to the delivery tube. When the stop-cock R was opened the gas flowed 
from the reservoir through the spiral tube, immersed in a hot oil bath 
EC, which could be maintained at any chosen temperature. This 
spiral was so long that the gas in passing through it attained the 
temperature of the surrounding bath. After passing through this 
spiral the gas entered the calorimeter. Here it passed through a 
brass reservoir consisting of a series of chambers, and gave up its 
heat to the calorimeter, emerging finally at the temperature of the 
calorimeter by the tube D. 

The first point of prime importance was to secure a uniform flow 
of the gas, so that it should pass through the calorimeter uniformly 

* The tirst researches on the specific heats of gases were mailo by Crawford, 
who applied the method of mixtures and found that the .specitic heat of air 
was nearly twice that of w.iter ! Afterwards Lavoisier and Laplace {CEuvres de 
Lavoisier, tom. ii.) found by means of their ice calorimeter a more correct value '33, 
and subsequently Gay-Lussac {Ann. dr C’himie et de Phiisiqur, tom. Ixxxi. p. 98) 
attacked the subject ; but by far the best determinations prei ious to Regnanlt’s work 
are those of Delaroche and Berard i,Ann. de Ohimir cf dc Phi/sique, fe serie, tom. 
Ixxxv. p. 72), crowned by the Academy of .Sciences. They caused a uniform current 
of gas, heated to 100' C. (by jiassing through a tube contained in a vapour jacket), to 
pass through a spiral tube contained in the calorimeter. Joule also made an accurate 
determination of the specihc heat of air {PItil. Trans, jit. i. p. 65, 1852). 
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and under constant pressure. As the gas escapes the pressure in the 
reservoir V diminishes, while the pressure outside (the atmosphere) 
remains constant, consequently the velocity of efflux will gradually 
diminish. To avoid this Regnault placed a manometer, M, in 
connection with the conducting tube at N, which registered the 
pressure at that point. Between this manometer and the reservoir 
V a screw R was placed (shown enlarged in Fig. 66, UB), which 
obstructed the flow of the gas, but which could be gradually with- 



drawn so as to leave a wider passage and keep the pressure registered 
by M constant. This secured a constant pressure, and hence a 
uniform flow. Just beyond the manometer the tube was very 
narrow. In order to make certain that the gas actually acquired the 
temperature of the bath in passing through the long serpentine 
PIC, Regnault made some preliminary experiments in which a ther- 
mometer was placed in the tube, so as to take the temperature of the 
gas just before leaving the bath. By this means he found that there was 
no sensible difference of temperature. Hence, in subsequent investiga- 
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tions the temperature of the gas entering the calorimeter was taken to 
be that of the bath. Particular precautions were taken to avoid loss 
of heat by the gas in passing from the bath to the calorimeter, and 
also to prevent, as far as possible, conduction of heat from the bath to 
the calorimeter through the connecting tube. For this purpose the 
connecting parts at C were made of non-conducting material, and 
the calorimeter was enclosed in a wooden case. In order to ascertain 
if the pressure of the gas was the same at entering as at leaving 
the calorimeter, water manometers were placed at the entrance C 
and the exit D. These showed no more than 1 mm. difference.^ A 
thermometer placed at D also showed that the temperature of the 
escaping gas was the same as that of the calorimeter. 

It now remained to calculate the weight of gas which 2>assed 
through the calorimeter during the experiment. In the first place, 
the total weight of gas in the reservoir is, by Boyle’s law, proportional 
to the pressure if the volume of the reservoir remains constant. 
This volume was influenced by both temperature and pressure, and 
to correct the former the re.servoir was placed in a bath, and to 
minimise the latter the reservoir was made strong. For any pressure 
p llegnault assumed that the weight of gas W in the reservoir was 
given by the formula 

in which A, B, 0 were determined by experiment. Thus the weight 
W' at any other pressure j>' was, at the same temperature, 

' 1 f — A// -r- 

and consequently their difference «' was 

By making three such experiments, three values of a. and three 
equations to determine A, B, C were obtained. These being once 
determined could be used in all further experiments. 

In carrying out an experiment the gas was compressed pure and 
dry in the reservoir V under a sufficient pressure. The oil bath was 
heated to a stationary temjierature, and a known weight of water 
was placed in the calorimeter. The whole observation was then 
divided into three part.s. 

' [In fornu-r editiniis of tlii-, work it «.is statcil tliat if this is not tlie cast- the 
gas will have e.xjiauded in the calorimeter, doing work and absorbing heat, thus 
(MU.sing erroi. This is a mistake, as has been jtointed out by G. F. C. Searle {Pruc. 
Cduih. riiil. Slu-. vol. xiil. [r. 190tJi. The gas is neees.-arilv e.xjianding, since 

it is being heated at constant jiressuie. Even if an appreciable fall of pressure 
existed, it would proiluee only a vciy minute elfect on the tenqieratuie. as in the 
porous plug experiment (see Art. ;j64 .] 
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(I.) The calorimeter was observed for ten minutes in order to 
determine the heat received per minute through (u) conductivity from 
the oil bath ; (/3) radiation from the screens ; (y) radiation to or from 
the surrounding air. The etlects (a) and (j3) are practically constant, 
for the temperature of the bath is always much higher than that of 
the calorimeter ; but (y) may be either jmsitive or negative, and 
must be found by observation of the temperatures of the air and 
calorimeter from minute to minute. If k represents the change of 
temperature per minute arising from («) and (/i) together, and if 0^ be 
the mean temperature of the air and ti that of the calorimeter during 
any particular minute, the corresponding change of temperature of 
the calorimeter arising from the perturbations a, /i, y will be 

se = A(ft - 1>„) - /,■ ( 1 1 

(II.) After the lapse of ten minutes, spent in the observation of 
the perturbations due to radiation and conduction, the gas was turned 
on, and during this phase of the experiment the tem})erature of the 
calorimeter was changed by the passage of the gas through it, and 
also, but to a much smaller extent, by the perturbation mentioned in 
(I.). If the flow is continued for it minutes the total change of 
temperature arising from the latter causes is 

If be positive it must be subtracted from the final temperature 
of the calorimeter in order to obtain the temperature which would 
have been attained if no perturbations existed. Denoting the initial 
temperature of the calorimeter by and its observed final temperature 
by 6„, the true final temperature will be 0^ - and if W denotes 
the water ecjuivalent of the calorimeter the heat gained by it from 
the gas w'ill be W| {6., - 168) - t^j], and if w be the w'eight of gas 
transmitted, and s its specific heat, the whole mass of gas may be 
considered as having fallen from the temperature 0 of the bath to 
the mean temperature + Oo) of the calorimeter ; consequently the 
heat lost by the gas will be ws[8 - + 6*.,)], and the equation which 

determines s is 

a-s , . . (•>) 

(III.) The third part of the experiment consisted in observing the 
variation of the temperature of the calorimeter for ten minutes after 
the flow of gas was stopped. It was now only subject to the per- 
turbations, and the change of temperature was due to these causes 
alone. Denoting the change of temperature per minute of the 
calorimeter by Sd', and the mean temperature of the air during this 
minute by 8'^, while that of the calorimeter is 9', we have 

5t>'=A{e' -u’„) + k 1 ^ 3 ) 
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This equation, combined with (1), enables us to determine A and k, 
and hence the quantity which, when substituted in (2), gives the 
specific heat. 

In the case of gases which attack copper the spiral tubes were 
made of platinum, and when pressures higher than the atmosphere 
were required, the narrowing of the tube just beyond N was dispensed 
with, and the mouth D of the tube where the gas escaped was made 
very narrow. The water manometer M was also replaced by a 
mercurial manometer. The following results were obtained by 
Eegnault ; — 


Specific Heats of Gases under Constant Pressure. 

Simple Gases 

Air. . . . 0-23711 i Nitrogen' . . . 0-24380 

Oxygen . . . 0-21751 | Chlorine . . . 0-12099 

Hydrogen . . 3-4090 1 Bromine . , . 0-05552 

150. Method of Stationary Temperature. — In the process just 
described the temperature of the calorimeter varies from 6^ to ft,, and 
may therefore be called the method of variable temperature. Dela- 
roche and Berard employed in addition the method of stationary 
temperature. In this method the hot gas is passed through the calori- 
meter till the temperature of the latter becomes stationary. At this 
stage the heat gained per second by the calorimeter is equal to that 
lost by radiation to the surroundings. Denoting the weight of gas 
which passes through the calorimeter per unit time by w and its 
specific heat by s, the total heat gained by the calorimeter per unit 
time will be - O') + k, where ft is the stationary temperature of 
the calorimeter, 0 that of the bath, and k the gain of heat by conduc- 
tion through the connections. But if 0^ be the temperature of the air, 
the loss by radiation will be A(ft - 0^, and consequently 

trs{d - O') 4 k~h.{d' — 

The coefficients A and k may be found as before by two observa- 
tions on the rate of change of temperature of the calorimeter. In 
determining ft Delaroche and Berard warmed the calorimeter initially 
to a temperature a little inferior to the stationary temperature, and 
then allowed the gas to pass through, observing the maximum indica- 
tion of the thermometer placed in the calorimeter, that is, the tem- 
perature indicated when it ceased to change by more than of ^ 
degree in ten minutes. They then heated the calorimeter a little 

' Tile specific heal of nitrogen w-a.s deduced from that of air combined with that 
of oxygen. 
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above the stationaiy temperature, and allowed the gas to pass. This 
time the calorimeter cooled to a stationary temperature. The mean 
of the two temperatures thus observed they took as the true stationary 
temperature ff . 

151. [Lussana’s Experiments. — The most careful direct measure- 
ments of the specific heat of gases at constant pressure are those due 
to Prof. S. Lussana.^ The method adopted was in some respects similar 
to Regnault’s, but with the important modification that the pressure 
was maintained constant throughout the whole apparatus, the design 



Fig. 67. 


of which also made the use of much higher pressures possible. Prof. 
Lussana’s researches extended over several years, in the course of 
which various changes and improvements were introduced from time 
to time, but the essential parts in most of the experiments did not 
differ much from the arrangement represented in Fig. 67. 

A and B are two iron cylinders of internal diameter 27 cms. and 
length about 50 cms. Their lower ends are connected by a flexible 
spiral steel tube C, so that — A being fixed — B can be moved vertically 
up and down to a higher or lower level than A. In the position 
shown, A is full of gas, and B, as well as the steel spiral, is full of 
mercury. If B is now raised to a level higher than A, the mercury 

* Xunvo Cinvnto, scries -3, vol. x.xxvi., 1894 ; .Tune 1895 ; Feb. 1896: Aug. 1897; 
June 1898. Atfi del E. Islituto Veneto di scienzc, Jettere ed (trtl, tom. viii., series 
vii., 1896-97. 


Specific 
heat at 
constant 
pressure. 
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flows from B to A through the steel tube, causing the gas to pass 
through the copper tube D, the tap E, and the flexible spiral copper 
tube F into B. The mercury is allowed to fill A and to rise in the 
tube above it till it touches a platinum wire G, thereby completing an 
electric circuit and ringing a bell. The apparatus is now ready for 
an observation. The pressure is noted, and also the temperatures 
indicated by the various thermometers. After the temperature of 
the calorimeter has been watched for ten minutes, the tap E is closed, 
the taps H and I ojjened, and B is graduall}' lowered. This causes the 
mercury to pass from A to B through C, driving the gas out of B 
through EKI, through the copper spiral L contained in the heater M, 
through a similar spiral X immersed in the calorimeter O, and thence 
by the tap H and the tube D back to A. H and I are then closed 
and E opened, and the temperature of the calorimeter again watched 
for several minutes, after which the process is repeated. It will thus 
be seen that the same mass of gas can be used over and over again, 
and that its pressure remains always the same. At each operation a 
known mass of gas is passed through the spiral L and there heated to 
an observed temperature given by the thermometer T.,. It passes 
thence through the spiral N and is there reduced to the temperature 
of the calorimeter given by the thermometer T.j. The rate at which 
the calorimeter is gaining or losing heat through outside influences is 
calculated, as in Regnault’s experiments, from the temperatures of the 
calorimeter previous and subsequent to the passage of the gas. These 
temperatures were read through a telescope at intervals of one minute 
during a series of observations. The temperatures Tj (jf the air, and 
T., of the heater, were noted from time to time. T^ is a thermometer 
giving the temperature of the emergent column of T^. 

In the earlier experiments the mass of gas contained in A was 
determined by finding the weight of mercury necessary to fill it under 
the requisite pressure. Allowing for the compressibility of mercury, 
the volume of A was thus found, and the mass of gas filling it at the 
same temperature and pressure calculated from the results of Amagat’s 
experiments. In the later experiments, however, the mass of gas was 
directly measured by an arrangement originally due to Chabaut, the 
gas being allowed to issue slowly through a tap Q, E being closed, and 
its volume measured at atmospheric pressure. 

The pressure was measured by a closed air manometer P. Pressures 
ranging from 5 or 6 atmospheres to nearly 150 atms. were emploved. 

The construction of the heater will be seen in the figure. In some 
experiments water or alcohol W'as kept boiling in S, in others a 
fractional distillate of petroleum was used. The temperature of T., 
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was thus varied from below 100 C. to about '200 . A coiideiiser 
(not represented) Avas attached to M and returned the condensed 
liquid to S. 

In order to diminish as far as possible the passage of heat from 
the heater to the calorimeter, a screen was interposed. This Avas 
at first made of Avood ; aftei Avards a narroAv box in Avhich cold Avater 
AA'as kept circulating Avas substituted. The copper tube passes 
through a cork in the upper part of U. 

A modified form of calorimeter used by Lussana in his later experi- 
ments is shoAvn in Fig. 68. In form it is similar to Bunsen’s ice 


calorimeter (Art. l-'lo), but the 
portion of the bulb above the 
mercury Avas tilled Avith amyl al- 
cohol. Oil of vaseline was poured 
into the inner tube to facilitate 
the conduction of heat to the spiral 
tube contained in it. This spiral g 
tube Avas of copper and about 2 
metres long. The calorimeter Avas 
immersed in a vessel F Avhich 
AA'as itself surrounded by another 
vessel in Avhich AA-ater Avas heated. 

To this heater a condenser Avas 
attached, and the supply of gas 
to the burner Avas regulated by a 
thermostat. Thtis the calorimeter 
Avas kept at a temperature almost 
quite constant Avlien no air Avas 
being circulated through the coils, the motion of the end of the 
mercury column in the graduated tube C being regular and vei v sIoav. 

The only gas experimented on aa us air. It Avas first passed through 
the coil immersed in the Avater bath G. The temperature of (1 is 
gwen by the thermometer Q, and the small difference of temperature 
betAveeii the bath and the air leaving the coil is given by a thermo- 
couple, of Avhich one junction Avill be seen near the bulb of the 
thermometer, the other being in contact Avith the issuing air in L. 
The air then passed through the spiral of the calorimeter, and the 
temperature to Avhich it Avas raised aaus determined in a similar 
manner. The passage of the air cooled the calorimeter and the 
recession of mercury in C Avas obserA'ed, alloAA-ance being made for the 
sloAA', regular motion of the column. These data are sufficient, if 
the mass of air and the constant of the calorimeter are knoAvn, to find 



Fig. 68. 
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the specific heat. The mass of air was measured as has been already 
explained, and the constant of the calorimeter was found by discon- 
necting the spiral of the water bath, allowing a known mass of water 
to flow into the calorimeter, and proceeding as usual. 

The top of F and of the heater was covered with a thick layer of 
felt, and in addition two wooden screens were interposed between F 
and G. D and Fj are graduated tubes for altering the position of the 
mercury column. 

In his earlier experiments Lussana did not carry the pressure 
beyond about 45 atms. Up to this point he found that the variation 
with pressure of the specific heat of a gas at constant pressure could 
be well represented by a linear formula of the type 

p being the pressure in atmospheres, and u and h constants. The 
initial and final temperatures of the gas were about 95" and 10°. The 
following table contains the values of o and h for the gases experi- 
mented on : — 

Specific Heat at Constant Pressure 


Gas. 


I Hydrogen 
i Metliaue 
i Carbon dioxide 
I Ethylene 
I Kitrou.s oxide 


Specific Heat at 1 
Atmospliere. 
a 


Increase per 
-Atmosphere. 

h 


3 -402.5 

0-5015 

0-2013 

0-40387 

0-2-2480 


0-013300 

0-003403 

0-0019199 

0-0016022 

0-0018364 


The value of the specific heat under a pressure of 1 atm. is here 
obtained by extrapolation, as the minimum pressure used ivas about 
5 atms. 

An extended series of experiments was carried out on air and on 
carbon dioxide. For air Lussana gives the formula (for about the 
same limits of temperature) 

€,, = 0-23702 + 0-00155040)- 1) - 0-0000019591(y) - 1)-.] 

152. Influence of Pressure and Temperature. — Delaroche and 
Berard were of opinion that the specific heat of a gas depended on the 
pressure ; but Regnault, who investigated this point carefully, came to 
the conclusion that the specific heat of a gas under constant pressure 
was sensibly independent of the pressure. This would be expected in 
the case of a substance rigorously obeying Boyle’s law ; but in the case 
of gases like carbonic acid, which deviate considerably from this law. 
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it would not be anticipated. In fact, we have already seen from Dr. 
Joly’s experiments on the sj)ecific heat at constant volume that a 
notable increase of specihc heat with density occurs not oidy in 
carbonic acid, but also, though to a less degree, in the case of the more 
perfect gases,' while hydrogen behaves in the opposite manner. 

The influence of temperature was also studied by liegnault, and 
for this purpose the bath surrounding the sjiiral was kept at ditterent 
constant temperatui-es, sometimes»being replaced by a freezing mixture. 
He obtained the following results : — 


Air. 


Terniieratuie. Specilic Heiit. 


Fi’oin - 31" to -r lO’ 0'2.5771 I 

0’ to +100' 0-2:1741 ; 

0- to +-200^ 0 ■2:3751 ' 


Carbonic Acid. 


Tciniicr.iturc. Spccilic Hrat. 


Prom -30' to + 10’ 0-18427 

1 10' to +100’ 0-20-246 

-10’ to +2I0’ 0-21692 


According to this table the specific heat of air remains sensibly constant, 
while that of carbon dioxide rises considerably with the temperature, 
and it is probable that all gases which deviate from Boyle’s law follow 
the general law of solids and liquid.s, and show an increase of specific 
heat with temperature. On the other hand, a perfect gas, when used 
as a thermometric substance, shows equal rises of temperature for equal 
increments of heat. 

[The general conclusions arrived at by Lussana are that the 
specific heat at constant pressure increases considerably with the 
pressure for all the gases experimented on, and that it varies also with 
the temperature. In the case of air the rate of increase ivith pressure Air. 
diminishes at high pressures, the specific heat apparently tending to- 
wards a maximum. The specific heat of air increases -svith increase of 
temperature, and also the convexity of the curve connecting the specific 
heat with the pressure seems to diminish with increase of temperature. 

The specific heat at constant pressure of carbon dioxide increases Carton 
rapidly with the pressure, attaining a maximum in the neighbourhood 
of 110 atms., after which it diminishes. At pressures below 50 atms. 
the value of Cp increases with temperature, but at high pressures it 
diminishes considerably as the temperature rises.- 

The view expressed by Lussana, that the specific heat of air tends 
to a maximum was confirmed by A. Witkowski ^ by experiments at 
^ Such ail increase, or decrease, becomes quite intelligible when the existence of 
groups of molecules is recognised as |K>inted out in Art. 52. 

- It should be remarked that the CO.^ liquetied in the calorimeter, so that its 
latent heat is included in the specific heat. 

^ BuU. dc V Acad, dcs iicicnccs dc Cracovie, p. 290, Oct. 1S95. 
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low temperatures, using a modified form of the method of Eegnault 
and E. Wiedemann. The quantity of air used in an experiment was 
measured directly by the balance. Pure dry air was compressed to 
80 or 100 atmospheres in steel or copper flasks, and a known quantity 
(13 to 60 grammes) was passed through a refrigerator and then 
through the calorimeter'. The temperature of the refrigerator was 
giverr by a hydrogen thermometer, and the ditference of terrrperature 
between the refrigerator aird the «ir just at the entrance to the 
calorimeter by a thermo-couple of copper and rrickel. Witkowski 
found that the specific heat of air at constant atmospheric jrressure is 
sensibly independent of the temperature, its value being 0'2372 irt 
calories. A small dejrarture at the lowest temperature was attributed 
to a change in pressrrre. 

The variatiorr of the specific heat with pressrrre was not measrrred 
directly, but calculated from the determinations of the dilatation of 
air referred to in Art. 122. Writing the resirlt of Ex. 24, Art. 349, 
in heat units, we have 


• — C[ - 


d-c , 
Tr"-’’’ 


(F 


when Cj is the specific heat at constant atrnosirheiic pressure and has 
the value 0'2372 for all temperatures, and t is the absolute tempera- 
ture. Now with the notation of Art. 242 


n~ 


f^l + al) 
1 T ai,d 


1 1 -r I 


- )/„( 1 - ai^V). 


where is indejrerrdent of 6; therefore 


_ ■'rt'ii't . 

P 




^ - a,sU) ; 


therefore, writing a for e,,# to avoid cumbrou-sness, 


\ <ld- K. 1 



I 

) ■ 


and this formula furnishes a means of calculating {d-v since the 

terms on the right-hand side can be obtained graphically from the 
curves of Fig. 47, Art. 122. As Witkowski used the hydrogen scale 
in measuring 6, we may Tpwt d-r dr = d-vjdff', and therefore obtain the 
value of C,, for various pressures and temperatures from equation (1). 
Fig. 69 shows Witkowski’s curves for the variation of G,, with pressure 
at various temperature.s.] 
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153. Difference of the Two Specifle Heats. — A perfect gas is 
usually considered as an ideal substance whose molecules are outside 
the sphere of each other’s attraction. AVhen such a substance expands 
no work will be spent in separating the molecules further apart, for by 
supposition they do not attract each other. The whole work done 
during a change of volume will consequently be external. Thus, if 
the volume changes from r, to r., under a constant pressui e p, the 



external work is - i\). Now the specific heat at constant volume 
Cf is the quantity of heat required to raise the temperature of unit 
mass 1^ C. when the volume is kept constant, and the specific heat 
under constant pressure C^, will exceed this merely by the thermal 
equivalent of the work done under constant pressure, while the tem- 
perature changes by 1 C. e have therefore 

or, since the difference of temperature is one degree, it follows that 
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j(c^-a)=K, 

J being Joule’s equivalent. This equation, combined with a knowledge 
of either specific heat, determines the other, or combined with their 
ratio, or any other relation connecting them, determines both. 

The experimental examination of the assumption made here, namely, 
that no internal work is done when a gas expands, or rather that in 
the case of ordinary gases the internal work is very small, was first 
undertaken by Joule. 

[To calculate the value of - C,. we may make use of the value 
already given for R (Ex. 3, Art. 04) in the case of hydrogen, 

R,, = 4146x lot 


so that if /X is the molecular weight of any gas, putting J = 41’8 x 10'’, 
we get 


0„ = ^ 


2R;, 

Jyu 


1-984 


appvo.v. 


This formula assumes the equation for a perfect gas. Witkowski 
has calculated the values of C> for different pressures and temperatures 
by means of the more general relation given in Ex. (1), Art. 34o, 
viz. — 


.I(C„-C„) = 



( 1 ) 


Putting, as in the preceding article, pv = we get 


/dv\ dr] 


whence 

\(/r/T dy] ’ 

- '■ 

and substituting in equation (1), we have 




The values of dp'ih and dijjdp were obtained by Witkowski from the 
results of his experiments on the pressure coefficient and compres- 
sibility of air (see Art. 122). He found that increased with the 
pressure when the temperature was constant, and this increase was 
much more rapid at low- temperatures. The value of y, or the ratio 
of the two specific heats thus obtained, increased with pressure. At 
constant pressure y increased rapidly as the temperature diminished, 
attaining a maximum in the neighbourhood of - 120"^ C. This is 
about the critical temperature of oxygen. At the critical point y 
must be infinite.] 
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1 54. Joule’s Experiment. — In determining the heat developed by 
compressing air in a vessel, Joule was struck hy the accuracy with 
which it represented the equivalent of the work spent in effecting the 
compression, and similarly, the quantity of heat lost during expansion 
appeared to be accurately the equivalent of the work done against the 
external pressure. He consequently determined to investigate if the 
temperature of a gas changed when the volume merely increased 
without doing external work. For this purpose two receivers, A and 
B (Fig. 70), which were connected together by means of a tube furnished 
with a stopcock, were immersed in a bath of water, which acted the 
part of a calorimeter. One of the receivers, A, was filled with dry air at 
about 22 atmospheres, and the other was exhausted. The water was 
thoroughly stirred, and its temperature noted by means of a very sensi- 




tive thermometer reading to of a degree F. The stopcock was 
then opened by means of a key, and the air allowed to pass from A to 
B till equilibrium was established. The water ivas again stirred, and 
the temperature was found not to have changed by any appreciable 
amount. His conclusion was that ‘‘ no change of temperature occurs 
when air is allowed to expand in such a manner as not to develop 
mechanical power.” 

In order to analyse this experiment. Joule inverted the receivers 
as shown in Fig. 71, each, as well as the connecting pipe, being 
immersed in a separate bath. When the air compressed in A was 
allowed as before to expand into the exhausted vessel B, the tempera- 
ture of the bath containing A fell, while that containing B rose, as 
well as that containing the connecting pipe C, the heat lost by A 
being exactly compensated by that gained by B and C, a small error 
arising only from those parts of the pipe which were not immersed in 
water. 

From these experiments ^ it follows that no internal work is done 

• An analogous experiment had been previously made by Gay-Lussac [Menioires 
d’Arcueil, 1807). This method, however, is not susceptible of any extreme delicacy 
as the thermal capacity, of the mass of gas employed must necessarily be small 
compared with that of the calorimeters. 



270 


THEORY OF HEAT 


CHAP. IV 


Joule’s 
law, or 
Mayer’s 
hypothesis. 


by a gas during expansion, or, in other words, the molecules are so far 
removed from each other as to be practically out of the sphere of each 
other’s attraction. This is not rigorously the case with ordinary gases, 
which do not accurately obey Boyle’s law, but oidy holds for the ideal 
perfect gas, to which the permanent gases of nature approximate. 
The deviations of ordinary gases from the ideal state have been 
investigated by Joule and Thomson by another method, which will be 
described later (Chaj). VIIL). 

1 55. Fundamental Equation for a Perfect Gas. — We are now in a 
position to write down the fundamental equations connecting the heat 
supplied ilQ, the change of temperature (W, and the external work done 
/x/v.during any elementary transformation of a perfect gas. Since there 
is no internal work, the heat supplied must be all spent in changing 
the temperature of the gas and in doing external work. The quantity 
required per unit mass for the former purpose is CijJd, where C„ is the 
specific heat at constant volume. If the volume changes by an amount 
dv under pressure p, the external work will be pr/r, and the thermal 
jii/r 

e(|uivalent of this is 
transformation is 


is ^ . Hence the whole heat necessary for the 




If JQ and C,. be measured in mechanical units (ergs), or if pdr be 
expressed in thermal units, the symbol J disappears, and for con- 
venience we shall always suppose that the former system is adopted, 
and write the equation in the form 


This equation, combined with the equation pv - K0, must furnish the 
solution of all jnoblems concerning the variations of the properties of 
a perfect gas under any stated conditions. 

1 56. Adiabatie Transformations. — When the volume and pressure 
of a substance change while no heat is allowed to escape from it or 
enter it from outside, the transformations are said to be adiabatic. 
We are now in a position to determine the relation connecting the 
volume and pressure of a perfect gas under such conditions. In this 
case, since heat neither enters nor leaves the substance, we have 
f/Q = 0, and therefore 

+pdL-=0 il) 


The problem before us now is to find the I'elation between p and r, 
that is, to eliminate 0 by means of the equation y/c = li6. From this 
equation we have 

p<U T — Rt/t/ • • • . . (2) 


1 T- LiljJ — Rt/t/ 
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since = Substituting for dO in (1), and replacing K by its 
value — Cf (measured in ergs), we obtain 

Cj,2>d c + CrVdp = 0. 

Or, if y denotes the ratio of to Cr, 

' I- p 

which, by integration, gives at once 


That is 


7 log 1) + log p = const. 


/»{•')' = const. . . . . . . ^;i) 

which is the required relation between p and r. 

Combining equation (3) with the characteristic equation of the 
gas pv = 110, we obtain the adiabatic relations between the pressure and 
temperature, and between the volume and temperature. Thus 

1 -y 

Bp y =con^t. . . . . (4 1 

and 

^ = collet. . . . . . i5 , 

157. Ratio of the Two Speelfle Heats of a Gas. — Until the perfec- 
tion of steam calorimetry by Dr. Joly, no successful measurement of the 
specific heat of a gas at constant volume was effected. The specific heat 
under constant pressure was determined by the methods already 
described, and from this the specific heat at constant volume was 
evaluated by means of further considerations of the properties of gases; 
such, for example, as the formula of Art. 153 for the difference of the 
specific heats. Another method follows from the theoretic formula 
for the velocity of sound in air. Laplace showed that the velocity 
of sound in a gas is determined by the formula 



where P is the pressure, D the density, and y the ratio of the two 
specific heats. Hence a knowledge of r, P, and D gives a determina- 
tion of y, which leads at once to the value of C,. when C^, is known. 
By this method the value y = 1'408 has been found for air. 

[This method has been applied by AVitkowski * to check the results 
obtained from calculations of the specific heats (Art. 153). The 
velocity of sound in air was determined by Kundt’s method at two 


Jiii/L d<' J'A<’nd. rUs Srit /ices dr Cracorie. March 1899. 
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different temperatures (0 and - 78'"-5 C.) and at pressures ranging 
from 1 to 120 atmospheres. As the above formula of Laplace assumes 
air to be a perfect gas, Witkowski used the general formula 


/elasticity _ 
density 




-J- 


7ir 


V 


I Ex. 2, Art. 345) 


an assumption being made here that the sound is propagated 
adiabatically, i.e. without any conduction of heat from the compressed 
to the rarefied portions of gas. For notes of high frequency this 
is very nearly exact. A correction was applied for the effects of 
viscosity and conduction. The results obtained followed the same 
trend as those got by the specific heats, but the values of y obtained 
by the present method were uniformly a little larger. Owino- to the 
uncertainty of the correction just mentioned, Witkowski considers the 
values calculated from the specific heats more reliable. 

The kinetic theory furnishes a method of calculating the value of 
y when the ratio of the internal energy of a molecule of gas to its 
energy of translation is known. Let the temperature of the gas be 
raised 1° C. at constant volume. The heat required is G„. We may 
put 

c,.=Q+(y 

when Q is the increase in energy in calories due to increased molecular 
velocity, and Q'is that due to increased internal energy of the molecules. 
If the velocity of a molecule changes from Yj to V.„ we have 


(see Art. 55), so that 


J()= - Vi-)=2p(/'-i -m) = IK, 


3R 2-976 


'2 J 


P- 


by Art. 15.3 ; and if we know the ratio Q' Q = /i, we get 




" 2 J ^ ‘ 


t-d)= - Ki+tih 


'■ 7 


; + d 
‘a'l r/l’ 


In the case of a gas whose molecules have no internal enertry 
/i = 0, and y = J. Kundt and Warburg, by measuring the velocitv'of 
sound in mercury vapour, obtained the value 1'67 for y, and Ramsay 
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found for argon 1-659, and for helium 1-652. These gases are 
monatomic.] 

158. Method of Clement and Desormes. — The adiabatic equation 
jivy = const, leads to an experimental determination of -y first devised 
by MM. Clement and Desormes.* A large Hask (Fig. 72) is furnished 
with a very wide stopcock B, which communicates with the exterior 
air, and also with a sensitive water - manometer na . Initially the flask 
A is partially exhausted, so that the liquid stands at a level a in the 
manometric tube. The cock B is then suddenly opened for a short 
interval, and again closed. During this interval the air rushes into ■* 
the flask, and the pressure within become.s equal to that outside ; the 



temperature, however, is elevated inside in consequence of the inrush 
of air. The tap B being closed, the air in the flask cools, and, as a 
consequence, the internal pressure diminishes, and the liquid, which, 
at the closing of the tap B, stood at the bottom of the tube, now 
rises to a height n'. 

Let the pressure of the atmosphere be that of the air in the 

' Journal de Plii/s. </•- Dclamrlherk, tom. lxx.\ix. p. 333, 1819. See also Laplace, 
Micanique Celeste, tom. v. p. 148, etc. From tlie measuremeots of Clement and 
Desormes, Laplace deduced the value 7 — 1-354. 

- Sulphuric acid would be less objectionable. 

" The converse method in which the pressure within the iUsk was initially 
greater than that of the atmosjihere, so that an outrush occurred when the tap was 
opened, was hrst used by Gay-Lussac and Welter. See Ostwald’.s Outlines of General 
Chrmislry. p. 75. ' 

T 
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flask before opening B, and p„ finally after the aii- has cooled to its 
original temperature. 

Then, since the first proce.ss occurs so rapidly that it may be 
regarded as adiabatic, avc have for the air in the flask 

y y 

/'I'l 5 

/■j and /'ll being the volumes of unit muss of air before and after opening 
B. Hence, 

'/doy H-) 0 g (■„l = logy/„- logy),. 

But since the initial and final temperatures are the same, 

y),)-, =y/.a-„ ; 

since the manometer tube is narrow, the volume of the unit mass of 
the gas will not be appreciably altered by the small rise of the liquid 
in the tube. Hence = I'Jpi^ and 

log?).. - logy),’ 

the quantities ?/,„ p^, /)., being noted, the value of y is obtained. 

This method is open to serious objections, for it is difficult to 
arrange the experiment so that the pressure within the flask shall be 
exactly equal to the external pressure at the instant the cock is 
closed, while at the same time the operation must be conducted so 
quickly that no sensible quantity of heat has been communicated by 
the air within to the sides of the flask. When the stopcock is opened 
there is an over-rush ’ of air, and an oscillation is set up, that is,’ 
more air rushes in at first than would fill the flask at the external 
pressure. A back-rush then sets in and an oscillation to and fro of 
air takes place through the orifice. Consequent!)', when the tap is 
closed the pressure within the flask may be either greater or less than 
the external piessure, unless sufficient time has been allowed for the 
oscillatory motion to subside. When the stopcock B is wide this 
inconvenience is to a great extent avoided. By this means M. 
Eontgen found the value y- 1'4053. 

[A further objection is pointed out by Poynting and Thomson,® 
viz. that we cannot assume that when the stojicock closes, the air 
which rushes in will have the same temperature the moment after 
introduction as the air already in the flask. Tt would be much 
more reasonable to suppose its temperature to be atmospheric. If 
we make this assumption, then, when all the contents of the flask 

' Cazin. .f/*)i. i/c Chiitiie, .Soser.. tmn. l.wi. p. 206. 

- Kmitgeii, Pwjij. Ann. vol. c.xlviii. p. 580, 187.t. 

^ Hint, p. 292. 
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have acquired the original temperature, the pressure is the sum of 
the partial pressures due to the original gas and the air which has 
been admitted. But the original gas at atmospheric temperature 
causes a pressure yq ; and the air admitted, causing a pressure 
when in volume - i'li, would cause a pressure ■pj.i'i - when in 
volume i\ ; thus the resultant pressure ji, is the sum of these, ot' 
“ equation may be written in the form 

Cl — Cl) _p.i — 

O J'i, 

or 

r, _ P„ 

■‘’o Po+Pi -W 

and thus 

_ log - log "| . leg />„ - loK Pi 1 

log r, - 10 ,/ /•„ log p„ - log (p„+p, - p.,yj 

In order to secure good results, dry air should be used as well as 
a dry flask, for the aqueous vapour ordinarily in the atmosphere leads 
to error. A modified form of apparatus has been described by M. Em. 
Paquet^ in which dry air was compressed in a flask by allowing 
mercury to suddenly flow in. The mercury entered from below, and 
its surface was covered with a layer of sulphuric acid to prevent 
conduction of heat from the gas through the mercury. Oscillation 
was stopped by a clip on the mercury tube. 

[Another variation of Clement and Desormes’ method was adopted 
by Messrs. Lummer and Pringsheim.- The globe A was of copper 
and immersed in a vessel of water. The temperature of the water 
was kept constant, and a continual circulation was kept up by means 
of electrically driven screws. A sensitive thermometer immersed in 
the water gave the temperature of the gas in A, and the sudden 
change of temperature on opening the stopcock B was measured by 
a specially constructed bolometer. Only two pressures were measured, 
the original pressure j\ and the atmospheric pressure 

Equation (4) of Art. 156 gives, if 0, and 0^ are the temperatures 
before and after opening B, 

a y„ l-Y-a 7,, i-y 

from which, by taking logarithms, and solving for y, 

* Paquet, Journal dc P/iysiijue, tom. iv. p. .50, 1885. [Another ingenious 
modification, which avoids several errors, is due to II. Maneuvrier Ilenduf, 

tom. cxx. p. 1398, 1895). The method is discussed also in Buckingham’s Thernio- 
dynainks.^ 

~ Ann. der Physik, Bd. Ixiv. p. 555, 1898. 
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log^i 

log^’’ - log^' 

V» ^0 

The values obtained by several other physicists, as well as those 
which they themselves found, are included in the following table given 
by Lummer and Pringsheim, lor. cit. ; — 


< )bserve! 


Air. 

Oxygen. 

Carbon 

Dioxide. 

Hydrogen. 1 

Ruiitgen .... 

1873 

1-4053 


1 -305-2 

i 

1 *38512 

Kay.ser .... 

1877 

1-4106 




Wullner .... 

1878 

1-405 


1-3064 

, 1 

Paquet .... 

1885 

1-4038 




J, Webster Low 

1894 

1 -3968 


1 -291 

' 

Lummer and Pring&heim 

1894 

1 -4025 

1-3977 

1-2995 

i 1-4084 1 

Jlaneuvrier 

1895 

1 -3925 

1 

1 

1-298 

1-384 1 


159. Method of Jamin and Richard. — The ratio y of the specific 
heats has been determined by MM. Jamin and Eichard,' by means of 
the method of comparison already noticed (footnote, p. 218), the gas 
being heated under constant pressure, and also under constant volume, 
by means of a platinum spiral carrying an electric current. By 
running the current for a definite time, a certain quantity of heat 
Q may be given to the gas under either circumstance. 

Let w be the weight of the gas, and 0-9^ the change of tempera- 
ture, when the pressure is kept constant. Then 

Q = p'C,/ 6 - 0„). 

and if with the same quantity Q the elevation of temperature be 
ff - d|| under constant volume, we have 

•i = wCVtf' - »„). 

Hence, 

C,. ’ 

the ratio of the two specific heats is therefore obtained by observing 
the change of pressure and the change of volume produced in the two 
cases, the initial volume r^, and pressure /i„ being supposed known. 
These changes are measured by means of a manometer attached to the 
flask v,-hich contains the gas. Bj- this means .Tamin and Richard 
obtained — for air, 1‘41 ; carbonic acid, 1'29; hydrogen, 1-41. 

' Coniptes Itendus. tom. Ixxi. )>. 336, 1S70. 
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Examples 

1. Calculate C, from the equation J(C^-C„) = R for the gases mentioned in 
Ex. 3, p. 143, assuming the value 427 for J and Regnault's value of C;, (p. 260). 

2. Assuming the value 7 = 1‘41, calculate the value of .1 by means of the equation 
of Ex. 1, and Regnault's value of Cp for air. 

3. Assuming the values of J and R, calculate both C,, and C„ from the equation 
of Ex. 1, and the value 1 41 017 . 

4. A certain (quantity of a gas at the freezing-point is compressed adiabatieally. 
so that iis volume is reduced successively to 1, J-, and ,'5 of the original bulk. Find 
the corresponding changes of temperature. 

{Ans. 90' C., 209° G., 429‘ C., respectively.] 

5. If E be the whole molecular energy of the molecules of a gas, and if E, be the 
energy of translation, show that 

= ' ■ . - . 'Clausius), 

h. ' G,. 

]AbSuming the energy of a gas to be all heat energy, 

JC,.e = E, 

also yie = 3 E, (Art. 55), 

but pc= R0=JtCp - CwG, 


whence the above expression follows.} 



SECTION VII 


(IN’ ATOMIC AND MOLECULAR THERMAL CAPACITIES, AND THE 
VARIATIONS OF SPECIFIC HEAT WITH TEMPERATURE 

160. Atomic Thermal Capacities — Dulong’ and Petit’s Law. — In 

considering the subject of specific heats it is natural to inquire if the 
specific heats of various substances, simple and compound, are in any 
way related or connected by any general law. The first attempt in 
this direction was made by Dulong and Petit ^ in 1819. From the 
consideration of the specific heats of a series of simple substances, such 
as iron, lead, gold, silver, etc., these philosophers concluded that the 
atoms of all the simple substances have the same thermal capacity, 
or, in other words, “ the product of the specific heat by the atomic 
weight is the same for all the elementary substances.” 

The range of application of this law was investigated by Regnault 
in numerous researches carried on between 1840 and 1862, with the 
result that he found it held approximately for most of the elements 
which ordinarily occur in the solid state, if the specific heats employed 
be taken at temperatures sufficiently below the melting point. For 
thirty-two of these substances the mean product was 6'38, with 
extremes 6'76 and o T, taking the atomic weight of hydrogen as 
unity. 

That variations from constancy in this product should occur is 
certainly to be expected, if it be remembered that the specific heat 
of a substance depends on the temperature at which the determina- 
tion is made, and akso on the physical state, whether it is solid, 
liquid, or gaseous : and, in the case of solids, to some extent on the 
treatment and mechanical actions to which it has been subjected. 
These variations ■will be considered immediately. 

[An approximate value for Dulong and Petit’s constant has been 
calculated by F. Richarz by a method based on the kinetic theorv. 

' Dulong anil Petit, An/i. Ae f'lm/t'C ct lU Phys. 2^' .■.i-r., tom. p. y9f,, 1819. 

■- Ann. derPhysik, Bd. l.xvii. j.. 702, 1S99. See also H. Staiginnller, Ann der 
P/iysik, Bfl. l-xv. p. 070. 1S9)S. 


27S 
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In the case of an element ivhich in the solid state obeys Dulong 
and Petit’s law, and which in the state of gas is monatomic like 
mercury vapour, the total energy of the molecules of the solid element 
is half kinetic and half potential. In the state of vapour the energj’ 
is all kinetic. But the mean kinetic energy is independent of the 
state of aggregation of the molecules, being merely projiortional to the 
absolute temperature. Therefore the atomic heat, and also the specific 
heat at constant volume, is half as great in the vapour as in the solid. 
This has been shown to be the case with mercury.' If C,. is the 
specific heat at constant volume for the vapour, and r,, for the solid, 
then r,, = 2C,., and using the value given for Ci- in Art. 157, we get, 
since fi = 0 for a monatomic gas, 

iv,u = '--002. 

According to Richarz, the ratio Cj, i\. for many metals lies between 
I'Ol and I'OI in the solid state, so that 

t>‘0l to 0‘11K] 

161. Extensions of Dulong and Petit’s Law — Molecular Thermal 
Capacities. — An e.vtension of the law of Dulong and Petit, by which 
the specific heat of a compound might be inferred from those of its 
constituents, was suggested by Woestyn,- on the supposition that the 
atoms, when in combination, preserve their oi iginul thermal capacities, 
and consequently that the thermal ca])acity of a molecule of any com- 
pound is equal to the sum of the thermal capacities of its constituents. 
Thus, if there be )q, n.,, a.j, etc., .atoms of atomic weights wq, 
etc., in the molecule, then the molecular weight is 

tv = )i] i/'i -r (pa'.i -1- + etc. , 

and if the specific heats of the constituents be Sj, s,„ Sg, etc., while that 
of the compound is s, we have under the supposed condition 

VVs= etc. ....(]) 

In this equation avs.,, etc., are the thermal capacities of the 
corresponding atoms, and if these are each equal to the mean value 
6 '38 given by Dulong and Petit’s law, we have 

— OU T a.-f a. . . . )6’3S = 6*3SX, 

a formula which has been verified by Eegnault ' in the case of 
metallic alloys, the constituents of tvhich were taken in proportions 

' Lotliar Meyer, ihulcrni Thfurica. ji. 109, lS8t. 

- \Voe^.tyIl. .Inn. dr i.’lnmie rl dr Phij.^. 3® ser . tom. .xxiii. p. 'JO,'., 1848. 

" Regnaiilt. .4, in. de t'hiniir if dc I'/uis. 3>-‘ ser., tom. i. ]i. T29. 1841. 
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which were multiples of their atomic weights. The constant 6'38 
was, however, not maintained, but increased considerably when the 
temperature approached the fusing point of the alloy. 

The general equation (1), being supposed established, may be 
employed to determine the specific heat of any element in combina- 
tion with others of known specific heats. Thus, if all the quantities 
which occur in the equation be known except s, then the value of s 
becomes determined. By this means H. Kopp ‘ has shown that, as 
previously announced by Gamier,- the specific heat of water in com- 
bination in the various hydrates is the same as that of ice, that is, 
water substance in the solid state. 

While investigating the specific heats of compounds of the same 
general formula Neumann " found that the product of the molecular 
weight and specific heat remained constant for all compounds belong- 
ing to the same general formula and similarly constituted, but that 
the product varied from one series to another. This is known as 
Neumann's law. 

162. Variation of Specific Heats with Temperature.— The con- 
siderations brought forward in Art. 52 lead us to suspect that the 
specific heat of any substance may change (either increase or decrease) 
as the temperature varies. The idea that the specific heat of a 
substance is not the same at all temperatures seems to have been 
suggested by Dalton. He supposed that a certain quantity of 
heat was employed in producing the dilatation which accompanies 
changes of temperature in bodies, and that therefore as the dilata- 
tion for 1' change of temperature varies, the quantity of heat 
necessary to etfect the change of temperature must vary also. He 
concluded, consequently, that the thermal capacity of a given mass 
of a substance varied with the temperature, but that the thermal 
capacity of a definite volume remained constant. This idea, however 
was not founded on any e.xperimental investigation of the variations 
of specific heat with temperature, and it can therefore only be regarded 
as a conjecture. The first comprehensive series of experiments on the 
subject were made by Dulong and Petit, ^ who found that the specific 
heats of all the substances examined by them increased gradually with 
the temperature, and the general truth of their conclusions has been 
confirmed by the results of the experiments made by all subsequent 
investigators. 

* Liebig, .tun., Supplement, vol. iii. pp. 1 and 289. 

- Gamier, Comptts It' iulvs, tom. xxxv. p. 278, 1852. 

F. E. Neumann. Pitij'j. Ann. vol. xxiii. p. 1, 1881. 

■* Dulong and I’etit, Ann. ile Chimie et it-' Ptiijsniuc. 2'-' ,ser., torn. vii. p. 147 ■ 
tom. X. p. 395. 
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The majority of solids exhibit only a small increase of specific 
heat as the temperature rises, until the melting point is approached. 
Near the melting point, however, the specific heat may change rapidly, 
especially in the case of amorphous substances which pass gradually 
into the liquid state, as already noticed in Art. 132. A few substances, 
however, show large variations of specific heat with temperature, and 
the most noted of these is carbon, which exists in several varieties. 
Numerous experiments have been conducted from time to time 
on the specific heats of the several varieties of carbon, chiefly on 
account of the wide deviation of this element from the law of Dulonsi 
and Petit. The results obtained by different observers are given in 
the following table, and the discrepancies between the several values 
obtained for the same substance appeared to F. AVeber ^ to be quite too 
large to be accounted for by experimental errors or impurities, and 
he considered that they must depend upon some source of variation 
of specific heat, such as change of temperature. 


()l»ser\ ev. 

Wood 

Charcoal. 

Ua^ Co.tl. 

Native 

(Jiafdute. 

Fumat p , 
Grajihite. ^ 

Diaiiiuiid. 

Temperature 
Interr at 

Regiiault 

0'2415 

0-2036 

0-2017 

0*1970 ! 

0-1469 

8' to 98' 

De la Rive 
; and lHareet 

j 0-2009 



1 

0-1146 

3’ to 14- 

I Kopp . 


0-185 

0-174 

0-165 ' 


22“ to 52 

Wullner and 
i Bettendorf 

1 

1 

0-2006 ■ 

O-IPIO 

1 

0-1920 ' 

0-1452 

22 to 70 



— 



. 



_ . .. 


It may be noticed from the table that the specific heat is less for 
the crystalline variety diamond than for the porous varieties,- and that 
assuming the correctness of the experimental work, those determina- 
tions which were conducted at the lower temperatures gave the lesser 
specific heat, and this suggests a rapid increase of specific heat with 
the temperature. 

To test this point Weber executed a careful series of experiments 
at different temperatures with Bunsen’s ice calorimeter, and, for 
the specific heat of diamond between 0“ and 200" C., deduced the 
formula 

.S = 0-0SI47 -t-0 000994e - 0 000000360-. 

* F. Weber, Poifij. Ann. vol. cliv. pp. 367, 553 ; I’ltil Hay. vol. .\liv. p. 
251, 1872. 

- This, as Dr. Joly has observed, appears to hold for several other crystalline 
substances (I’m:. Roy. Soc. vol. xli. p. 250, 1886). 
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Thus, at 200" C. the specific heat of diamond is more than three times 
its value at zero. 

For temperatures above 200 C. the water calorimeter was used, 
but the experiments were not so reliable. Similar variations were 
found in the case of silicon and boron, so that, although these elements 
seemed at first to overthrow the generality of Dulong and Petit’s law. 
the large variations of specific heat with tenpierature show us that the 
applicability of the law to any element depends on the temperature at 
which the specific heat is determined. 

Among liquids, alcohol appears to change considerably in sjiecific 
heat, and according to the experiments of Him attains a value 1‘1 1389 
at 160 C., which is superior to that of water at 100° C. The whole 
question of variation of .specific heats with temperature still calls for 
further investigation. 

The following talile contains the results of Regnault’s exjieriments 
on a few liquids : — 


I.Kpml 


Quantu.v of Heat 


Teinperatiu’e 


Water . . . (^-i-0-00002tf- + 0-0000003(^' 

I Alcohol . . . 0'5-l75.otl + 0-0011218S- +0-0000022060^* 

E-'Sciioe ot'tm'iicritiiic 0 41.'iOs0 + O-OOOt)19650- - O-OOOUU1:J2740* 
1 Carbon bisuliiliulc . O-2o5-2h0 + O OOOn815160' 
i Ether . . . 0-528990 + O-OOO29f>870- 

i Chloroform . . O--24-2340--O-OOOO5O7110- 


0° to 200'- 
~ 23 to + 6b° 
0" to 150° 
-30' to a- 40° 
-20° to -I- 30° 
30- to + 60° 


The variations in the sjiecific heat of water at different temperatures 
are discussed in the next section in connection with the determination 
of the mechanical equivalent of heat. 

[A series of experiments was made recently liy Xernst, Lindemann, 
and others, in which the specific heat of a number of substances was 
determined over a wide range of temperature.' 

In experiments on metals, the piece of metal, in the form of a 
cylindrical block, acted as its own calorimeter. A wide hole was 
bored concentrically in the block and was filled by a cylindrical plug 
which fitted closely at the top but left a narrow annular space for 
most of its length. This space contained an insulated coil of 
platinum wire, by means of which the block was heated through a 
small range of temperature (a few degrees or less). The energy 
communicated to the metal was measured electricallv, and the 

* Xt-nist, Annahn rler F/ii/sik. 1911, Bd. 36, p. 39."i. For othi r refl•rullce^ see 
J. H. Jeiuis's Hiport nii lini/Ditio,, </*/ Qiiciiitvm Them p {Thus. Av(. nr Loiulm. 
1914), in whii 1] a ehaptcr is di-votpil to the sprcilic lieats of solids 
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platinum wire served also as a resistance thermometer to measure the 
rise in temperature. In the case of poor conductors (diamond, 
sulphur, etc.) the substance was hermetically sealed up in a silver 
vessel in the middle of which was a wide silver tube round which the 
platinum wire was wound. The cylindrical block of metal or silver 
vessel was suspended in a glass vessel by the two ends of the wire, 
this vessel being in communication with another containing cocoanut 
charcoal. The charcoal being heated to redness, the glass vessels 
were evacuated by means of a Gaede pump and the charcoal sub- 
sequently cooled in liquid air. By this means a very high vacuum 
was obtained, ensuring very perfect heat-insulation. At the lowest 
temperature, that of liquid hydrogen, the specific heat of diamond 
was too small to be measured, its conductivity being at the same 
time remarkably high. These experiments gave the specific heat at 
constant pressure C^. The relation between the two specific heats is 


where A is the coefficient of linear expansion, K the compressibility, 
and p the density (see Art. 345, Ex. 25). 

At high temperatures the atomic heat (product of the atomic 
weight into the specific heat at constant volume) of solid elements 
was found to approximate closely to the theoretical value 5’96. 
At low temperatures the value of the atomic heat diminished, tending 
to zero at the absolute zero of temperature. When curves were 
drawn representing the connection between the atomic heat and the 
absolute temperature, it was found that the curves corresponding to 
different elements dift'ered only in such a way that they could all be 
represented by a single curve, provided that the scale of temperature 
on the diagram was different for different elements. The shape of 
the curve is shown in Fig. 73. 

163. Debye’s Theory of Specific Heats. — If N is the number of 
molecules in unit mass of a monatomic gas, r its volume, and m the 
mass of a molecule, then by Art. 374 we have 

’,;;=NR„e; 

so that the mean kinetic energy of a molecule is given by 

1 r. 

since 'Xm = 1. Now consider the case of a solid element in which 
there are N atoms per unit mass, m being the mass of an atom ; and 
suppose that each atom jtossesses three degrees of freedom and 
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vibrates about its mean position (see footnote, p. 64). Then if we 
employ the doctrine of equipartition of energy, the mean energy of 
an atom is half kinetic and half potential, and the mean kinetic energy 
is the same as that of a monatomic gas, since the atom in each has 
the same number of degrees of freedom. The total mean energy of 
an atom of the solid is therefore 3K(,0. Putting a = atomic weight, 
7?i/i = mass of hydrogen atom, E = energy of unit mass of solid, we get 


whence 


«E = a"'XK„B -- 

nlh 


3R„e 

711 ,, 


_« i<E_ 3R|, 


This result is the same as that of Art. 160 giving uC,, = const. = 5‘96. 
The variation of the atomic heat with temperature has been accounted 
for by Debye by making use of Planck’s quantum theory, according 
to which the energy is not divided equally among the various degrees 
of freedom but according to the law given by Planck. Since unit 
mass of the solid contains N atoms each of three degrees of freedom, 
the whole unit mass possesses 3N degrees of freedom, that is, it is 
capable of vibrating in 3N different ways, and these must be 
classified according to their frequency before we can apply Planck’s 
law'. This can be done as follows : * — 

Let the unit mass of solid under consideration be in the form of 
a rectangular parallelepiped whose linear dimensions are, p, q, and r. 
The vibrations will consist of trains, of waves which will be reflected 
at the surface, so that the angle of reflection is equal to the angle of 
incidence. If a, [3, y are the direction co.sines of any wave-front, 
then the wave after any reflection will travel in some one of the 
eight directions whose direction cosines are ± y, ± [3, ± y. In order 
that no energy may be gained or lost at the surface, the distance 
travelled between any two successive reflections must be some 
multiple of ^A, where A is the wave-length. We must therefore have 

where .r, //, ; are integers. Prom the relation 

tt" -T }i~ -f- 7" = 1 

we deduce the equation 

" .'/■ . 't 
]i- X- \'- 


’ The method of (.alculatiiig the number of vibuitions corresponding to a given 
frequency is due to .Jeans, with a simplihcation by Lorentz {Theory of Electrons, 
1 >. 93 ). 
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where v is the frequency of the vibration and Y the velocity of wave- 
propagation, so that Y = vA. 

Now, if we change v into v + Si/ we get a similar, slightly larger, 
ellipsoid. The number of modes of vibration of frequency lying 
between v and v + Sr is equal to the number of points whose co- 
ordinates are positive integers, which lie within the ellipsoidal shell 
bounded by the two ellipsoids (i.e. one-eighth the number of points 
whose co-ordinates are integers, positive or negative). Since these 
points occur at the rate of one per unit volume, their number is 
equal numerically to one - eighth the volume of the shell. The 

volume of the first ellipsoid is therefore, since pqr - v 

(the volume of unit mass), the number of modes of vibration which 
we are seeking is 47rt;i''-Sv/Y*. In an elastic solid two kinds of wave 
are possible, compressional and distortional, and since any distortional 
wave of given frequency and direction may be resolved into two 
independent rectangular components, we must multiply the number 
by two in calculating the number of distortional waves. If Yj and 
Y.j are the velocities of propagation of compressional and distortional 
waves respectively, the total number of possible modes of vibration 
whose frequencies lie between r and r lii- is 

If V could take all values from 0 to cc , then the total number of 
modes of vibration of all frequencies, that is, the total number of 
degrees of freedom of the solid would be infinite. This number is, 
however, 3X. Obviously there must be some limit to the magnitude 
of V (or the smallness of A), since the matter is not infinitely fine- 
grained. The special assumption which Debye makes is that the 
frequency may have any value between zero and some finite value 
I'm. Thus we have for the total number of degrees of freedom 



According to the quantum theory (Art. 284), the average energy 
corresponding to each degree of freedom is not but 
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The total energy E is therefore given by the equation 



by relation (1). And since the exponent of c must be a pure 
number, /U'/Hq must be of the dimensions of a temperature. Putting 
= the integral transforms to 

„ 9XR„ 

Jo 

e' 

If 0 is large compared with 0„„ ~ 1 = B'/B approximately, and 

the value of E reduces to 3NE^0 as in the last article. The integral 
cannot be evaluated in finite terms, but its form shows that we may 
write 

where /(6m, B) is a function ' whose value is zero for 9 = 0 and tends 
to unity for large values of 0. Thus we get for the specific heat 

1 (?E sNR„./e,„\ 

^'•=j -.r H e )’ 

and 

„Cr = .V0C 

The value of 0,„ is dift'erent for different elements. In Fig. 73, 
the abscissae represent values of 0/0, „ and the ordinates the corre- 
sponding values of /(0„, 0), the values given to 0,„ being those which 
accord best with the observations on specific heat (indicated by 
marks) and are given in the first column of the subjoined table. 
The values of 0,„ can, however, be calculated independently from the 
elastic constants of the elements, and these are the values given in 
the second column of the table.] 


Element. {observMd). ©,« {ca!cnlate<l). 


Aluminium . 

:J96 

399 

Copper 

;i09 

.329 

Silver . 

•>15 

212 

Lead . 

. i 95 

72 


1 The values of /(B,„/6} computed by Debye are given in his paper, also in Jeans’s 
DytKiniicLtl Theory of GaseSj p. 424. 
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164. Influence of Change of Density and State. — Besides the 
large changes of specific heat which occur when a body passes from the 
solid into the liquid or gaseous conditions, it is found that other small 



variations accompany such alterations as the changes of density of 
solids caused In* hammering. As a general rule, the specific heat of 
a metal is diminished when the density is increased by hammering, 
but in many cases the changes are negligible. Thus in the case of 
steel, lead, and tin, hammering does not sensibly affect the specific 
heat, but in the case of annealed copper the specific heat is reduced 
from U'09501 to 0'0936 by hammering. 

A more marked difference occurs in the specific heats of the 
allotropic varieties of some substances. Thus for carbonate of 
calcium in the state of aragonite or spar it is 0"2085, and for chalk it 
is 0'2148, and for marble 0’21.')8. 

The specific heat of a substance is generally very different in the 
three states of matter — solid, liquid, and gaseous. In general, the 
specific heat in the solid state is much less than in the liquid, but 
sometimes the specific heat of the gas is very nearly the same as that 
of the solid. For example, the specific heat of water is nearly twice 
that of ice or of water vapour. This is shown by the following 
table : — 


[Table 
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j 

Solid. 

' Liquid. (la's. 

Bromine 

0 08432 

0-107 0-0;.552 

1 'Water 

1 

( 0-474 \ 
10-504 ( 

1-000 0-477 

1 Mercury 

0-03136 

0-0.3332 

Phosphorus . 

(0-1740) 

1 0-1887 ( 

0 -240.5 

Tin .... 

0-05623 

0-0637 

Bismuth 

0-0308 

0-0363 

Lead .... 

0-0314 

0-0402 

Iodine .... 

0-0.541 

0-1082 

Alcohol. 


0-5475 (J-4534 

Bisulphide of cai*bon 


0 2352 0-1560 

i Ether .... 


0-5290 0-4797 



For the metals the change of 

specific heat 

arising from fusion is small 

being of the same order as the change of 

specific gravity. 
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ON TiiK OYNAMIOAL E(;11VAI.KN’T Ol' HEAT 

165. Joule’s Experiments. — The develojiment of the dynamical 
theory of heat has l)eeii briefly sketched in Arts. .30-42 from the time 
of Enmfurd and Davy (who first placed it upon an experimental basis) 
up to the middle of the present century, when Joule completed his 
celebrated experiments on the dynamical equivalent, and forced the 
conclusions of Rumford and Davy upon the attention of the scientific 



world. The.se experiments have been already described in outline 
(Art. but on account of the great importance of the dynamical 
equivalent as a physical constant, as well as the fundamental bearing 
of the principle of equivalence in the theory of heal, we shall now 
enter into a more detailed description of the investigations made in 
this department — investigations which would well merit a .special atten- 
tion if otdy as examples of the highest class of experimental research. 

2sil 


U 
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Of the various methods employed by Joule for estimating the 
value of the dynamical equivalent, that which he was finally led to 
prefer to all others was the direct method of simply stirring a quantity 
of water by means of a paddle-wheel — the work spent in turning the 
paddle, and the heat generated in the fluid by friction, being both 
accurately measured. 

The apparatus employed in these experiments is shown in Fig. 7d. 
The water was contained in a copper vessel AB, which we shall refer 
to as the calorimeter. The lid of this vessel fitted water-tight, and 
was furnished with two tubulures — one to receive the axis of the 
revolving paddle, and the other for the insertion of a thermometer, 
which registered the temperature of the apparatus. The paddle was 
made of brass, and consisted of eight sets of revolving arms, which 
worked between four sets of stationary vanes fixed to the frame 


^ of the vessel. Fig. 75 represents a 

ij vertical section, and Fig. 76 a hori- 

A zontal section of the calorimeter and 

tlie revolving arms being marked 
ff and the stationary vanes k The 
'\ paddle worked freely (but 

^ -J ^ ' without shaking) on its bearings, and 

interrupted at J b}’ a cylinder of 
boxwood, which prevented conduction 
i£77) I 7 ,, of heat to or from the calorimeter. 

The paddle was set in motion by 
leaden weights r, c, suspended by string from the rollers bb, lb, 
of the wooden ])ulleys </■, These pulleys were supported by 

their steel axles c, c, on brass friction wheels tld, i/J, JJ, dd. The 
weights which set the apparatus in motion were suspended over 
the pulleys ly fine twine, which was wound doubled on the 
central roller /, so that the parts passing over the pulleys left the 
roller at the same level, and produced a couple round its vertical axis, 
thus avoiding the horizontal thrust which would otherwise be brought 
into play. The roller could be detached from the paddle at pleasure 
by withdrawing the pin />, so that the weights could be wound up 
without turning the paddle in the calorimeter. The wooden stool f/, 
on which the calorimeter stood, was perforated by a number of trans- 
verse slits cut out in such a manner that the metal came in contact 
with the wood at only a few points, while the air had free access to 
almost every part of it. In this way loss of heat by conduction was 
avoided, and radiation from the person of the experimenter was cut 
off bv a large wooden screen. 
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In making an experiment the temperature of the calorimeter was 
ascertained, the Aveights were wound up by placing the roller / in the 
stand h, and the roller was then pinned to the axis of the paddle. 
The height of the weights above the ground (about 5] feet) having 
been exactly determined by means of the graduated slips of wood hk, 
the roller was set at liberty, and allowed to revolve till the weights 
reached the floor. The roller was then unpinned and placed in the 
stand h, while the tveights were wound up again, and the friction of 
the water was renetved. After this operation had been repeated 
tAventv times, the experiment was concluded with another observation 
of the temperature of the apparatus. The mean temperature of the 
laboratory was determined by observations made at the commence- 
ment, middle, and termination of each experiment ; and previous to, 
or immediately after, each experiment a test was made as to the effect 
of radiation and conduction of heat to or from the atmosphere in 
raising or depressing the temperature of the apparatus. 

The table on the following page is selected from Joule’s ' memoir. 
andAvill sufficiently indicate the mode of procedure. The leaden weights, 
together with the string attached, weighed 203066 grains and 203086 
grains respectively. Their velocity on reaching the floor Avas 2 •42 
inches per second, and the time occupied by each experiment (twenty 
falls) AA-as thirty-five minutes. The total fall of the Aveights during 
an experiment was therefore the sum of the heights passed over in 
tAventy falls. 

Fioiii the roults (it this serii-' i>l (•xiietiiiients it ^v.l^ inferred tlint tiie lieating or 
cooliiii’ effect of tlie atmo'phere upon tlie apparAtii.-i wa^. O' •0465-1 for each degree of 
ditt'erence be tween the mean teinper.itnre of tin appiii.itim and tluit of the air. The 
excess of teniperatuu' of tlie ail over that of the a]iparatus was fr 3'2'295 in the mean 
of the radiation experiments, but only 0' 305075 in the mean of tlie friction expeii- 
ments. Hence 0 ■0003.3^J w a.s added to the dilfeieiien lietweeii 0 ’.sT.s'J.A and 0' •012975, 
and the result, viz. 0"56.i017. leineseiited .ippmxiin.itely the heating effeet of the 
friction. To this quantity a small correction was ajiplied on aceouiit of the mean of 
the temperatures of the ajiparatii.' at the heginiiing and end of each hiction experi- 
ment having been tahi n for the tine mean tenqier.it nrc, which was not strictly the 
case, owing to the somewhat less lajnd inerea-e of tenipieralure towards the termina- 
tion of the experiment when the water had l,ec<)me warmer. The iiie.in teniperatiire 
of the app.vatus in the friction ex]ieiiineiits was thei efore estimated 0''00^21S4 higher, 
which diminished the heating ertect of the atniosidiere by 0 '00102, and this added 
to 0'''56.3107 gave 0 ■563209 as the eorreet mean mereise of temperatnie due to the 
friction of w ater. This increase is a mixed iiiiantuy ile|iending partly on the friction 
of the water, and parth' on the friction of the vertical axis on us pivot and bearings. 
The lattei, iiowever, was only about A, of the toimer. 

' .loule. 1‘hil. Tn.iis. Ihoj. 1350. pt. 1. 


[Table 
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!• 

11. 

III. 

IV. 


VI. 

Vll. 

No. Ol K\p*‘I lllielit 
and CausH of Change 
ot Tempeiatiii'f 

'total K.ill 
of Weights 
in IncdiC''. 

Mean 
Tempera- 
ture of 
the All. 

Ditteienee 
between Mean 
of V. and VI. 
and 111. 

Temperature of 
Appaiatus 

Initial. Final. 

Gam or I.osjs of 
Heat during 
Expel iinent. 

1. Frirtioii 

1. Radiation 

] 256 ‘911 

0 

57*698 
57*868 , 

-•2-252 

-2-040 

55-118 

55’774 

55*774 

55-882 

0-656 gain 
0-108 gain 

2. Friction 

2. Kiidi.itioii 

1255-16 

0 

58 ‘085 
.'iS-.i/O 

-1-875 
- 1-789 

55*882 

56*539 

56*539 

56-6*24 

0*657 gain 
0*085 gain 

Friction 

5. Radiation 

1-251 -SI 

0 

60-940 
6] ‘035 

- o-4;ii 

- 0-237 

60-222 

60-797 

60-797 

60-799 

0-575 gain 
0'002 gain 

♦>. Radiation 
Friction 

0 

1-2:14 -71 

59 ‘675 
59*919 

A 0-12.5 
- 0-157 

59-805 

59-795 

59-795 
60 "3.")/ 

0*010 loss 
0*562 gain 

7 . Radiation 

7. Friction 

u 

1 254 -02 

59*888 

60*076 

-0-209 

-0-11! 

59 677 
51) 681 

- 

59-681 

00-249 

0 004 gain 
0*568 gain 

20. Radiation 

20. Friction 

0 

1261*94 

60-567 

60-611 

- 1-542 

- 1-239 

58- 990 

59- 060 

59-060 

59-685 

0'070 gain 
0-625 gain 

21. Friction 

21. Radiation 

1 264 -07 

0 

58-654 
58 '627 

-0-3-21 

-0-018 

58*050 

58-616 

58-616 

58-603 

0*566 gain 
0*013 loss 

22. Friction 

22. Radiation 

1-262 -97 

0 

58 '631 
58-6*24 ■ 

+ 0-243 
+ 0-505 

58-603 

.59-145 

59-145 

59-114 

0*542 gain 
0*031 loss 

■j'^. Radiation 
■)S. Friction 

0 

1262-99 

55*826 

55-951 

-0-065 
+ 0-093 

55*759 

55*764 

u5-764 

56-325 

0-005 gain 
0-561 gain 

o9. Ra'liation 
Fiicliun 

0 

1262-99 

.56-101 

56-1S2 

-0-220 
+ 0-409 

56 325 
56-317 

56*317 

56*865 

0*008 loss 
0*548 gain 

40. Fiiction 
iO. Radiation 

1-262-99 

0 

.56-lOS 

.56-4.54 

-0-100 
+ 0-036 

55- 929 

56- 488 

56-488 

56-492 

0*559 gain 
0*004 gain 

' ^loan Frit'tion 
Mean Rathatioii 

1-260-248 

0 


- 0*305075 
-0*322950 



0*575250 gain 
0*012975 gain 


The total thermal capacity of the apjwratus ^vith the water con- 
tained was equivalent to that of 97 480’2 grains of water, so that 
the total quantity of heat generated by friction was 0'‘563209 in 
this weight of water, or 1 F. in 7'842299 lbs. of water. Now the 
weights amounted to 406152 grains, and from this a certain de- 
duction must be made on account of the fricti(m arising from the 
pulleys and the rigidity of the string. This was found by connectinc' 
the two pulleys with twine passing round a roller of equal diameter 
to that employed in the experiments. Under these circumstances the 
weight required to be added to one of the leaden weights in order 
to maintain them in equable motion was found to be 2975 grains ‘ 

* Tlie rnmilier 2tOr> given in .Toule’s Memoir is probably a mispiint. 
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The same result, in the opposite directions, was obtained by adding 
3035 grains to the other leaden weight. Deducting 168 grains (the 
friction of the roller on its pivots) from 3005, the mean of the fore- 
going numbers, we have 2837 grains a.s the portion of the weight 
expended in friction of the pulleys and string. This subtracted from 
the leaden weights leaves 403315 grains as the weight available for 
the generation of heat in the apparatus. 

A correction has still to be applied on account of the velocity pos- 
sessed by the weights when they reached the door. This velocity was 
2'42 inches per second, and is equivalent to a fall through an altitude 
of 0'0076 inch. This multiplied by 20 (the number of falls in each 
experiment) gives 0T52 inch, which, when subtracted from the mean 
total fall, 1260‘248, leaves 1260'096 inches as the corrected height. 
This fall of the above weights is equivalent to 6050T86 lbs. falling 
through a height of 1 foot, and to this is added 0 8464 . 20 = 16‘928 
foot-pounds as a correctioti for the elasticity of the strings, which 
comes into play after the weights have reached the ground. 

The mean corrected result was therefore 6067T14 foot-pounds 
as the work spent in raising the temperature of 7'842299 lbs. of 
water 1° F., and this gives 773'64 as the dynamical eipdvalent of 
heat in the latitude of Manchester. 

In Joule’s second and third series of experiments the fluid em- 
ployed was mercury, the apparatus being constructed of iron, and 
somewhat modified in other respects, to suit the purpose. In the 
fourth and fifth series the heat was developed, not by fluid friction, 
but by means of a bevelled cast-iron ring rubbing against another 
bevelled iron ring in mercury. The following table contains the 
final results of these series of experiments, the fourth column giving 
the values when the weighings are made in a vacuum : — 


No. 

of Spries. 

Material 

employed. 

Eijinvalent 
in Air. 

In Vacuum. 


1 

2 

♦■> 

•j 

4 

5 

AVater 

Mercury 

jj 

Cast Iron 

773- 640 

773 '762 
776-303 
776-997 

774- 880 

772-692 

772- 814 

775 - 352 

776 - 04."* 

773- 930 

772-692 
] 774-0S3 

(774-987 


Of these results, that derived from the friction of water was con- 
sidered by Joule as the most reliable, both on account of the number 
of experiments performed, and the great thermal capacity of the 
apparatus. And since, even in the friction of fluids, it was impossible 
to entirely avoid vibration and the consequent expenditure of energy 
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in sound, Joule thought it probable that the number 772'692 was 
slightly too large, and therefore adopted the round number 772. 
It must be i-emembered, however, that the unit of temjjeraiure 
employed here is the degree on the mercury thermometer ' employed 
by Joule, and that the specific heat of water is taken as unity at the 
temperature of each exjierimeiit. 

At the request of the British Association Joule - executed a new 
series of experiments, which he completed in 1878. In this in- 
vestigation the arrangement of the apparatus and the principle of 
the method employed for measuring the work differed from that 
adopted in the earlier experiments. The calorimeter, h (Fig. 77), 
instead of resting on a fixed stool, was suspended l>y a bearing on 
the vertical axis of the paddle, so as to be capable of rotating freely 
about it. With this aiTangement, when the paddle was set in motion, 
the friction between the moving fluid and the walls of the calorimeter, 
as well as that which occurred at the bearing, produced a couple 
tending to turn the calorimeter round the vertical axis. The rotation 
of the calorimeter was prevented by an equal and opposite couple 
produced by the action of a fine silk cord, which passed round an 
accurately turned groove in the surface of the calorimeter. The ends 
of this cord were thrown over two light wooden pulleys, y,y, and were 
attached to scale-pans, k, k, which contained weights sufficient to keep 
the calorimeter in equilibrium.'* 

The whole apparatus was contained in a massive wooden case, im, 
which was divided into three compartments, and peimanentlv boxed 
in on three sides. The fourth side or front was closed by shutters 
furnished with windows, which could be removed at pleasure. The 
paddle was kept in motion by means of doubling hand-wheels, de, 
and the vertical shaft, //, which carried a fly-wheel, /' (weighing about 
1 cwt.), was supjiorted by a conical collar turned on it at r. J’he 
hydraulic supporter, r, w, was not em 2 iloyed in the initial stages of the 
investigation ; but as irregularities were found to arise from time to 
time from the variations in the friction of the bearing which supported 
the calorimeter, the supjjorter, r, ic, was designed, so that the jnessure 
on the bearing and the metallic friction were almost reduced to 
zero. This sintjiorter consisted of two concentric vessels, r and u\ 
The lid of the inner vessel was surmounted by three uprights, and 

' An error of 1 per cent ari-e from want of comparison of tiie mercury 
thermometer witli the air thermometer. 

.Toule, /’/(?'/. Trails. Hoy .S'ac., 1S78, pt. li. 

'• The principle of this methort, which m a kinrl of friction halance. was desicned 
by Him {Thiorir M/ca I'.iqiir dc hi Ghahiif,?^r,\ p. 90 ., and ua.s subse.juently used 
by Rowland and others. 
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when water was poured into the space between the vessels the inner 
floated up, so that the uprights pressed against the bottom of the 
calorimeter, and the pressure on the hearing was thus relieved. 

The calorimeter is shown in section in Fig. 78, and in plan in 
Fig. 79. There were four stationary vanes and two sets of rotating 
vanes, each of five arms, the upper set (dotted lines, Fig. 79) being 
fixed to the axis 9 behind the lower set, so that no two of the rotating 



vanes passed the fixed ones at the same moment, and as the momentary 
alteration of resistance at crossing took place forty times during 
each revolution, the resistance was practically uniform. The axle 
of the paddle worked easily in the collar m, and was screwed into 
the boxwood piece h. The boxwood piece o (Fig. 77) was introduced 
in order to prevent conduction of heat along the axis ; but this 
precaution was found to be unnecessary. 

In making an experiment the calorimeter was filled with a known 
weight of distilled water, and screwed on to the axis. Its temperature 
was noted, and the silk cord adjusted. The thermometer was then 
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removed, and a caoutchouc stopper placed in the tubulure. The 
axle was then rajudly brought up to a speed sufficient to raise the 
weights about 1 foot from the floor, and they could be kept very 
steadily in this position during the whole time of an experiment 
(35 minutes). The wheel was then rapidly brought to rest, and the 
temperature of the calorimeter again noted. 

The work spent is determined by knowing the number of revolu- 
tions and the moment of the couple required to keep the calorimeter 
in equilibrium. Thus, if «■ denotes the sum of the suspended weights, 
ami /• the I'adius of the caloiimeter, the moment of the coujde tending 



to turn the vessel is w/-, so that in turning through an angle ti the 
work done is v:f6, or if n be the number of revolutions the work is 

AV - 'liT /oicr. 


In calculating «, the number of revolutions of the axis when the 
weights were otf the ground was added to half the number employed 
in the acts of starting and stoj)ping the apparatus. The revolutions 
of the axis were registered by a counter at (j (Fig. 77). 

The results of five sets of experiments by this method are collected 
in the following table. In the first two sets the hydraulic supporter 
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was not em2)loyed, and the metallic friction at the bearing of the 
calorimeter was a considerable fraction of the whole. 

The mean value deduced for J at the temperature of 60 F. was 
773’369 foot-pounds at ilanchester. This reduced to Greenwich and. 
the sea-le\'el becomes 773’492, or when the weitrhintrs are made in a 
vacuum the value of J at 60 F. is 772-55. Joule’s results, corrected 
by comparison of his thermometers with one of Howland's, and for 
other errors (see Arts. 35 and 166), gave the value (at 12 '7 C.) 

.l=77S-,s. 

166. Rowland's Experiments. — In 1879 Professor Howland,' feel- 
ing that Joule’s work required to be extended in some directions and 
completed, undertook a careful and elaborate series of experiments on 
the value of the dynamical equivalent of heat. In Joule’s work the 
experiments wore made only at the ordinary temperatures of the atmo- 
sphere, and the mercuiy thermometers employed were not standardised 
by comparison tvith the air thermometer. Errors of 1 or 2 per cent 
may arise from this cause in calorimetric work, for even between 0 
and 100” a difference of several tenths of a degree may exist between 
the mercury and the air thermometer. 

The principal defect of Joule’s plan of exi>eriment, however, is the 
small rate of rise of temperature, and Professor Rowland, in designing 
his apparatus, aimed at procuring a large change of temperature in a 
short time. This involved the expenditure of a considerable power, 
and necessitated the use of a steam-engine, combined with an accu- 
rate method of measuring the power supplied. 

The apparatus finally adopted is .shown in Fig. 80. In principle 
it resembles Hirn’s friction balance and the apparatus employed by 
Joule in his final experiments. The calorimeter was attached to a 
vertical shaft ah, and the whole was suspended by a torsion wire. 
The axis of the paddle left the calorimeter through the bottom and 
was attached to the shaft <■)', which was kept in uniform motion by 
the wheel (j driven by a steam-engine. To the axis ah an accurately 
turned wheel Id was attached, and the cou])le tending to turn the 
calorimeter was measured by weights o and attached to silk tapes 
passing around the circumference of this wheel, in combination with 
the torsion of the susjaending wire. To this axis also a long arm was 
attached, having two sliding weights 7 and r, by means of which the 
moment of inertia could be varied or determined. The number of 
revolutions of the paddle was determined by means of a chronograph 

^ H. A. Rowland, Fru>\ .Lincriani Aujdtimj of ^Irfs and Sekmub. Xew Series, 
vol. \u., 1879-80. 
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set in motion by a screw on the shaft ef. On this chronograph was 
recorded the transit of the mercury over the divisions of the thermo- 
meter. A water jacket iu, made in halves, was placed round the 
calorimeter, so that the radiation could be estimated, and a wooden 



box surrounded the whole and sci-eened the calorimeter from the 
observer. 

When the paddles were in motion, the couple tending to turn the 
calorimeter nas balanced by the weights n, and the equilibrium was 
rendered stable by the torsion of the suspending wire. The amount of 
torsion was read off on a scale on the edge of the wheel /./, and this 
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gave the correction to be applied to the weights u. p. One obseiA er 
constantly read the circle Id, and another recorded the transit.^ of the 
mercury over the scale divisions of the thermometer. In this manner 
a series of observations, extending over the space of half an hour to an 
hour, embraced a rise of temperature of from 15' to 25", in which a 
record was made for perhaps each tenth of a degree, and contained 
several hundred observations from any twm of which the dynamical 
equivalent of heat could be obtained. 

The correction for radiation is inversely proportional to the ratio 
of the rate at which the work is done to the rate at which the heat is 
lost, and this for equal ranges of temperature is only as great in 
these experiments as in Joule's, for Joule's rate of increase was only 




0 '62 C. per hour, and in these experiments was about 35 C., and could 
be increased to over 45' C. per hour. 

The calorimeter and paddle arrangement was more complicated 
than Joule’s. The number of paddles was increased so that there 
should be no jerk in the motion, and that the resistance should be great. 
Their shape was also such as to cause the whole of the water to run 
in a constant stream past the thermometer, and to cause constant 
exchange between the water at the top and bottom. A section of the 
calorimeter with paddle is shown in Fig. 81, and the paddle is shown 
separately in Fig. 82. 

To a steel axis a stout copper cylinder was attached by means of 
stout wires. To this cylinder four rings were attached which sup- 
ported the paddles. Each ring had eight paddles, and was displaced 
through a small angle with reference to the one below it, so that no 
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one paddle came over another. By this means the resistance was 
rendered continuous rather than jerky. The lower rows of paddles 
were, turned backwards, so that they threw the water outwards and 
kept up the circulation. Around these movable paddles were [he 
stationary vanes, consisting of five rows of ten each. These were 
attached to the movable paddles by bearings at the extremities of the 
shaft, and were removed with the latter when it was taken out of the 
calorimeter. These outer paddles were fixed to the calorimeter by 
four screws so as to be stationary. 

Two apertures were made in the cover of the calorimeter — one to 
receive a thermometer, and the other for filling the vessel with water. 
A copper tube, perforated with large holes, descended from the ther- 
mometer aperture, almost to the centre of the calorimeter. The ther- 
mometer was contained within this sieve-like tube, with its bulb at a 
short distance from the centre of the calorimeter, with the revolving 
paddles outside it and the stream of water circidating around it. 

If D denotes the diameter of the torsion wheel, then (p. 296) the 
work done during n revolutions of the paddle is 

W = TrirtiD. 

Hence, if the temperature rises by an amount At/ (corrected for radia- 
tion) in the time occupied by n revolutions, the value of the dynamical 
equivalent will be given by the equation 

_ TTfr/iJ) 

^ ‘ 

where C is the thermal capacity of the calorimeter and the water con- 
tained. To reduce this to absolute measure, we must multiply by 
g= 9‘78009 -r 0'0508 sin-,V where A is the latitude of the place. At 
Baltimore the value is ;i = 9'8005 in metres per sec. per sec. 

Tlie corrections to be .ijuilicd are — (1 ) For sveigiiiiig in air, wliicii mu.st be applied 
to ('■ and C ; it p denote-) tbu deiisit}' of air under tile given conditions this correc- 
tion amounted to -O-s.'iop. (t!'i For the weight of the ta)ic by uliicli the torsion 
weights were siiapt nded ; this amounted to O'OOOti/ic. i,3} For the expansion of the 
torsion wheel ; if D' be it» known diameter at 20', then its diameter at any otlier 
temperature 8 w.is D' t 0'00001sD'((i - 20;. The corrected formula w a,s tlien 

T tt/u/'D''/ I O'OOOG i 

•T= l-!-0-000018(d-20)-p" 

Owing to the rapid rhe of teniiieiature (.generally about 0 '6 per minute) the 
correction for radiation wa^ proportionately small. This coirection was 0-0014t<° per 
minute, where 8 is the ditieieiice of temperature between the calorimeter and its 
jacket. This amounts to 1 jier cent for 10 - 7 , and to 4 per cent for 14 -2. Generally 
the calorimeter was cooler than the jacket at the outset, ami so an elevation 04 20^ 
could be obtained in the temperature of the calorimeter without a rate of correcthm 
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of more than 4 per cent at any point, and an average correction of less than 2 per 
cent. An error of 10 per cent was therefore re«piired in the c'^tiniation of the radiation 
to produce an average error of 1 in 500. or an error of 1 in 250 at a single point. The 
radiation correction was estimated by allowing the icaiorinieter to cool \\hile the 
paddles were nIonnIv turned, the work done being allowed for. The io^st■^ of heat 
[daced under this head include conduction and convection a.s well as radiation 
proper, and were made up as follows - 


Conduction along >liaft . . . . 

•00011 

,, ,, sU''i*ending wires 

■OOOOti 

True radiation 

•00017 

Convection 

■00100 

Total . . . . . 

■00140 


Among the corrections to be appiie<l to the temperature as read off from the tliei - 
mometer tliat arising from the unecpial temperature of the stem was the greatest and 
most ditlicult to estimate. The other corrections arise in pre.ssure on the bull), con- 
duction along the stem, and the fact that the tliennonieter is .ilways behind the 
calorimeter as the temperature of the latter changes. 

The following tjible gives Professor Rowhiiid’s results in gramme- 
metres at Baltimore : — 




r r 


t r 


i o 

Etiui\al''nt. 

51 

Eqin\al‘-!it 

'1 

Etpiival'Tit. 

! 

5 

429 -8 

16 

427-2 

-27 

4-2.1 -0 

ti 

429 T. 

17 

127-0 

28 

425-0 

7 

429 -a 

18 

4'20-S 

29 

4-25-5 

8 

42il'0 

19 

420-0 

•-10 

4-25-6 

9 

428 -'S 

20 

420-4 

31 

425 ’t) 

10 

428 -.1 

21 

120-2 

d2 

4-26-0 

11 

428-:! 

22 

4-20 -1 

33 

425*7 

1:4 

128'1 

2-J 

4-20 -0 

34 

425-7 1 

l:i 

127 -9 

24 

42.0-9 

da 

425-8 j 

14 

427 '7 

25 

425-8 

;36 

425-S 1 

1.'. 

427-! 

20 

425-7 




To reduce to latituile of Manchester aii.l Berlin O'h must be sub- 
tracted, and for Paris 0’4. 


[In 1897 a series of comparisons was undertaken at the Johns 
Hopkins University between Kowland’s thermometers, three Tonnelot 
mercury thermometers standardised at the Bureau International, and 
a Callendar-Griffiths platinum thermometer. The result has been a 
recalculation of Kowland’s figures. In the following table the values 
of the mechanical equivalent are given in ergs as calculated by Dr. 
W. S. Day.* Rowland’s old values are also given in ergs for the sake 
of comparison.] 

' Phil. Maij.. July 1S9S. Kowland's liguves were also recalculatt'd by M’aidner 
and Mallory. Pkin. Per. vol viii.. liUP. 
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Z ® 

i 

. Equivalent 
in Ergs 
(Rowland). 

Etiuivaleiit 
in Ergs 
(Dai). 

Tempera- 
' ture. 

Equivalent 
m Ergs 
(Rowland) 

Equivalent 
in Ergs 
(Day). 

5 

i 4-212 -10' 


13 

4-194 X 10' 

4-191 \ 10' 

6 

1 4-209 „ 

4-203 X 10' 

14 

4-192 ,, 

4-189 ,, 

7 

1 4 -207 „ 

4-201 „ 

, 15 

4-189 ,. 

4-188 ,, 

8 

4-204 ,, 

4-199 „ 

16 

. 4-187 

4-186 ,, 

9 

i 4-202 „ 

4-19S ,. 

17 

4-185 .. 

4-185 ,, 

10 

4-200 ,. 

4-196 ,, 

IS 

4-183 ,, 

4-184 ,, 

11 

4-19S „ 

4-194 ., 

19 

4-181 ,, 

4-182 „ 

12 

4-196 „ 

4-192 !, 

20 

4-179 „ 

4-181 ,, 


For the sake of comparison with his own determinations, Professor 
Howland also reduced Joule’s results to the air thermometer and the 
latitude of Baltimore, as in the following table ; ^ — 


TF'm^ieia- , 
tme. ' 

Joule's 

Value. 

Joule's Value reduced to Air 
Theiniometer and Baltimoie. 

Rowland's 

Vatin*. 

i 


Englisli 
Measure. 1 

I ! 

C.G.J?. 

Sj stem. 

1 


9 

772-8 

779-2 

427 -5 

428-8 

9 

7 7 r> '4 

7.S1 -4 

4-28 -7 

428-8 

9 

776-0 

782-2 

429-1 

428-8 

9 

77:t'i» 

780-2 

428-0 

428-8 

12-7 

t 74 "6 

778-.5 

427-1 

428-0 

14 

772-7 

778-0 

426-8 

427-7 

14-.'. 

767*0 

770-5 

4-22-7 

4-27 -5 

14-7 

772-7 

776-1 

425-8 

427 -6 

1.5-5 

776-1 

776-4 

426-0 

427-3 

17-3 

774-0 

i 777-0 

426-3 

4-26-9 

18-6 


i ■ ; 

428-0 

4-26-7 








Combining these results, he deduces the value 426‘75 at 14°'6 
C from Joule’s experiments, and 427'32 from his own. The 
difference amounts to only 1 in 5.50, and might arise from variations 
in the specific heat of water. 

167. Miculeseu's Experiments. — M. Micnlescu - has also adopted 
the friction balance method of determining the dynamical equivalent 
of heat. In the investigations of Joule and Professor Rowland the 
axis of the rotating paddle was vertical, passing through the lid of the 
calorimeter in .Toule’s apparatus, and through the bottom in Professor 
Rowland’s. In the apparatus adopted by M. IMiculescu, on the other 
hand, the axis of the paddle was horizontal. The work was supplied 

^ Fi'oc. ^luirrit'Oft Aojtl. nf Artsi uml Scirncfs, vol, viii. (Xcw Series) pt. i. p. 44, 
18S0-81. 

- M. C. Miculescu, Aiiik. tie ChitnU cf de 'ipp., tom. xxvii. p. 202 

October 1S92. 
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by a motor supported on a wooden frame, which was suspended from 
a horizontal axis, round which it could swing freely ; and this axis 
coincided geometrically with the rotating axis of the paddle. With 
this arrangement the suspended frame, when the apparatus was in 
motion, tended to incline it.self to the vertical in a direction opposite 
to that of the rotation. It was brought back into its position of 
equilibrium by a couple of known moment, and the motor thus played 
the part of its own dynamometer, the work being measured as before 
ip. 296). 

The heat generated was measured by the method of stafioiwn/ 
feiiijin-iitiire. Around the calorimeter (which was fixed independently 
of the oscillating frame), and through the water in which the paddles 
turn, a current of cold water circulated in such a way that the tempera- 
ture of the calorimeter remained fixed. The heat developed in any 
time was consequently determined by the weight of water which passed 
through the apparatus in the same time. 

The calorimeter was composed of four concentric cylinders — the 
exterior pair of brass, and the interior pair of copper. The interior or 
first cylinder contained the revolving paddles, and the exterior or 
fourth was covered on the outside with felt 1 cm. thick. The first, 
second, and third cylinders were insulated from each other by pieces 
of ebonite; and, while a current of water passed through the space 
between the first and second, the space between the second and third 
contained air, and the space between the third and fourth was filled 
with water, and formed a water jacket. 

The difi'erence of temperature of the water on entering and on 
leaving the calorimeter was measured by means of a thermo-electric 
couple, one junction being situated in the entrv and the other in the 
exit tube. The radiation correction was negligible. 

Taking the specific heat of water to be unity between 10' and 13“ 
C., the mean result of these experiments gave the number ■126'7 ; or 
when temperatures were referred to the hydrogen thermometer, the 
result was 

.1 =4a;-.si. 

The advantage claimed for this investigation is that all the measure- 
ments are made by the null method. 

168. [Reynolds and Moorby’s Experiments. — Professor Keynolds 
and Mr. Moorby ^ have determined the mechanical equivalent of the 
mean thermal unit between 0" and 100" C. on a very large scale, with a 
Froude-Reynolds’s hydraulic brake and a steam-engine of 100 horse- 


' Phil. Trans, p. ;i8], A., 1897. 
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power. This brake is practically a Joule calorimeter, ingeniously 
designed to churn the water in such a manner as to develop the 
greatest possible resistance. 'I he admission of water at 0' C. to the 
brake was controlled by hand in such a manner as to keep the outflow 
nearly at the boiling point, the quantity of water in the brake required 
to produce a constant torque being regidated automatically, as the speed 
varied, by a valve worked by the lifting of the weighted lever attached 
to the brake. With 300 lbs. on a four-foot lever at 300 revolutions 
per minute, the rate of generation of heat was about 12 kilo-calories 
per second. In spite of the large range of temperature, the correction 
for external loss of heat amounted to only 5 per cent with the brake 
uncovered, and was reduced t<j less than 2 per cent by lagging. This 
is the special advantage of working on so large a scale with so I'apid a 
generation of heat. But, for the same reason, the method necessarily 
presents peculiar difficulties, which were not overcome without great 
Souuei of pains and ingenuity. The principal trouble> arose from damp in the 
eivor. lagging, which necessitated the rejection of several trials, and from 
dissolved air in the water, causing loss of heat by the formation of 
steam. Next to the radiation loss, the most uncertain correction was 
that for conduction of heat along the I-inch shaft. These losses were 
as far as possible eliminated by combining the trials in pairs, with 
different loads on the brake, assuming that the heat-loss would be the 
same in the heavy and light trials, provided that the external tempera- 
ture and the gradient in the shaft, as estimated from the temperature 
of the bearings, were the same. The values deduced in this manner 
for the equivalent agreed as closely as could be expected, considering 
the impossibility of regulating the external condition of temperature 
and moisture with any certainty in an engine-room. The extreme 
variation of results in any one series was oidy from 776'63 to 779'46 
foot-pounds, or less than \ per cent. This variation may have been 
due to the state of the lagging, or it may have been partly due to the 
difficulty of regulating the speed of the engine and the water-supply to 
the brake in such a manner as to maintain a constant temperature in 
the outflow, and avoid variations in the heat-capacity of the brake. 
Since hand-regulation is necessarily discontinuous, the speed and the 
temperature were constantly varying, so that it was useless to take 
readings nearer than 0 J F. The largest variation recorded in the 
two trials of which full details are given was 4 '9 F. in two minutes 
in the outflow temperature, and four or five revolutions ])er minute on 
the speed. These variations, so far as they were of a purely accidental 
nature, would be appro.ximately eliminated on the mean of a large 
number of trials, ><) that the accuracy of the final result would be of a 
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higher order than might he inferred from a comparison of separate 
pairs of trials. Glreat pains were taken to discviss and eliminate all 
the sources of constant error which could be foreseen. In a “ heavy 
trial ” the dynamometer was adjusted to a moment of 1200 foot-pounds, 
and in a “ light trial ” the moment was generally 600 foot-pounds, 
although six trials were made with the moment at 400 foot-pounds. 

The results of these last differ slightly from those with 600 foot-pounds. 

This might be merely accidental, or it might indicate some constant 
difference in the conditions requiring further investigation. There can 
be no doubt, however, that the final result is the most accurate direct 
determination of the value of the mean calorie in mechanical units. 

As it was only necessary to detei’Eiine temperatures in the neighbour- 
hood of 0^ and 100^ C. the results are almost independent of the 
nature of the temperature scale, as all temperature scales must be in 
agreement at the two standardising points, while the range was so 
great that an error in measurement at either end of it would have but 
a small effect. 

The value of the mean calorie between 0' and 100 C. as deter- Mean 
mined by Eeynolds and Moorby is 4'1833 « 10' ergs. calorl 

The experiments of Reynolds and Moorby do not furnish us with 
the value in dynamical units of the standard calorie at 1 5' C. or any 
other chosen temperature. Nevertheless, they are of great value as a 
test of the accuracy of the indirect determinations of the mechanical 
equivalent by the electrical method, which we shall now describe. 

169. Later Electrical Methods. — The electrical method of 
determining the mechanical equivalent consists in heating a given mass 
of water through a known range of temperature by immersing in it a 
wire heated by an electric current, and measuring the heat -energy 
communicated to the water in terms of electric units. This method 
was tried by Joule, but was regarded by him as less trustworthy than 
the direct process. The reliability of the results obtained by it depends 
not only on the care with which the actual determination is carried 
out, but also upon the accuracy with which the electric units employed 
have been measured. The equations (omitting all corrections) ex- 
pressing the heat-energy required to raise m grammes of water through 
d" in electrical units are 


S nid=- 


EC^==C-R^ 




Three 

methods. 


where C is the current, R the resistance of the wire, E the E.M.F. 
between its terminals, and t the time in seconds. If these are 
measured in amperes, ohms, and volts, J will be the number of juules 
(1 joule = 10^ ergs) required to raise a gramme of water 1 ' C. We see 
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experi- 

ments. 


here that it is only necessary to measure two of the (quantities E, C, 
R in oiRer to obtain an equation for J. A choice of three methods is 
thus at our disposal. 

In the exjieriments carried out by Princijial E. H. Griffiths^ E and 
li were measured. The obvious difficulty lies in the measurement of 
R ; because, unless measured actually during the progress of the heating 
experiment, it is necessary to know the temperatuie of the wire and 
the tempeiature-coefficient of its resistance ; and its temperature is not 
that of the surrounding water. To obviate this difficulty Griffiths 
made a series of subsidiary experiments which were designed to give 
the difference in temperature between the water and the wire when the 
former was at a known temperature and an E.M.E. of known strength 



was ajiplied to the latter. The resistance of the wire was then 
measured at a known temperature and its temperature-coefficient was 
also measured ; therefore, when in the course of a heating exjieriment 
the temperature of the water was read, the resistance of the wire 
could be calculated. 

Griffiths’s ajqiaratus consisted of a jilatinum wire (diam. O’OlU cm., 
length 33 cm., resistance about 9 ohms) coiled inside a cylindrical 
calorimeter, 8 cm. in height and 8 cm. diameter, whose water equivalent 
was 85. This wire was heated by a current from storage cells. The 
terminals of the wire were maintained at a constant difference of 
potential by balancing against sets of Clark cells ; and, while the 
temperature of the water in the calorimeter was raised from 14 to 
’25 C., the time varying from forty to eighty minutes, observations of 
* /■'At/. Trans, p. -361, A, 1393. 
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the temperature and time were made every degree. The E.M.F. used 
varied from that of three to six Clark cells. Experiments were made 
using different quantities of water ; and by taking differeiurs in the 
energy and the heat produced in the different sets, many errors were 
eliminated, and the water-equivalent of the calorimeter disappeared 
from the equation. 

Fig. 83 shows a section of the constant temperature chamber in 
which the calorimeter was suspended by glass tubes. xVBC is a large 
steel vessel with double walls, the annular space (printed black in figure) 
being filled with mercury which is connected with a gas-regulator by 
the tube D. The steel vessel stood in a large taidc filled with water, 
which was rapidly stirred by the paddle Q. A small stream of water 
flowed continuously into the tank, the excess passing away at W. 
The temperature of the incoming water was controlled by the regulator 
which was governed by the mass of mercury (exceeding 70 lbs.) within 
the walls ABC. A very constant temperature could thus be maintained 
within the steel vessel. The space between the calorimeter and the 
steel walls was thoroughly dried and the pressure reduced to less than 
1 mm. 

Criffiths found that most rapid and thorough stirring of the water 
was necessary in order to secure consistent or satisfactory results. 
He designed a most efficient stirrer which made abotit 2000 revolutions 
per minute, the rise in temperature proiluced by the stirrer alone being 
in some cases equivalent to 10 per cent of the whole work spent in 
raising the temperature. The necessary correction, owing to this, was 
ascertained by a series of preliminary experiments. 

The thermometer used by Griffiths was a Hicks mercury ther- 
mometer which had been compared with a Callendar-Griffiths platinum 
thermometer and with a Tonnelot thermometer standardised at the 
Bureau International. 

Not long afterwards Professor Schuster and Mr. Gannon ^ made a 
determination of the value of J in the neighbourhood of 19' C., 
measuring the work done in terms of E, C, and t. The wire heated 
b\' the current was insulated from the water by shellac varnish ; it 
was made of platinoid and was 760 cms. long and of about 31 ohms 
resistance. The stirring was so slow that its heating effect could be 
neglected. Radiation errors were minimised by making the experi- 
ments of short duration (10 mins.) and using a small rise of temperature 
(about 2'’2 C.). The mean current was measured by the amount of 
silver deposited in a silver voltameter, and the rise in temperature by 
a Baudin mercury thermometer which was directly com])ared with a 
^ PJlil. Ti'itiis, p. *115; A, 189y. 


Sclm&ter 

and 
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Tonnelot thermometer standardised at the Bureau International. The 
result obtained was 4‘191 joules per calorie at 19' C. 

The method depending on the measurement of E and C was also 
used in a series of experiments carried out by Professor Callendar and 
Dr. Barnes/ but the mode of procedure was essentially different. Fig. 
84 shows the form of the calorimeter. A steady current of liquid 
flowing through a fine glass tube, 1 or 2 mm. in diameter, is heated 
by a steady electric current during its passage through the tube, and 
the difference of temperature between the inflowing and the out- 
flowing liquid is measured by a single reading with a delicate pair of 
differential platinum thermometers. The difference of potential E on 
the central conductor is measured in terms of a Clark cell by means of 
a very accurately calibrated potentiometer, which serves also to 
measure the current C by the observation of the difference of potential 



Jerm'r 


Ip INFLOW. MUWS VACUUM JACKET OUTFLOW. ||jC 

Fig S4. — Diagram of Callemlar and Barne.s:s "teady-How Electric Calorimetm. 


CLASS VACUUM JACKET 


on a standard resistance R included in the circuit. Neglecting small 
corrections, the general equation of the method may be stated in 
the form 

KC<=JM5S + H. 

M being the total mass of water which has flowed through in the time 
t and H the heat-loss due to radiation, etc. 

The advantage of this method is that all the conditions are steady, 
so that the observations can be pushed to the limit of accuracy and 
sensitiveness of the apparatus. The water-equivalent of the calorimeter 
is immaterial, since there is no appreciable change of temperature. 
The heat-loss can be reduced to a minimum by enclosing the flow-tube 
in a hermetically sealed glass vacuum jacket. No stirring is required 
if the tube is sufficiently fine and the velocity of How adequate. The 
conditions can be easily varied through a wide range. The heat-loss 
H, which is very small and regular, is determined and eliminated by 
varying the flow of liquid and the electric current simultaneously, in 
such a manner as to secure approximately the same rise of temperature 
for two or more widely different values of the flow of liquid. 

The range of temperature was generally from 8^ to 10^, in the 
series of experiments on the variation of J, but other ranges were 
tried for the purpose of testing the theory of the method and the 
application of small corrections. The thermometers were read to the 

* Phil. Trans, vol. cxcix. A, 1902. 
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ten-thousandth part of a degree, and the dift’ereiice was ])iohably in 
all cases accurate to O^’OOl C. This order of accuracy could not 
possibly have been attained with mercury thermometers under the 
conditions of the experiment. Another adv'antage w'as that there was 
no question of lag of the thermometers. 

The chief source of uncertainty in the results of all these experi- Uiiccrtamty 
ments lies in the value assumed for the E.M.F. of a Clark cell. The 

mill 01 

usually accepted value, 1'4342 volts at 15° C., is derived from the w ork E.M F. 
of Glazebrook and Skinner. Later experiments tend to show that 
this value is too high. Mr. R. 0. King '■ obtained the value 1'4334, 
and Professors Carhart and Guthe- the value 1‘4333 volts, both at 
15° C. The following table,® calculated on the old value for the E.M.F. 
is given for the sake of comparison. 


Capacity for Heat of Water in Joules per 1 C. 
(Nitrogen Thermometer) 


Results. 


Name. 


Joule 
Rowland 
Griffiths 
I" Schuster and 
t Gannon 
I Callendar 
I t and Barnes 


Method. Standatd'.. 


1 

At Ij C. 

At 20 C. 

Mechanical ! 

4-171 


,, 1 

4-186 

4-180 

E, R ; Clark cell ■=ri;I42 

„ ! ( Clark cell = 1 4340 

'i Ag.^ 0-001 ns 

1-198 

4-192 


4-190* 

E, C (.'lark cell 1 • 1342 

4-190 

4-1.84 


* Strictly, 4'1905 joules at 19 T C. 


It will be seen here that the results of the electrical methods are 
all a little higher than Rowland’s result. If we adopt the value 
1'4334 as the voltage of a standard Clark cell at 15° C., it would 
bring Callendar and Barnes’sresultinto close agreement wdth Rowland’s. 
Griffiths’s, and Schuster and Gannon’s values would still be a little 
higher. This may perhaps be due in the case of the former to the 
difficulty of eliminating all constant errors such as might arise in the 
estimation of the resistance of the wire and the heat-loss by radiation, 
etc., and in the case of the latter the value assumed for the electro- 
chemical equivalent of silver has been questioned. On account of the 
doubt as to the true value of the E.M.F. of the Clark cell. Professor 
Callendar prefers to estimate the value of the mechanical equivalent as 


' Callendar, Phil. Trdns., loc. cil. - Flnjsicn/ Ucrietc. vol. i.\. p. 28S, 1899. 
•' This table is taken (witli sliglit alteration) from Griffiths's Therni'ii Mrasurr- 
ment of Energy, 1901. 
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follows. 1 The experiments carried out by Barnes between O'’ and 
100 C. (see Art. 171) show that (w'hatever the absolute value of J may 
be) the mean thermal capacity of water between 0' and 100° is 
I'OOIG times its thermal capacity at 20' C. Taking therefore the 
value 4T833 of Reynolds and Moorby for the mean thermal capacity 
between 0° and 100 , we obtain 4T79 as the value at 20 . Again, 
Rowland’s value at 20 , corrected to the hydrogen scale by W. S. Day 
(see Art. 166) is 4T81. Taking the mean of these two values as the 
most probable, we get 

1 calorie — 4 ‘ISO jouk-s at 20’ C. 

The value at any other temperature may now be determined from 
the curve of variation given by Barnes, thus 

1 calorU' = 4'184 joule.s at l.'i C. 

170. Various Methods of Determining the Dynamical Equivalent. 

— Of the various methods of determining the value of the dynamical 
ecjuivalent of heat, the method of fluid friction and the electrical 
method are up to the present the only ones which can lay claim to a 
high degree of precision. In addition, however, to these accurate 
investigations many others have been carried out by methods of con- 
siderable interest though of less precision. 

An indirect method depending on the theory of gases has been 
already noticed (p. 277) ; but this method is at best very imperfect, for 
a small error in the determination of the ratio of the specific heats will 
produce a considerable change in the value of .1. Another method, 
depending on the assumption that all the work employed in compress- 
ing a gas is spent in raising its temperature, has also been adopted. 
In applying this method .loule"’ forced air into a strong receiver kept 
under water in a calorimeter, so that the heat developed during the 
corajnession could be measured by the change of temperature of the 
calorimeter. The work spent during the compression was easily 
calculated on the assumption that air obeys Boyle’s law throughout 
the range of the experiment (Ex. Art. 321), and the materials for the 
determination of J are thus at hand. Instead of compressing the gas 
and measuring the heat developed, the reverse process may be em- 
ployed. The gas may be first comj)resse<l into a receiver, from which 
it can be subsequently allowed to escape into the atmosphere, and the 
cooling produced by the expansion against the external pressure may 
be measured. Both methods were employed by Joule, who obtained 
823 and 795 foot-pounds by the compression proees.s, and 820, 814, 
760 by expansion. 

' A'/ici/. Bril, ti-ntli I'ditioii, an. •• Calorimetry. ’ 

- Joule. Phil. iP'fj. Jrd Series, vol. xxiii., 1845 : Scientific Pnjicrs, j>. 172. 
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Before any inference can Be made as to the equivalence of the 
work done and the heat developed in such a process, it must be 
ascertained that the whole work is spent in genei’ating heat, and that 
no part of it is employed in altering the state of the substance, or, in 
other words, in doing internal work. I'or this reason Joule felt 
compelled to execute those experiments (p. ’269) by which he ])roved 
that no appreciable internal work is done during the compression or 
expansion of a gas. The only reliable mode of procedure, therefore, is 
to adopt a method in which the state of the substance is the same at 
the end of the operation as at the beginning. This holds good in all 
fluid friction methods which are consequently much superior to all 
methods depending on compression, or exj)ansion, or percussion. 



I’lir. So.— Him ^ P^*u•u^^luu Apparatus. 


An interesting determination of J by estimating the heat developed 
by percussion in a mass of lead was made by Him.* Lead was chosen 
because it is highly inelastic. It is for this reason that when a leaden 
bullet strikes a target (or is struck), nearly all the energy of motion is 
converted into heat. In addition, icail when struck yieUL but little 
sound, and its state is not appreciably altered by hammering. Elastic 
bodies, on the other hand, when they collide, rebound and regain a 
large proportion of their original energy, so that but little heat is 
generated by the impact. The apparatus devised by Him is shown 
in Pig. 83. 

A cylinder of iron AA weighing 350 kilos was suspended, with 
its axis horizontal, by two pairs of cords which compelled it to move 
^ Hiru. Tln'i-irie Memniiqur th' 1u i'hfthur, tom. i. p. 9*1. 3rd 
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in a vertical plane with its axis always horizontal. This cylinder was 
used as the hammer or instrument of percussion. The anvil MB was 
a large prismatic mass of stone weighing 941 kilos, and suspended in 
the same way as the hammer. The mass of lead D to be operated 
on was suspended between the two, and the face B of the anvil 
adjacent to the lead was cased with iron to receive the blow. 

In making an experiment the hammer was drawn back by a tackle, 
and the height to which it was raised was accurately measured. It 
was then let fall upon the lead, and the recoil of the anvil was 
registered by a sliding indicator which was pushed back and then 
remained in situ. An observer also noted the advance or recoil of the 
hammer after the blow, and from these data the work spent in jjer- 
cussion could be easily calculated. Before the blow was delivered the 
temperature of the lead was taken by inserting a thermometer f into a 
cylindrical cavity made in the mass, and immediately after the blow 
the mass of lead was removed and hung up by two strings provided 
for the purpose, so that the axis of the cavity was vertical. This 
cavity was immediately filled with ice-cold water, which was stirred 
and the rise of temperature noted. The value 425 grammetres was 
obtained by Him in this manner, which is remarkably good con- 
sidering the nature of the experiment. The following details will 
illustrate the method : 


Height of fall ol' hammer .... 1T66 m. 

Recoil of hatinner ..... 0'087 m. 

,, of anvil . ... 0T03 m. 

Weight of lead ..... 2-948 kg. 

Temperature before blow . . 7 '-873 

,. four minutes after . 12°-1 

., eight minutes after . ll'-75 

,, of, air ... . 8’-S 

Weight of water placed in cavity O’OlSo kg. 


An indirect method depending on the theory of saturated vapours 
(Art. 346) has also been employed, but on account of the difficulty 
of experimentally determining the densities or specific volumes of 
saturated vapours, this method is better suited for the calculation of 
vapour densities from the knowledge of the value of J than for the 
calculation of the latter quantity. 

The heat developed in a copper disc when rotated in a magnetic 
field also furnishes a method of evaluating J, but the heat lost while 
the disc is rotating and while it is being transferred to the calorimeter 
must lead to uncertain corrections. This method was used by M. Violle 
in 1870. 

[An ingenious mode of measuring J, which should he capable of 
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giving accurate results, has been devised by MM. Bailie and Fery.^ 
A uniformly rotating magnetic field is produced by means of poly- 
phase alternating electric currents. Within the field is placed a 
copper cylinder balanced on a vertical axis, and surrounded by 
water. The cylinder tends to turn with the magnetic field, but 
is held stationary by a couple which is accurately measured. The 
product of this couple into the number of revolutions of the magnetic 
field represents the work done in producing eddy currents in the 
copper cylinder. This work is spent in heating the copper, and the 
heat produced is measured by observing the rise in temperature of 
the water. As the temperature rises the couple diminishes owing to 
increase in resistance of the co])per, but this difficulty could be got 
over by employing the steady-flow method, which, moreover, could be 
arranged so as to ensure proper mixing. The point in favour of this 
method is that, while it possesses the advantages of the electrical 
method, yet the work done i.s measured in mechanical units, thus 
avoiding the uncertainties in the electric measurements.-] 

Other methods, such as the steam-engine experiments of Him 
(p. 46), and those of Edlund on the expansion and contraction of 
metals are excellent as illustrations of the dynamical theory, but they 
cannot be regarded as possessing any accuracy. The chemical action 
which takes place in a voltaic battery or in a voltameter also furnishes 
a method of evaluating J. 

The dynamical equivalent of heat has also been determined 
experimentally by the change of temperature produced when a liquid 
escapes under pressure from an orifice, or when a liquid is forced 
through capillary tubes. By the escape of water under pressure Him 
found the value 433 grammetres, and by forcing water through a 
piston perforated with small holes .Joule obtained the number 770 
foot-pounds. The table at the end of this chapter contains the results 
obtained by the various methods. 

171. Specific Heat of Water. — One of the most important re- 
searches in the whole range of calorimetry is the accurate investigation 
of the variations of the specific heat of water, especially between 0’ 
and 100" C. If the unit of heat be defined as the quantity neces- 
sary to raise the temperature of unit mass of water from 19" '5 to 
20 ’’5 C., then if the thermal capacity of unit mass be not the same at 
all temperatures, and if the variations with temperature be not known, 

' Comptes lletuiits, tom. cxxvi. ji. 1494, 189S. 

- [Unless the current ix accurately sinusoidal the couple will not be quite 
constant. This will not matter however, as the variation would be slight, and 
the mean couple would be accurately measured.] 
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it would be necessary in any experiment to start always with as much 
water in the calorimeter at 19'‘5 C. as would just attain the final 
temperature of 20" '5 C. The quantity of water employed (together 
with the equivalent of the calorimeter, etc.) would then represent the 
quantity of heat given out hy the immersed body in cooling from its 
initial temperature to 20°‘5 C. 

The direct mode of investigating the variations of the specific heat 
of water is that adopted by the earliest experimenters on this subject 
(De Luc and Flaugergues), namely, by mixing known weights of water 
at different temperatures and observing the temperature of the mixture. 
By this method Flaugergues ' found that the specific heat of cold 
water was slightly greater than that of warm water, as shown by the 
following numbers, temperature being in degrees Reaumur : 

S parts of uMter at 0’ + 1 part at 80' gave 19°’86 R. 

2 parts of aater at O' -2 Jiarts at 80° gave 39° 'SI R. 

1 part of water at 0' + 3 parts at 80' gave 09° ’87 R. 

It does not appear certain, however, that due precautions were 
taken to guard against errors arising from radiation and evaporation, 
or to correct for the thermal eajracity of the calorimeter. 

The first experiments of any accuracy were those of F. E. Neu- 
mann,- who found in 1831 that the specific heat of water at the 
boiling point was about 1‘0127 times that at 28° C. The next experi- 
ments were those of Regnault'^ in 1840, from w'hich he deduced that 
the mean specific heat between 15° C. and 100 C., compared with 
that between 10° and 15°, was from 1'00709 to 1-0089. He further 
extended his re.searches to temperatures above the boiling jioint, and 
found that the re.sults of his experiments at temjieratures up to 230° C. 
were represented by the formula 

.v= 1 -r 0 -00004 » -r 0 '00000099-. 

This formula indicates a gradual increase of specific heat as the 
temperature rises. 

Somewhat later Pfaundler and Platter^ supposed that they had 
discovered important variations in the specific heat of water in the 
neighbourhood of the tempeiature of maximum density. They 
estimated that it fell from unity at zero to 0-9512754 at T, and 
then increased gradually to 1-1933497 at 6°-5, and afterwards fell 

' Quoted by Rowland, F,<jc. Amcricini Acmicmij af Arts and .Siurnces. vol. vii. 

120, 1879-80. 

- Xeuinann. Ann. vol. xxiii. p. 40, 18-31. 

Regnault, Rr.latinn d,-s J-Ajn rdno-s, tom. i. ]i. 729 ; ot Meminres dp V Academir 
dcs SciPiicps, tom. .xxi. 

Pf.umdlet ,iiid I’l, liter. /’»y;/. Ann. vol. exl. p. .'•7.1 ; vol. exli. p. 5,37. 1S70. 
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to 1 ■0728772 at 10 C. The method of mixtures was employed, but 
almost immediately afterwards it was shown by the investigations 
of Him, as well as those of MM. .Tamin and Amaury, that no such 
variations occur. The method adopted by Him ' was excellent and 
ingenious in design, but difficult to carry into execution with accuracy. 

It consisted essentially in supplying equal quantities of heat to a 
given mass of water when at ditt'crent temperatures, and observing 
the change of temperature. The method by which the ccpial quantities 
of heat were supplied was by heating a large water thermometer, 
with a metal bulb of about 200 c.c. capacity, and then immersing it 
in the calorimeter till the column in its stem fell through a certain 
interval, when it was at once withdrawn. The change of temperature 
of the calorimeter by this communication of heat was only about 
1 or 1 -5 C., and the chief difficulty was to estimate this change with 
accuracy. In the method ’ adopted by .Tamin and Amaury the water 
was heated by the passage of an electric current through a spiral of 
wire immersed in it, and if proper precautions were taken in the 
observations, and due allowance made for the variation of the re- 
sistance of the spiral with temperature, the method should be capable 
of giving excellent results. The formula deduced as representing the 
results of their experiment was 

j = 1 A 0 -001 1 0 -00000 

This formula indicates a gradual increase of specific heat as the 
temperature rises, but the amount of variation indicated is exceedingly 
high. 

The first experiments of sufficient accuracy to discover the true 
nature of the variations of the specific heat of water were those 
made by Kowland in his exhaustive determination of the dynamical 
equivalent of heat. If it be assumed that the value of the dvnamical 
equivalent, determined by means of the friction of a liquid of assumed 
constant specific heat, must be the same whatever the initial tempera- 
ture of the liquid, then if variations in its value are observed when 
the liquid is used at ditl'erent temperatures, these variations must be Minimum 
attributed to changes of the specific heat of the liquid. In operating «’ater. 
through a wide range of temperature Rowland found that the values of 
J obtained at different temj)eratures indicated that the specific heat of 

^ Him, Coiiijih's Fu adus. tom. Ixx. j)]>. 592, 831, 1S70. 

" The method oi’ itinerating e<jnal quantities of heat in two calorimeters bv means 
of an electric current, and thu.s comparing the'spccific heats of two liquuls, was Hrst 
suggested by .Toule as an accurate method in calorimetry. — Toule, Mem. Manchester 
Pint. Sor. vol. vii. p. 559. 1815. 

‘ Jamiii and Amaury, Conij'ttes Ileivhis. tom. Ixx. p. 661, 1S70. 
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water fell to a minimum at about 30' C. That is, that the specific 
heat of water did not gradually increase from zero, but that a gradual 
diminution occurred up to about 30" C., and then a gradual increase 
set in. This point was further tested and placed beyond doubt by 
actual calorimetric observations of the most careful nature, the 
apparatus employed for this purpose being similar to that designed 
by Regnault (Fig. 62) for the determination of the specific heats of 



liquids. The results obtained by the dynamical equivalent ap 23 aratus 
are, in Rowland’s opinion, of surpassing accuracy (see Art. 166). 

The work of Rowland has been confirmed by Bartoli and 
Stracciati,^ who find a minimum value of the specific heat at 20° C. 

[The researches of Dr. Barnes with the apparatus described in 
Art. 169 afford ^jerbaps the most reliable results as to the variation 
of the specific heat of water. According to his determinations the 
specific heat attains a minimum value at a tem])erature of 37 '5 C. 
The accompanying curve shows the character of the variation. 
Appended below is a table containing the values of the specific heat 
at different temperatures in terms of that at 20 as unit. This table 
was given by Prof. Callendar.-’ 


i Joiilin .S|, Heat. .I,,,,!,.... .Sp. H.-at 


1 

0 

4-208 

1 -0094 

35 

4-173 

0-99S3 

100 

4-211 

1 -0074 

.0 

4-202 

1 -0054 

40 

4-173 

0-9982 

1-20 

4-231 

10121 

10 

4-191 

1 -0027 

50 

4-17.5 

0-9987 

140 

4 -254 

1-0176 

15 ' 

4-1S4 

1-0011 

60 

4 ISO 

1 -0000 

160 

4 -280 

1 -0238 

20 

4-lSO 

1 -0000 

70 

4-187 

1-0016 

ISO 

4 309 

1 -0308 

25 

4-177 

0-9992 

80 

4-194 

1 -0033 

200 

4-341 

1 -0384 

30 

4-175 

0-9987 

90 

4-202 

1 -0053 

220 

4 376 

1-0467 

— 

-- - -- 

- --- 

- - 

... 






' A. Bartoli and E. Straeciati. Boll, mi’ns. dell' ^Ice. Giocnia, LS. ogtj, April 
1891. Bciblntter zu deo Aihmlen dcr Physik uod Clienne, Band xv. p. 7gl, 1891. 

- Eiicy. Bnt. Art. “Calorimetry.’ Dr. Barnes also gives a tabic (Phil. Trans. 
vol. cxci.v., 1902) but adopts a ditferent standard, and does not reduce to the 
hydrogen thermometer. 
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The same method was applied by Barnes ' to determine the 
variation of the specific heat of mercury with temperature, using the 
mercury itself to convey the current. He gives the formula 

sO = -oastys - (1-071S - •OO3850'Q1O-''. 

A very careful series of observations on the variation of the Ludin’s 
specific heat of water between O' and 100 C. was carried out by 
Liidin - under the direction of Prof. Pernet, using the method of 
mixtures. Great attention was paid to the thermometry, thermometers 
of the Paris type being employed, with the usual precautions. The 
experiments were arranged to give a rise of temperature of IP to 
18" and the results were closely concordant. The values obtained 
indicate a minimum at ‘25 and a maximum at 87'. It is not at all 
certain, however, that the method is free from constant errors. Prof. 
Callendar thinks that the rapid rise in value of the specific heat from 
25 to 75 may possibly be due to radiation error from the hot-water 
supply, and the fall between 90’ and 100 to loss of heat by evapora- 
tion of the nearly boiling water on its way to the calorimeter. These 
sources of error could not occur in the Callendar-Barnes method, and 
besides the range in the latter was only 8’ to 10 , so that the results 
would be less affected by the variation between the limits of tempera- 
ture in any one experiment. It should be noticed, however, that 
Ludin’s results agree very well with those of Barnes except at the 
higher temperatures. 

172. Choice of Thermal Unit. — The question of the choice of a 
thermal unit is a somewhat vexed one. Since the specific heat of 
water varies, the ralork will not be fully defined unless we specify 
the particular degree of temperature through which the unit mass of 
water is to be heated. In Art. 21 we have adopted the range 19’‘5 
to 20'‘5, which amounts to taking the specific heat of water at 20’ C. 
as the unit of specific heat. The temperature 4’ to 5 was commonly 
adopted some years ago, but there is no advantage in selecting the 
temperature of maximum density of water ; indeed, the temperature 
of minimum specific heat would be a more natural one to choose, as 
the value is here practically constant over a considerable range. But 
the paramount consideration is to choose a temperature at which the 
value of the dynamical equivalent is known wdth the greatest certainty, 
and the best determinations are those which have been carried out at 
ordinary temperatures. Many physicists are in favour of choosing 
15’ C. as the standard, and it possesses the simplification of being a 

^ Brit. Assoc. Rep. 530, 1902. 

Juhelband dcr naturforscheiulcn Gesellschaft, Zurich. 1896. 
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temperature to which several other physical measurements are referred. 
Principal Griffiths recommends the calorie between 17 and 18° C. as 
being equal to the mean calorie between 0° and 100°. Prof. Callendar 
adopts 20° C. and suggests that the calorie be defined, not as the 
heat required to raise 1 gramme of water from 19°’5 to 20°'5, but 
as the mean value between 15' and 25° of the quantity of heat 
required to raise 1 gramme of water 1°. This is because all calori- 
metric measurements practically involve a range of several degrees, 
and the mean calorie between 15° and 25" is not very different from 
the mean between 0 and 100 which is sometimes convenient. The 
unit proposed by a committee of the British Association in 1896, 
namely, the value of the calorie at such a temperature as would make 
it equal to 4'200 joules, is, as Prof. Callendar remarks, merely an 
absolute unit in disguise, and leaves the actual temperature uncertain.] 
The specific heat of a saturated vapour is discussed in Chap. Till. 
Sec. T., and the case of a non-saturated or superheated vapour is 
noticed in Art. 200. 


[Table 
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DYNAMICAL EQUIVALENT OF HEAT 
(Gramnietres) 


DIRECT METHODS 



Oilsei \ or. 

MotUoti. 

j Result. 

1S48 

•loule'l' 

Friction ot‘ watYi* 111 tubf'i . 

1 121m; 

1 > } 

' , 

Fiecliomaj^netic curreiii-s 
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CHAPTER V 


CHANGE OF STATE 

SECTION I 

FUSION 

173. Normal Fusing Point. — When the temperature of a solid is 
gradually raised, a stage is reached at which the substance passes into 
the liquid state. For each ciystalline substance there is, generally 
speaking, a definite temperature at which, under given conditions, it 
passes from the solid to the liquid state, or vice ver/a. That is, when the 
temperature is above this point the substance exists in the liquid state, 
and below it in the solid state. This temperature is called the fusing 
point (or the melting point) of the substance under the given conditions, 
and is such that when the temperature of the solid is rising liquefaction 
occurs here, and when the temperature of the liquid is falling solidifica- 
tion sets in at the same point. Thus at 0 C. ice melts and water 
solidifies under the pressure of one atmosphere, and 0' C. is said to be 
the normal fusing point of ice. We say the normal fusing point, for 
circumstances may occur, as we shall see later on, under which water- 
may not solidify even though its temperature is considerably below 
0^ C. Similar abnormal results are presented by other substances, the 
liquid state often persisting at a temperature considerably below that 
at which the substance ordinarily solidifies. 

In the case of ice the melting point is distinct and sharply marked. 
There is no perceptible difference of temperature between the melting 
solid and the liquid into which it passes. At 0^ C. water substance 
can exist in three very distinct forms, either as a hard solid, a mobile 
liquid, or an attenuated vapour. It is very different, however, with 
many other substances. In the ease of fats, wax, glass, iron, and 
other amorphous substances, there is no definite point, sharply marked, 
at which it can be said the substance melts. As the temperature of 
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the solid rises the substance becomes more and more plastic. It 
gradually attains a semi-solid viscous condition, in which it possesses 
neither the properties of a solid nor of a liquid distinctly. The process 
of fusion is gradual, and the body passes by no sudden transition from 
the solid to the liquid state. 

This gradual passage from the solid to the liquid state is 
characteristic of amorphous bodies, whereas those which crystallise on 
solidification have in general a definite fusing point at which the 
substance may exist simultaneously in the two states. It is only solids 
having a crystalline structure that have a definite melting point, and at 
other temperatures oidy one of the states is stable. At this temperature 
the molecules arrange themselves in the regular order which determines 
the crystalline structure. 

Ill amorphous liodies, on tlie other hand, there is no definite 
arrangement of the molecules at any temperature, the amorphous 
condition of the .solid forms a continuation of the liquid state as far 
as want of regular molecular arrangement is concerned, and such 
substances have no definite melting point. 

174. Laws of Fusion. — The general laws which govern the pheno- 
mena of fusion and solidification may be summarised as follows : 

(1) For a given pressure the temperature of fusion is fixed, and is 
the same as that of .solidification, and consequently, while fusion (or 
solidification) is taking place the temperature of the whole mass 
remains constant. 

(2) During fusion heat is absorbed by the substance (latent heat), 
and ail equal quantity of heat is disengaged during solidification. 

175. Surfusion — Unstable Condition. — A liquid which has a 
definite freezing jioint- that is, one which ciystallises on solidifying, 
may. if carefully and slowly cooled, be reduced to a temperature much 
below’ the normal freezing point without solidification setting in. This 
anomalous condition is, how ever, unstable, for if the over-cooled liquid 
be disturbed, or if a small piece of the crystalline solid be placed in 
contact with it, solidification at once sets in and continues until the 
temj)erature rises to the normal freezing point. 

This phenomenon of surfusion, .as it is termed, was noticed as early 
as 172-1 by Fahrenheit.' He found that a glass bulb filled with w’ater 
and hermetically sealed remained at a temperature considerably below 
the freezing point without solidification setting in, but that on bre.aking 
ott' the stem solidification set in with rapidity. Gay-Lussac - also 
observed that w’ater placed in a vessel and covered wdth a layer of oil 

^ Fahrenlieit, PhiL Tron-^. vol. xxxviii, ji. 17*24. 

- Gay-Lus.^at . Ann ft*' 'I'i srrie, tom. ixiii. ]>. 
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romained liquid at - 12 C., but a slight shake was sufficient to start 
solidification. Despretz ^ observed the same ett'ect in capillary tubes 
filled with water ; and it is perhaps for this reason that at low tempera- 
tures the sap often remains unfrozen in the capillary vessels of plants. 

This property is not peculiar to water. It may be observed in 
many other substances when the cooling is conducted cautiouslv. In 
the case of melted phosphorus cautiously cooled below the freezing 
point, a fragment of amorphous phosphorus is found to be inactive in 
producing solidification, while a fragment of ordinary phosphorus at 
once starts congelation. The introduction of a fragmetit of the solid 
is not in general necessary to set up solidification in the over-cooled 
liquid. Mechanical actions, such as the vibration caused by the 
friction of a glass rod against the bottom of the containing vessel, 
suffices in general to initiate solidification. 

As soon as solidification sets in there is an evolution of heat, and 
the freezing continues till the heat evolved is sufficient to briTig the 
whole mass to the normal fusing point. Further s(didification will now 
cease, unless the substance continues to lose heat by radiation or 
otherwise. 

This propert}’ has been utilised by M. Gernez - and others to 
determine the normal temperature of fusion. The liquid under 
examination is cautiously cooled to a temperature below the normal 
fusing point. Solidification is then excited, and part of the substance 
separates in the solid form, the temperature at the same time rising to 
that of normal fusion. This is noticed by means of a thermometer 
placed in the substance. 

M. Dufour ® contrived to cool small spherules of water to - 20° C. 
without solidification. The method adopted was similar to that 
employed by M. Plateau in the study of the equilibrium of liquids 
relieved from the action of gravity. Small droplets of the liquid were 
suspended in another liquid of equal density and lower freezing point. 
The suspended drops were thus freed from the action of gr.ivity, and 
floated freely in the bath as spherical globules. In this manner M. 
Dufour succeeded in reducing to - 20 ' C. the temperature of water 
droplets suspended in a mixture of chloroform and oil of sweet 
almonds. The temperature of similar drops was also raised as high as 
178" C. without boiling, while droj)s of liquid sulphur were reduced 
below 0 C. in a solution of chloride of zinc, and in a water bath drops 
of naphthalene were cooled to 40' C. 

* Despi'ct/, Cunq’fes Hendtis, tom. v. p. 19, lS:t7. 

- Journu! de Phifsiijui’. tom. v. p. 212. 

’ Dufour. Alin, ih' (dhintk, -3*^ '?erie. tom. Ixviii. p. 370. 1S63. 
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In these experiments the over-cooling of the drops is more easily 
and securely obtained the smaller their diameters, and the over-cooled 
drops at once solidify when touched with a fragment of the solid. 
They also solidify when touched with a solid of different material ; in 
this case, howevei', the solidification does not a])pear to be so certain, 
and the action pi'obably arises from local agitation of the dro]). 

Similar over-cooling of small water drops may occur in the 
atmosphere, and if this happens the experiments of Dufour throw light 
upon the formation of hail, hoar-frost, etc., whether in the atmosphere 
itself or in contact with the surfaces of other bodies. 

176. Fusion of Alloys. — Alloys formed of two or more metals, 
although they obey the general laws of fusion, possess the jjeculiar 
property of fusing at a temperature generally lower than the melting 
point of any of the constituent metals. Thus an alloy of 5 parts of 
titi and 1 part of lead fuses at 194" C., and Rose’s fusible metal, which 
consists of 4 parts of bismuth. 1 of lead, and 1 of tin. melts at 94 C. 

Similar l esidts occur in the case of mixed salts. Thus a mixture 
of the chlorides of sodium and potassium fuses at a lower temperature 
than either constituent, and a mixture of equivalent quantities of the 
carbonates of sodium and potassium melts at a temperature below the 
fusing point of either, and is used to facilitate the fusion of certain 
minerals in chemical analysis. 

In most cases, however, alloys melt like amorphous bodies. There 
is at first a general softening of the whole mass. As the temperature is 
raised the most fusible constituent melts first, and if it is plentiftil in 
the alloy it liquefies the whole mass, but if it is present only in a small 
proportion its liquefaction only brings the mass to the pasty condition 
of an amalgam ; so that complete liquefaction is only attained when the 
melting point of the less fusible constituent is reached. If the liquid 
substance be now gradually cooled, the temperature is found to fall till 
the melting point of the less fusible constituent is reached. Here it 
remains stationary till the solidification of this part is completed, the 
latent heat of liquefaction being at the same time evolved. This 
completed, the temperature of the now more or less pasty mass 
gradually falls to the melting point of the more fusible part of the 
alloy. Here the temperature again remains stationary till complete 
solidification is effected. 

Rudberg,' to whom these observations are due, found that in the 
case of a mixture of lead and tin the lower fixed point remained 
stationary at 187", whatever the proportions of lead and tin. The 

1 Eudberg. Poyj. Ann. v.>l. xviii. p, 240: vol. xi.\. p. 125: audAim. dr Chiviie, 
2® serie, tom. xlviii. p. 353, 1S31. 
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higher fixed point, on the other hand, depended on the proportion of 
the constituents. It approached the lower fixed point, and finally 
coincided with it as the composition of the alloy ajiproached the 
formula PfiSn^, in which case there is only a single fixed point, and 
the fusion takes place as for a simple body. On iticreasing the pro- 
portion of either lead or tin the variable point of fusion reappears 
and attains a maximum at the fusing point of lead or tin, according 
as one or other is in excessive preponderance. 

177. Change of Volume during Fusion. — The majority of sub- 
stances occupy a larger volume in the liquid than in the solid state. 
In general, expansion occurs during liquefaction. Several substances, 
however, contract on melting, a notable example being ice. In the 
former case the solid will sink in the liquid, and in the hitter it will 
float. 

The change of volume which accompanies the change of state from 
solid to liquid may be estimated by the weight thermometer (Art. 
75). A known weight of the solid substance is placed in the 
bulb of the thermometer, and the instrument is then filled up with 
a weight of some liquid which has no action on the solid. By 
noticing the weight of liquid expelled between two chosen temperatures 
below the melting point, the coefficient of expansion of the solid may 
be obtained in the ordinary way ; and similarly, by observations above 
the melting point, the coefficient of expansion of the same substance 
in the liquid state may be obtained. A curve may then be plotted, 
showing the relation between volume and temperature under constant 
pressure, both in the solid and liquid states as well as in the passage 
from the one state to the other. To determine the latter we require 
the weight to of the liquid expelled from the thermometer during fusion. 

The observations of the change of volume may be made in a con- 
tinuous manner by enclosing the substance in a large thermometer 
bulb, furnished with a graduated stem. The, variation of level of the 
liquid ill the stem indicates the manner in which the volume changes 
in the neighbourhood of the fusing point. This relation has been 
examined by G. A. Erman ‘ and H. Kopp.’ 

The force attending the expansion during change of state, especially 
in the solidification of water, seems to have very early attracted the 
attention of experimental philosophers. Boyle ■’ found that water 
confined in a strong brass tube while it froze lifted a weight of 74 lbs. 

' Ct. A. Ennan, Pogg, Ami. vol. ix. p. jaf, 1827 ; .1/i/i. dc Vhimie rt de PligsiqiiL\ 
2*-’ siU'if, tom. xl. p. 167. 

“ H. Kopp, Liebig’s AniKth'ii, vol. xeiii. 

" Boyle, Histnrg of Cold. 
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placed oti the stopper, and Huygens ' succeeded in bursting a cannon 
by freezing water confined in it. The Florentine academicians in the 
same manner burst a small brass shell, and in 1784-85 Major 
Williams - burst strong iron shells. 

The c.xpansion of water during freezing is attended by many 
beneficial and many destructive results in nature. Those commonly 
observed are the bursting of water-pipes, the raising of pavements, the 
bursting of plant cells, and the splitting of trees and rocks, while the 
general fertility of the soil is incrctised hy the disintegration of its 
jtarts. 

The expansion of water eoniuiences while it is yet a little warmer 
(4 C.) than the freezing point. This seems to have been first 
noticed by Beaume, and is mentioned in his account of his hydro- 
meter. De Luc iind lluniford ' also examined this point more atten- 
tively, and the latter pointed out some important consequences of 
this singularity in the great operations of nature. 

The expansion of some substances in solidifying is taken advantage 
of in the manufacturing arts. Thtis iron, bismuth, and antimony 
expatid during solidification, and when cast in any mould they expand 
into every chink atid take up its impression exactly. The contraction 
of phosphorus, on the other hand, prevents it adhering to the mould 
in which it is cast, and it is for the same reason that basaltic columns 
are found in nature. 

178. Influence of Pressure on the Melting Point. — So far we 
have considered fusion and solidification under a constant pressure, 
and it remains now to be determined whether the melting point of a 
substance depends in any way upon the pressure, or if melting takes 
place at the same temperature whatever be the pressure to which the 
substance is subjected. Attention was first directed to this matter hv 
Professor James Thomson^ in 1849, rvho showed that it followed 
from the principles of the mechanical theory of heat that the melting 
point of a substance like ice, which contracts on liquefaction, should 
be lowered by increase of pressure, and by analogous reasoning it 
followed that the melting point will be raised by increase of pressure 
if the substance expands during liquefaction. Such a result might 
be surmised without either theoretic or experimental demonstration ; 
for if the substance expands on fusing, then increased pressure is 

' Du H-mirl, Jfi.if. '!'■ / liny. tom. i. p. 1 S 2, chap. i. 

- Ellin. Phil. Trims, vol. li. 

■ Count Runil'ord, Essrms, vol. vii. p. 03 ]^ 

^ J. Thoiusiui. Ehii. Phil. 7Vo,(s-.. .tail. '1. 1849. .Sen al...n .Sir Wm. Thomson^ 
Mnllicinatical iinil Physical Pujars. vol. i. p. loti. 
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unfavourable to liquefaction, whereas the contrary holds if the sub- 
stance contracts in passing from the solid to the liquid state. 

The reasoning by which Thomson established his conclusion was 
exceedingly ingenious, and although faulty and incomplete in the 
original, it may be moulded so as to meet the full requirements of the 
problem. We consequently reproduce it here with the necessary 
amendments, for although the same results may be obtained at once 
from the fundamental formulae of thermodynamics (Chap. VIII.), 
Thomson’s mode of attack is most instructive. In the first place, let 
a cylinder filled with air be clo.sed with an air-tight piston, and let the 
walls of the cylinder and the piston be non-conductors of heat, while 
the bottom of the cylinder is a perfect conductor. Now if the bottom 
of the cylinder be placed in contact with a mixture of ice and water, 
and if the piston he gradually forced down, work will be spent in 
compressing the air, and an equivalent quantity of heat will be 
generated in the air, which will pass through the conducting bottom 
into the mixture of ice and water. The temperature of this mixture 
will not be altered during the operation. A certain quantity of the 
ice will be melted, and the compressed air in the cylinder will finally 
come to the freezing point 0 C. If now the cylinder be removed 
from the mixture (the piston being kept fixed) and placed with its 
bottom in contact with the bottom of a similar cylinder containing ice- 
cold water, then if the air be allowed to expand gradually, external 
work will be done and heat will be absorbed. This must come 
from ice-cold water, since the walls of the cylinders and the jnstons 
are supposed to be non-conductors, and consequently, during the ex- 
pansion of the air, some of the water will be frozen. The contents 
of the water cylinder will thus increase in volume, and the piston 
which closes it will be pushed forward, doing external work if its 
motion be resisted. Let this resistance be applied, so that the water 
while freezing does external work, and let the re.sisting pressure 
gradually diminish till at the end of the process the partly frozen water 
is under its initial pressure (1 atni), and its temperature is now zero. 
The air in the other cylinder will also be at zero ; and if it now has 
attained its iidtial volume, it will also have attained its initial pressure, 
since its temperature is the same as when the experiment commenced. 
The air is now in its initial condition, while a certain quantity of heat 
has been communicated to the mixture of ice and water and a certain 
ipiantity of ice ha.s been formed in the water cylinder, and a certain 
amount of work has been done by the two pistons during the ex- 
pansion of the air. Thus, if the work done by the air in expanding 
to its initial volume were equal to that done in compressing it. there 


Pi oof of J. 
Tlioiii>on’s 
tlieoiein. 
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would be, oil the whole, a gain of work without any expenditure, 
viz. that done by the freezing water against the resistance applied 
(over and above the atmospheric pressure) during expansion. In 
order that this work should be performed, an equivalent quantity of 
heat must have disappeared, and there must be more ice formed in 
the water cylinder during the expansion of the air than was melted in 
the mi.xture of ice and water during the compression, and if this work 
is real!}' gained we are furnished with an engine which will perform 
work by using up the heat of a single body, viz. that of the mixture 
of ice and water, and this is a violation of one of the forms of the 
second law of thermodynamics (p. 47). If this be impossible, the 
conclusion is that the work done by the air in expanding is not equal 
to but less than that done on it during compression, and consequently, 
the pressure of the air during the successive stages of expansion must 
have been less than during the corresponding stages of compression ; 
but since the volume is the same in both, it follows that the tem2:)era- 
ture must be lower during expansion than during compression — that 
is, the temperature of the air must be below zero during the process of 
expansion, or the water when freezing under a pressure greater than 
1 atm. must be at a temperature below zero. 

Having deduced that an increase of pressure lowers the freezing 
point of any substance which expands on solidification, Thomson pro- 
ceeded to calculate its amount from the known data for ice. He 
found that for this substance the theoretical lowering of the freezing 
point ought to be about ‘0075 of a degree centigrade per atmospheric 
increase of pressure. From this it appears that to liquefy ice at 
- 1 C. a pressure of nearly 150 atmos. would be required. 

The conclusions to which Professor James Thomson was led by 
theory were soon put to the test of experiment by his brother Lord 
Kelvin,' the result being a remarkably close confirmation. A strong 
glass cylinder (Fig. 87) similar to (Ersted's apparatus for the com- 
pression of water, was filled with pieces of clean ice and imre water. 
A glass tube about a foot long and jL of an inch in diameter was 
enclosed in the water with its open end downwards to indicate the 
pressure by the compression of the air which it contained. A leaden 
ring PB was inserted about the middle of the apparatus, so as to keep 
free from ice that part of the thermometer-tube where the readings 
were e.xpected, and more ice was then added above the ring, the clear 
space being about 2 inches deep. The thermometer was enclosed in 
a strong glass case to protect it from the straining influence of the 

■ Sir William Thomson, Pntc. Soil. Sue. Edin., 1850 ; Phil. .Mu,,, vol x.xxvii 
1S.50. ■ ■’ 
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high pressure to which it would otherwise be exposed. The liquid 
used in this thermometer was sulphuric ether. This substance was 
chosen because its dilatation for heat 
is eight or nine times greater than that 
of mercury, and as its densiti’ is only 
about .}jf that of mercury, the thermo- 
meter-tube could be made large without 
suft'ering much from strain due to the 
weight of the liquid. For these reasons 
the instrument was very delicate, each 
division of the stem corresponding to 
about of a degree Fahrenheit. 

At the beginning of the experiment 
the thermometer column stood at the 
division 67 on the stem, and when a 
pressure of from 12 to 15 atmos. was 
applied by screwing down the piston, 
the reading of the thermometer rapidly 
descended to 61. The pressure was 
then suddenly removed, and the column 
rose again rapidly in the thermometer. 

The results of two experiments ar.e 
given in the following table, and compared with theory on the 
supposition that the pressure was truly indicated by the air gauge : 



Kj,!.' S7, 


Pressure 
^>bs^T^ e<l. 


Fall of Temp. . Fall oriVmp. D,„erencp. ! 
ob>eried. 1 calcul.'ited. 


8'1 atm. 
16'8 atm. 


0°-106 F. 
0"-2.32 F. 


0 -109 F. 
0 -227 F. 


-O^-OOS F. 1 
+ 0°-00.1 F. I 


More recent experiments by Professor Dewar ' give a mean re- 
duction of the melting point of 0’'0072 C. per atmo. increase of 
pressure up to 700 atmos. 

It has thus been proved that if melting is accompanied by con- 
traction the effect of increase of pre.ssure is to lower the fusing point. 
The effect on substances which exjiand on melting tvas studied by 
Bunsen,- with the simple apparatus shown in Fig. 88. The shorter 
arm CD contains the substance under examination, and the longer arm 
AB contains air which by its compression registers the pressure. 
The intermediate space is filled with mercury. When the tempera- 

^ Dewar, Pyc. Pojf, Soc. vol. xxx. y». 533, 1880. 

“ Bunsen, Poyi/. Ann. vol. Ixxxi. p. 562, 1850. 
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turf rises the mass of mercury expands, and the substance in the 
arm Cl) is strongly compressed. By this means Bun.sen found that 
paraffin wax, rvhich melted at 46''3 C. under atmospheric pressure, 
melted at 4 0 ’9 C. when the pressure was raised to 100 
atmos. Similarly spermaceti, which fused at 47^'7 C. 
under 1 atmo., had its melting point raised to 50 "9 C. 
by a pressure of 15G atmos. Hopkins made similar 
experiments on wa.x and stearin, and Mousson ‘ by 
enoi'inous ))re.ssure lowered the freezing point of water 
to - 20 C. ; H. Aniagat ■ has also found that C.,CI^ (uir 
known in the solid state) congeals under a pressure of 
foO atmos. Other liquids were subjected to pressures 
ranging up to 3000 atmos., but without success. 

179. Properties of lee. Glacier Motion, and Revela- 
tion. — The lowering of the freezing point (T water by 
pressure, or, as it may be ])ut. the melting of ice under 
pressure, explains many phenomena which would other- 
wise be very puzzling. This melting of ice under 
])ressure, and re-solidification when the pressure is re- 
moved, presents itself in many ordinary occurrences. 
The wheel-track in snow 'of a heavy cart is generally 
sheeted with a plate of clear ice. The snow, if not too 
cold, melts, or partially melts, tindei' the pressure of the wheel, and 
solidities again into transparent ice as soon as the pressure is 
removed. The same process comes into operation in the making of 
a snowball If the snow is near the melting point, the pressure of 
the hand is sufficient to .s((ueeze it into a compact partially-solidified 
mass. When the snow is squeezed between the hands, melting occurs 
at the points of greatest pressure, and solidification follows as soon as 
the resulting liquid is relieved of the ju'essure. - If the snow be much 
below the freezing point, however, the pressure of the hand will not 
be sufficiently great, and the ball will not “make. Placed in a press, 
however, the ,-now may be squeezed into water, which, when the 
pressure is removed, becomes a transparent mass of ice. If snow be 
packed in a cylinder in which it can be strongly compressed by screwing 
forward a piston, thin rods of transparent ice will be forced through 
a small aperture made in the bottom of the cylimler. The snow is 
actually licpiefied by the pressure, and solidification occurs as it 
escapes from the aperture. In the same way fragments of broken 
ice placed in a mould may be scpieezed into a homogeneous mass, and 

* MoUnm)!!. /'*"/;/. .1/1/1 M)l. ov. ji. lljl, 18 .'''. 

' Spt- /V/t/. JA/'/. \(»1. x\i\. j». 111). 
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ice-lenses of any shape, or masses of any shape or pattern, may be 
turned out like butter-prints by simply squeezing snow or ice in a 
mould of the required design. 

A beautiful experiment showing the melting of ice under pressure, 
with solidification on relief, has been suggested by Dr. Bottoniley.' 
A stout bar of ice is supported by two wooden props, one jdaced at 
each end. A wire is then looped round its middle and attached to a 
heavy weight, which thus hangs supported by the bar of ice. The 
weight causes the wire to press tightly against the ice. and, as a con- 
sequence, melting occurs under the wire. The water thus formed 
under the wire escapes from underneath and solidities behind it, and, 
as this process continues, the wire gradually cuts its way through the 
ice until the weight falls upon the ground. The wire thus passes 
completely through the bar, but the bar is not cut in two. Reunion 
occurs by freezing behind the wire as fast as separation takes jdace 
by melting in front. The plane of section can be distinctly seen by 
means of the air bubbles which form in it, but so firmly are the two 
portions frozen together that breaking will take place elsewhere quite 
as readily as along this surface of regelation. An interesting and 
important process which persists throughout the whole operation is 
the constant tiow of heat from the upper to the lower ]>arts of any 
cross-section of the wire. Thus the water behind the wire is solidify- 
ing at zero, and the ice underneath the wire is melting at a lower 
temperature, so that the upper surface of the wire is warmer than the 
lower. Now we have solidification and evolution of heat above, while 
below there is liquefaction accompanied by absorption, and both 
processes are maintained in action at the same time by the flow of 
heat downwards from the warmer to the colder parts of the wire. 
For this reason it is clear that the better the conductivity of the wire 
the more rapid will be the flow of heat and the more i|uickly will the 
wire cut its wav through the ice. 

[The slipperiiii'iis of ice. as lias been pointed out by Professor 
J. July,- is due to its melting under pressure. Thus, in skating, 
the pressure of the skate liquefies a small portion of the ice, and this 
acts as a lubricant. TArv cold ice is not slippery.] 

From what has been already said the gradual motion of glaciers 
down mountain slopes will be easily understood ; but in order to 
make the matter <|uite clear, let us consider the condition of things 
in a very tall vertical column of snow, the temperature of the whole 
mass being somewhat below the freezing point. At the toj) we have 

’ See Tyiulall's ilcfit ft MoJf it/ Mofiiniy ]>. 101. 

" 0. July, Frof. iloii. I>ubfiih Svr. vol. v. p. lS8t>. 
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snow pure and simple, but at the bottom the pressure will be great, 
and if the column be tall enough, the pressure at the base will be 
sufficient to melt the snow. The water thus formed will escape from 
beneath, and being below zero will solidify as soon as free. If snow 
be continually added on at the top there will be continual liquefaction 
and after-freezing going on at the base, and a continual transformation 
of snow into transpai'ent ice. Let us now consider the case of a tall 
block of ice. If the temperature is not too low, or if the height 
of the block is sufficiently great, melting will occur at the base ; and 
if the block is situated on a hillside, the water escaping from beneath 
will How downwards, solidifying as it escapes. This is what happens 
on the slopes of snow -laden mountains. The snow accumulates to 
immense depths above the snow-line. The bottom layer liquefies 
under the pressure of the superincumbent mass, and a gradual slip- 
ping-away of the base occurs. The lower strata are being continually 
squeezed out (and on a slope this means downwards) by the pressure 
of the upper ones. Below the snow-line we have a stream of trans- 
parent ice gradually oozing out from underneath the snow. As the 
mass descends it enters warmer regions where melting occurs under a 
less pressure. At the points of greatest pressure melting occurs, and 
the stress is relieved, and the forward motion of the whole mass is 
effected by a continual process of alternate melting and freezing. 

The, at first sight, peculiar property of ice known as regdafioii was 
first noticed by Faraday. It will now be easily understood that if 
two pieces of melting ice be squeezed together the pressure at the 
points of contact will cause melting, and the water flowing away from 
these points will solidify around them when free from pressure. The 
two pieces of ice thus become welded together. This union or regela- 
tion takes place when two pieces of ice are placed in contact under 
water, even under warm water, and arises from the fact that when the 
ice is melting its temperature is at 0" C., and a very slight j)ressure at 
any point will cause liquefaction there with subsequent freezing around 
it. It is also found that the plane faces of two blocks of ice firmlv 
unite when placed together with their jjlane faces vertical, so that 
there is apparently no pressure between the faces. In this case, how- 
ever, the blocks are really squeezed together to some extent ; for on 
account of the capillary action of the film of water between the plane 
faces the internal pressure is le.ss than the external, and if the blocks 
be free to move — for example, if they be afloat in water — thev will be 
squeezed together, and melting with subsequent regelation will occur 
at the points of contact ; but if they are tiot free to move the pressure 
inside the film will be less than the atmospheric pressure, and solidi- 
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tication may occur if the temperature of the film does not sensibly 
exceed zero. 

A peculiar theory of I'egelation and the plasticity of ice was pro- 
posed by Principal Forbes, and has obtained much favour among many 
of the popular expounders of science. According to this theory the 
surface layer of a piece of melting ice is sujiposed to he in a soft and 
plastic condition, and the harder internal core is supposed to be colder 
than the surface. The conclusions drawn from these assumptions do 
not appear to have been obtained by any sound process of reasoning, 
even if the truth of the assumptions be admitted. It is nearly 
seventy years since it was proved, both by theory and experiment, 
that ice may be melted by pressure, and we have seen that this 
property at once accounts for all the phenomena of regelatioii in 
such a simple manner that any other theory must with difficulty 
obtain a hearing, especially if supported on doubtful and complicated 
hypotheses. 

The causes of the motion of glaciers have from time to time been 
very eagerly discussed, and a perfect unity of opinion on the subject 
does not appear to exist even yet. This perhaps arises from the 
variety of phenomena attending the motion, aiid to different minds 
different phenomena may present themselves as those which most 
conspicuously require explanation. Thus regarded as a whole the 
glacier appears to move as a viscous solid,* the top moving faster 
than the bottom, and the middle faster than the sides, so that the 
upper layers must be continually shearing over the lower, and the 
middle parts over the lateral. This motion occurs in arctic as well as 
in temperate regions, and proceeds by night as well as by day. Accord- 
ing to a theory propounded by Canon Mosley - a glacier moves down- 
hill like any solid body simply by alternations of temperature (Art. 
15). \rhen the mass suffers a rise of temperature it expands, 
the motion taking place, of course, in the direction of least resistance, 
namely, down the bed. When the temperature falls contraction will 
ensue, and the backw'ard motion, being opposed by gravity, a com- 
plete return to the original position will not be effected, and a gradual 
creeping down the bed wdll occur. During the contraction cracks 
may be formed, and these may become filled with snow-, which on the 

* That a bar of ordinary ice yields continuously to lu'essure or tension, like a 
plastic solid, was proved by M'Connelaud Kidd in 1879, and from M‘Connei’s later 
experiments {Proc. Roy. fiOc. vol. xlix. p. 323) it appears that a bar of ice cut from 
a single crystal will bend Ireely when the optic axis of the crystal is in the plane 
of bending and at right angles to the length of the bar ; but when the optic axis 
is perpendicular to the plane of bending, the bar refuses to yield. 

- Phil. May,, 1869 and 1870. 
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next rise of tempeniture will promote the further forward motion of 
the lower end. A sheet of lead placed on a roof creeps down- 
wards in the same manner. This theory explains longitudinal as 
well as transverse crevasses ; and since the surface will exjterience 
greater changes of temperature than the lower strata, it will move 
more rapidly.' 

From the observations of Koch and Klocke - it apjiears that the 
motion of a glacier is by no means a continuous sliding down towards 
the valley. The motion was found to be very irregular in the morn- 
ing hours, but duritig the afternoon a slow downward motion took 
place. During the night there was on the whole a backward motion. 

The coutrover.^ies on this subject seem to have arisen from the desire 
to explain all the phenomena of glacier motion by attributing them all 
to a single cause. It is, however, clear that several actions are in 
(jperation, and each plays a part in the motion. Thus, while the down- 
ward motion of the mass may be e.xplained by liquefaction arising from 
pressure, yet there can be no doubt that ice, like every other body in 
nature, is to some extent viscous, and the motion therefore becomes 
intlueuced by shearing. So also variations of temperature influence 
the motion, and probably cause a downward creeping as well as 
longitudinal and lateral fissures. To attempt to explain all the 
phenomena by attributing them to any single action is certaiiilv not 
reasonable. 


Latent Heat of Fu.sjon 

180. Experimental Determination of the Latent Heat of 
Fusion. — The latent heat of fusion of any substance is defined as 
the quantity of heat required to convert unit mass of the solid at the 
melting point into liquid at the same temperature. Its experimental 
estimation may be made in several manners founded on the general 
methods of c.ilorimetry. There are, however, two general methods of 
procedure applicable, according as the substance is Ihpiid or solid at 
the ordinary temperature of the air. In the first case a weighed 
quantity of the liquid is jrlaced in a freezing mixture and solidified. 
The solid, while at some known temperature below the freezing point 
is then placed in the calorimeter, and the amount of heat absorbed 
by it in liquefying and rising to some known temperature above 
the melting point is noted. In the second case a known weight of 
the solid is fused, and, while it is at .some known temperature above 
the point of fusion, is placed in the calorimeter, and the heat evolved 

' . K. BroiMic. Proc. Soc. vol. xxxiv, p. 20S. 188'-’ 

iriai. Ana. vol. \ iii. p. 031, 1879 . PhU. M,nj. 5th Series, vol. ix. p. 274, 1880. 
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while cooling to some temperature below the melting point is 
observed. The reverse operation might of course bo applied in 
either case. 

Let be the temperature of the solid when placed in the calori- 
meter, 0 the temperature of fusion, and 0 ^ the initial and 0 ., the hnal 
temperature of the calorimeter. Then if the mass of the substance 
be III, and L its latent heat of fusion, s the specitic heat of the solid, 
and that of the liquid, the total heat gained by the substance in 
rising from 6,^ to 6 in the solid state, fusing at 6 and then rising from 
0 to 0, in the liquid state, is obviously 

iHUi 0 - i- //jL 4- , - 8) : 

and if W denotes the water equivalent of the calorimeter, the heat lost 
by it will be 

\Vt - ti.,) - K, 

where R is the radiation correction, and may be positive or negative 
according to the conditions of the experiment. Oon>equeiitly the 
eipiation which determines L is 

ins(8 - = - 8 ,}- K. 

In order to determine L from this equation the value.s of s and / 
are recpiired. If these are not known by ])revious exjieriments, their 
values may be determined simultaneously with that of L from a single 
experiment by noting the changes of temperature of the calorimeter 
wdiile the temperature of the solid rises through a given range between 
and d, and also while the liquid rises through some interval between 
H and 0.,. Or three experiments may be made, starting with ditferent 
values of dy and dj, and thus obtaining three equations similar to the 
above, involving the unknown quantities s, .s', and L. 

If the substance, on the other hand, be solid at ordinary tempera- 
tures a known quantity of it at a temperature dy above the fusing point d 
is placed in the calorimeter, and the final temperature d,. of the calori- 
metei' will be higher than its initial temperature d,. The equation 
then becomes 

ft; I iilh ■ lUSi^H !>■ - W'Cftj f)|,l- K. 

181. Latent Heat of Fusion of Ice. — The accurate determination 
of the latent heat of fusion of ice has been the subject of much skilled 
investigation. The method sketched above was employed by Person.' 
His calorimeter was of the ordinary form, but closed so as to prevent 
loss of heat by evaporation, and the stirrer was kept in constant motion 
by means of clockwork. The water under investigation was enclosed 

‘ C. C. I’erson. Ailh. if'’ Chinin'. mtil*. tom. xxx. p. 73, ISoO. 
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in a thin copper Mask furnished with a thermometer which indicated 
its temperature. Before immersion in the calorimeter its temperature 
was reduced to about - 20 C. by means of a freezing mixture. The 
tlask, therefore, when placed in the calorimeter contained a known 
weight of ice at a temperature considerably below the freezing 
point. 

The whole observation wa.s now divided into two parts — (1) the 
observation of the change of temperature of the calorimeter while the 
temperature of ice rose through a certain range, and (2) the observa- 
tion of the final temperature of the calorimeter. The first observation 
gave the specific heat of ice ; and this being known, the second gave 
its latent heat when the necessary corrections were made. In this 
manner Person found for ice 

s = 0-50t, L = ii0-02, 

the specific heat of water at 10"''.5 C. being unity. 

iVDI. De la Provostaye and Desains ^ proceeded in a somewhat 
different manner. Their calorimeter was of the ordinary form, and the 
correction for evaporation was determined by weighing and estimating 
the rate of evaporation within the range of temperature employed during 
the experiment. A fragment of ice at zero was then carefully dried 
and quickly immersed in the calorimeter, and the fall of temperature 
observed. The quantity of ice thus introduced was estimated by 
weighing the calorimeter before and after its introduction. The ice 
being at zero, its specific heat does not appear in the equation for L ; 
and since the temperature of fusion is zero, as well as the initial tem- 
perature of the solid, we have, if d, and 9., be the initial and final 
temperatures of the calorimeter, 

utla -f W ' 0Y ~ ^ > -r K. 

Hence 

L= (6, - ft, + 

Hi ' I/I 

The correction R will be small, but W will be much larger than in, 
and it thus appears that an error in the observation of ttj - 9_, will be 
increased in the ratio W m. Thus, if W= 10/// an error of of a 
degree in the value of 9^ - d., will introduce an error of a whole unit of 
heat in the value of L. For this reason MM. Provostaye and Desains 
employed a thermometer which couhl be depended on to i^th of a 
degree. Their final result was 

L=7y25. 


' F. de la Provostaye and P. Desains, Ann. de Chimie, 3>-' serie, torn. viii. ji. 5, 184.3, 
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More recently Bunsen* applied his ice calorimeter (Art. 135) to the 
determination of the same constant. The specific gravity of ice ivas 
fir.st measured by a species of weight thermometer, containing mercury 
and a known weight of water which could be frozen. The end of the 
stem of the thermometer dipped into a cup of mercury, so that when 
the ice melted, mercury entered the instrument, and from the increase 
of weight the contraction during fusion was e.stimated. Bunsen thus 
found the density of ice to be 0'91674. This being known, a definite 
quantity of heat Q was imparted to the ice calorimeter and the con- 
traction estimated. The quantity of heat Q will liquefy t) L grammes 
of ice, and the known contraction v will furnish the equation for L, 


where pj is the density of ice and p„ the density of ice-cold water. By 
this mexns Bunsen found 

L = .'<0-0:3, 

the mean specific heat of water between 0' and 100 C. being taken 
as unity. - 

182. Fusion of Amorphous Solids. — In the case of amorphous 
substances, such as glass and iron, the passage from the solid to the 
liquid state is gradual and not sudden as in the case of ice and other 
crystalline bodies which have a distinct melting point. 

During this interval of transition through the viscous stages, from the 
hard solid to the mobile liquid, there is a continuous absorption of heat, 
but no sudden absorption without change of temperature. For this reason 
we cannot speak definitely of the latent heat of fusion of such a sub- 
stance. The passage from the liquid to the solid state is continuous. One 
state might be regarded as differing from the other merely in the degree 
of viscosity. Thus solids ^ often show traces of the liquid properties, 
for example, in the gradual How of pitch and the sagging of long glass 
rods supported horizontally. Even in the case of crystalline substances 
the change from the solid to the liquid state may be continuous in the 
same manner, b\it exceedingly rapid. Thus, if quantitie.s of heat be 
measured along the axis OY, and temperatures along OX (Fig. 54), 

* Bunsen, Pogtj. Ann. vol. cxli. ; anil Ami, A* L'hhuic li dc P/tii'm/tir, 4*-' --erie, 
tinn. xxiii. p. 66. 1871. 

' [If we take the unit of heat to be the ealoiie at 20' U. .ind the mean calorie 
between 0' and 100’ to he I'OOlO times this unit, as in Art. 169, the above tigure 
becomes 80’16.] 

■' Unless we ehissifj as solids only those substances which do not snlter pl.istic 
yielding tinder stress until some delinite limit is reached. A thud would then be 
any substance (hard or otherwise) which \ields plastically in time under any stress, 
liowever small. 

7 . 
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when the substance is in the solid state, the line OA will represent 
the relation between the increase of temperature and the increase of 
heat. If the substance melts suddenly a certain quantity of heat will 
be absorbed without change of temperature, and this is represented by 
the right line AB parallel to OY. At B the fusion is comjdeted, and 
the absorption of heat will again be accompanied by rise of tempera- 
ture. This is represented by the line BC. If, however, the substance 
softens gradually, the line AB representing the change of state will not 
be straight, but the whole curve ABC will be continuous, as shown in 



Fig. 89. The part AB will represent the stage at which there is a 
large absorption of heat, that is, the period of high, but not infinite, 
specific heat. There is here no sudden discontinuity. The change of 
state is merely characterised by a rapid increase in the slope and 
infle.vion of the curve. It may even happen that a marked increase of 
slope does not characterise the period of change of state, but that 
during softening, the curve, as in Fig. 90, shows no evidence of change 
of state. Thus the discontinuity observed in the case of water and 
other substances which solidify suddenly may be regarded as merely 
extreme cases of that exhibited in Fig. 89. In these bodies, too, the 
change from one state to the other may be continuous but rapid. 



SECTION II 


EVAPORATION ANO EBOLLITION 

183. Molecular Motion in Liquids. — The general distinctions be- 
tween solids, liquids, and gases, from the point of view of the mole- 
cular theory, have been already sketched in Art. .o3. In a solid each 
molecule may vibrate about a position of equilibrium, hut cannot move 
from one part to another of the mass. In a gas, on the other hand, 
each molecule is not only free to move throughout the mass (except 
in so far as it is jostled by the others), but between any two consecu- 
tive collisions its path is supposed to be straight, and the molecule 
is free from the action of its neighbours. 

Liquids form a connecting link between the solid and gaseous 
states of matter. The molecules of a liquid are continually wandering 
through the mass, but each spends nearly all its time within the sphere 
of influence of the others. In a gas the ratio of the time spent by any 
molecule in collision to that occupied in free motion is supposed to be 
small, but in liquids nearly all the time is spent in collisions, there 
is practically no free path, and each molecule is constantly under 
the attractive influence of those which surround it. In the interior of 
the liquid this influence will probably have little directive action on the 
motion of a molecule. Each molecule will be attracted pretty much 
the same in all directions, and the path travelled over by any one will 
depend upon its fortuitous collisions with the others. 

At the surface of the liquid, however, the state of things will be 
very different. A molecule in this region is not equally surrounded 
on all sides by other molecules ; so that although in the interior of the 
liquid a molecule may be attracted equally in all directions, and there 
may be no resultant molecular attraction on it, yet at the surface there 
will be on each molecule a resultant attraction directed towards the 
interior of the liquid, and along the normal to the surface. Through- 
out a thin surface-layer there will thus be a force on each molecule 
directed towards the interior. This film consequently exerts a pressure 
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on the liquid within, and acts like a tense elastic membrane stretched 
over the surface ; hence the expression surface-tension. 

Let us now consider a molecule in motion towards the surface. 
As soon as it enters the surface-layer alluded to above, a force directed 
towards the interior begins to act on it, so that, leaving accidental 
collisions out of account for the present, the motion of the molecule 
may be arrested and even reversed. If, however, the normal com- 
ponent of the velocity of the molecule be great enough, it will be able 
to pass completely through the surface-film, and continue its motion 
into the space outside the liquid. The kinetic energy of the molecule 
will, however, be considerably reduced by its passage through the 
surface-layer on account of the. opj)Osing attractive force, so that 
although a molecule may be in rapid motion on approaching the 
surface from the interior, its velocity after escape may be very small. 
Thus, on the whole, while some molecules escape, others are brought 
to rest and return into the liquid, so that the surface-film is being 
constantly renewed, the molecules which constitute it at any instant 
pass into the interior and give place to others. Those molecules 
which ett'ect an escape are free to move about in the outside space, and 
constitute what is termed the rupunr of the liquid, and this process of 
molecular escape is termed enijiorofiun. 

184. Evaporation in a Closed Space. — When a liquid is placed 
in a closed chamber (which is otherwise empty and at a uniform 
temperature) evaporation will take place more or less rapidly at first. 
After some time, however, the space outside the liquid will become 
partially filled with stray molecules which have escaped through the 
surface film. These, after escape, move about indiscriminately in the 
chamber, and are reflected from its walls and from each other. In 
this manner some, after a fitful career, will return to the liquid, and 
once they fall upon its .surface they may be attracted into the interior. 
It will thus happen that a certain stage will be ultimately attained at 
which as many molecules will return to the liquid per second as leave 
it, and an equilibrium will be established. At this stage evaporation 
may be said to have ceased. There is no further loss to the liquid or 
gain to the vapour outside it ; there is, however, a continual exchange 
going on, new molecules are being continually projected from the 
surface, and others are falling into it in equal number. In this case 
the chamber is said to be filled with saturated vapour, or the vapour 
is simply said to be mituratnl ; while in any state before this final 
stage is arrived at the vapour is said to be non-saturated. A 
saturated vapour is thus one which is in equilibrium with its own 
liquid. 
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185. Evaporation in an Unlimited Space. — AVlien the space into 
which evaporation takes place is unlimited, it is clear that when a mole- 
cule escapes from the surface it may wander about in the atmosphere 
and never return to the liquid. There will thus be a continual 
flow of molecules from the surface into the space outside, and evapora- 
tion will continue in this manner at a steady rate as long as the 
temperature is kept constant. The liquid will thus gradually all pass 
into the condition of vapour. The rate at which vapour is formed 
depends upon the temperature. For a given temperature it is not, 
however, proportional to the area of the surface of the liquid, as 
ordinarily supposed, but to the linear dimensions of the surface ; and 
in an open vessel evaporation takes place more rapidly near the 
boundaries of the surface than at the centre. The rate of evaporation 
is thus not the same at all parts of the surface. This question has 
been examined theoretically bv M. Stefan,* and he finds that for a 
circular vessel the quantity of vapour formed per second is pro- 
portional to the diameter, and, further, that the lines of flow of the 
vapour from the surface are hyperbolas, of which the foci are on the 
bounding edge of the circular surface. The stu’faces of equal pressure 
are the orthogonal system of ellipsoids. These are nearer each other 
at the edge of the surface than over the centre, consequently near the 
edge of the vessel the vapour-pressure decreases most rapidly, and it 
is here therefore that the How is greatest. 

The rate of evaporation at the various parts of a free surface has 
been studied experimentally by A. Winkelmann,- and although he 
was unable to verify Stefan’s theory very closely, he attributes the 
discrepancies rather to the mode of experiment than to any defect in 
the theory. 

The rate of evaporation at a given temperature and pressure varies 
very much with different Ikpiids. This would of course be expected, 
for the escape of a molecule depends on its noi’mal velocity and the 
nature of the surface-layer, both of which will depend upon the nature 
of the substance. Thus a drop of ether let fall through the air dis- 
appears almost at once, a drop of alcohol less rapidly, and a drop of 
water much less rapidly still. 

From a series of experiments on the rate of evaporation of liquids 
contained in narrow tubes, Stefan '■ was led to the law that the velocity 

* Stefan, JoanhcO ilc Phijs. 2'-' serie, tom. i. p. 202, 1882. 

- Jru'cl. A)hn. vols. xxxiii. xxxv., 1S8S. 

The (lirt’eruntial equations of the motion of vapours are analogous to those of 
the potential of electric field. If a liquid evaporates in an indetinite atmosphere the 
m.iss of vapour which leaves any unit of the surface per second i-s proportional to 
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of evaporation varies inversely as the distance of the surface from the 
open end of the tube. The application of the theory of the diffusion 
of gases to this process led to the same law, and furnished a complete 
determination of the velocity of evaporation, which rendered it possible 
to calculate the coefficient of diffusion of vapours. These experiments 
have been extended by AYinhelmann to several series of licpnds, 
and have been used to determine the coefficients of diffusion of their 
vapours. 

Similar experiments to those on evaporation may be made on 
the solution of solids in lirpiids, and the coefficient of diffusion deter- 
mined. 

186. Ebullition. — The rate of evaporation, depending as we have 
seen on the facility with which the molecules escape through the 
surface -layer, will be favoured by anything which increases the 
average velocities of the liquid molecules or diminishes the surface 
tension. Increase of temjjerature has both these effects, the latter 
being a conse(iuence of the former; and for this reason evaporation 
from a given liquid under given conditions takes place more rapidly 
the higher the temperature. 

The effect of evaporation is to carry off’ those molecules of the 
liquid which are in most rapid motion, and consequently to diminish 
the temperature of the liquid. Steady evaporation carries off a steady 
flow of heat, so that if the temperature of the liquid is maintained 
constant a steady supply of heat must be given to it. Equilibrium is 
therefore established when the rate of supply is equal to the rate at 
which heat is carried away by evaporation. If the supply is con- 
siderable and the free surface small, it may be impossible for this 
equilibrium to be established ; and as the temperature rises a point is 
reached at which the surface is unable to afford the means of suffi- 
ciently rapid escape to the molecules, and bubbles of vapour are formed 
in the interior of the liquid. At this stage the vapoui-j)ressure is 
sufficient to support a bubble inside the liquid and the temperature 

the electric den.sity at thi^ ])irt of the siirtaee when charged. The direction of the 
cun'ent of vapour is along the line.s of force, and the .surlaees of e jual pressuie are 
coincident with the equipotential surf.ice.s. II o he the radius o( a circular basin, / 
the coefficient of difi’usion. P the atinospherie pressure, p' andy' the pressure of the 
vaiiour at the surface and very f-ir away from it respeetii ely, tlie mass of vapour 
which escapes from the basin per unit. time is 

M=4I» log, 

Thus M is proportional ti> the radiu.s of the basin and not to its surface, as commonly 
supposed (.Stefan, Tntuf. i'lmnn Afu'l.. ISSl. abstract in JnumaJ rU P/n/siqiir. torn, 
i. p. -^02, 1882). 
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ceases to rise. When a bubble is formed, evaporation takes jdace 
at its surface, so that the efi'ect of the formation of such a bubble is 
to increase the surface through which evaporation takes place, and 
by this means equilibrium between loss and supply is established. 
Each bubble as it is formed rises to the surface, increasing in size 
during its ascent, and escapes into the space outside. If now the 
rate of supply of heat be augmented, it is found that the temperature 
of the liquid remains stationary. Bubbles merely form more rapidly 
so that the rate of loss is still maintained equal to the rate of supply 
of heat. The temperature at which this occurs is termed the huilinr/ 
point, and the process of vaporisation by bubble-formation is called 
boiling. The temperature of boiling depends upon the pressure. 
The higher the pressure, the greater the difficulty of forming bubbles, 
and the higher the temperature at which boiling occurs. Th\is the 
temperature of water boiling under a pressure of 7C0 mm. of mercury 
is 100^ C., while under a pressure of 92 mm. boiling will occur at a 
temperature of 50” C., and under a pressure of 1520 mm. the tempera- 
ture of boiling is 121°'4 C. 

No definite law has, however, yet been discovered connecting the 
boiling point with the pressure, but several have been proposed. 
These will be considered later on. The general law of ebullition is 
analogous to that of fusion, viz. that a given liquid under a given 
pressure always boils at a definite temperature, or, in other words, the 
boiling point depends only on the pressure. In the case of fusiqn the 
influence of pressure is small, but the efi'ect on the boiling point is 
considerable. In general, when the boiling point is spoken of the 
temperature of boiling under the standard atmosphere (760 mm. of 
mercury) is meant. 

The boiling point under any pressure is often defined as the tem- 
perature at which the pressure of the saturated vapour of the liquid 
is equal to the external pressure to which the liquid is subject. It 
would, however, appear much more straightforward to define the 
boiling point as the temperature at which boiling occurs, that is, the 
temperature at which a liquid gives off bubbles of its own vapour. It 
might then be stated as a result of experiment that at this temperature 
the pressure of the saturated vajmur of the liquid is equal to that 
under which the liquid boils. 

The pressure of the vapour in a rising bubble must of course be 
somewhat greater than the pressure outside the liquid, and even at the 
surface of the liquid the vapour-pressure must be a little greater 
than that at some distance away, for the vapour is flowing away from 
the surface, and it of course flows from places of higher to places of 
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lower pressure. The appanitus employed for fixing the boiling point 
on thermometers (Fig. 8) shows, however, that the pressure of the 
saturated vapour within the boiler is scarcely appreciably greater 
than that of the atmosphere outside if the escape tube be fairly wide. 

187. Superheating — Variation of the Boiling Point under con- 
stant Pressure — Circumstances which determine Ebullition.^ — The 
temperature of a liijuid boiling under constant pressure depends to 
somee.xtent on the nature of the containing vessel. The discovery of 
this influence of the containing vessel is generally attributed to tlay- 
Lussac (1812), but as early as the middle of the last century it seems 
to have been generally known that the temperature of water boiling 
under a definite juessure was not always the same. It was found to 
vary within certain limits, which led to incongruities in the fixing of 
the boiling point on thermometers. For this reason a report on the 
subject was made by some of the most distinguished members of the 
Royal Society in 1777, in which it was recommended that the thermo- 
meter iluring the fixing of the boiling point should be immersed in the 
steam of the boiling water. From this it would appear that, even at 
this date, it was known that although the temperature of the liquid 
may de[)end on the nature of the vessel, or even vary with the same 
vessel at dift’erent times, yet the temperature of the steam was always 
the same under the same pressure. 

As early as 1784 it was shown by Aohard - that the boiling point 
of wafer, under constant pressure, varied much more in metallic than 
in glass vessels. He also noticed that if when water was boiling 
steadily some iron filings, or other finely-divided insoluble sidjstance, 
was thrown in, the temperature of the boiling liquid was lowered F E. 
or more, and that this depression varied considerably according as the 
substance thrown in was powdered or in lump. The effect of soluble 
substances, on the other hand, was determined during the experiments 
of Dalton, ’SVatt, Robison, Smithern, and others on the pressure of 
saturated steam at various temperatures. These experiments will be 
considered in the next section. 

The effect of dissolved air in the ojreration of boiling was studied 
by De Luc;-* and in 1772 he propounded a theory which states in 

* .See a iiapt-r by Cli.iile.-. ToiuItu>ou, /Voc. Jtuij. Sw. vol. .xvii. lSt)S-69, ji. -240 
.\ii iiitpre-ting lii>toiy i>f tfie wlmlf suliji-ct i.-, al.-o given by the f-anie autlior Phil. 
Mug. vol. xx.vvii. p. 161, 1S69. 

- Aohard. XniifecAix Mtniiiiri.i ile T Aaulimii' Itogalr th- Berlin, 178.',, p. 2 • Ann 
de chiniie, tom. x. l>. 4t'. ^,.ly-L^^s^c■s note on the subject will be found in torn, 

vii. Ann. de ChimU tt de Phmujtn , 1817. 

^ De Luc, Recherches snr Ir.i dr 1' At ntospherr , Genera, 1772. Intrn- 

dnctivn a la Physique tcrreslre jmr Us F/nides rjqinn.sihhs. Paris. ISOo 
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very precise terms that boiling is initiated and sustained by the bubbles 
of air which become disengaged from the liquid when heated. These 
bubbles may be seen collecting in large numbers on the sides of a glass 
beaker in which water is being heated. As the temperature rises 
evaporation take.s place from the liquid into the bubble, which grows 
in size and rises to the surface. The j)art played by the air is to 
form a centre of evaporation, .and give a start to the formation of a 
\ apour bubble. If the liquid is quite purged from dissolved air, then Dissolveil 
according to this theory there is nothing to start bubbles in the 
interior, and evaporation can take place only at the free surface. In 
confirmation of this view De Luc found that water from which the air 
had been carefully expelled by boiling could be heated in a tube to a 
temperature of 234‘5 F. without boiling. 

A similar experiment showing the same effect was made by Donny ' 
in 1844. Water was placed in a glass tube ])reviously well washed 
out with sulphuric acid and rinsed. The water was tlien boiled for 
some time in order to expel all the dissolved air, as well as the 
air in the upjjer part of the tube. When this was effected the tube 
was hermetically sealed. The extremity of the tube containing the 
water was then placed in a bath of glycerine, the temperature of which 
was raised to 137' C. without ebullition of the water. At this point, 
however, a sudden rupture of the liquid occurred with explosive 
violence, projecting part of the mass to the further end of the tube. 

This is known as boiling by bumping. It occurs in most cases when 
litprids are subjected to prolonged boiling, and has been suggested as a 
possible cause of boiler explosions. 

The influence of copper turnings, powdered charcoal, pounded glass, 
etc., in reducing the boiling point was also investigated by Gay-Lussac. 

He considered that the boiling point depended on the nature of the 
surface of the containing vessel as regards its polish and conductivity 
for heat. Marcet,® on the other hatid, maintained that metal turnings 
depressed the boiling point, because their molecular attraction for water 
is less than that of glass, so that the water adheres more tenaciously 
to the sides of the glass vessel than to those of a metallic one or to 
metal filings. This adhesion to the sides of the glass vessel will be 
influenced by dirt and impurities on the sides of the vessel, and conse- 
quently variations would be expected in the temperature of a liquid 
boiling in different glass vesseks, or even in the same vessel at different 

^ Amt’, ih Chlmif et A*' Physique, 3*^ scrie, tom. xvi., 1844. 

Gay-Lus.sac, Ann. de Chiinir. totii. lxx.\:ii. p, 171 ; and Ann. de Chimie et de 
Physique, tom. vii. p. 307. 

^ ilarcot, Ann. de Chiniie et dr Ph ysiqite. S'-’ ^eiie, tom. \‘. ]i. 440. 
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times. When a glass hask is thoroughly washed out with sulphuric 
acid and rinsed with pure water, the boiling point of pure water was 
found by Marcet to be 106“ C. These A'ariations were referred to 
molecular changes in the surface of the glass. 

The theory of De Luc seems, however, to have had the most 
general acceptance up to the present time. The influence of dissolved 
air in facilitating ebullition is beyond question ; but whether the action 
is directly due to the air itself or to particles of dust suspended in it, 
or to other impurities, does not seem to have been sufficiently deter- 
mined. Thus M. Gernez ' describes an experiment in which copious 
ebullition ensued in a liquid at the boiling jioint, from the surface of a 
small bubble of air placed in its interior, and Mr. Tomlinson found that 
a wire gauze cage containing air might be lowered into the interior of 
the li(iuid without exciting ebullition, provided the cage and air be 
what he terms chemically clean. From this experiment it appeared 
that clean air did not cause ebullition. The specks of dust which it 
usually contains are the active agents. 

Mr. Tomlinson’s experiments on this subject are full of interest. A 
test tube, one third or one half full of the liquid to be examined, was 
placed in a warm bath and maintained at or near its boiling point, but 
not actually boiling. While the liquid in the tube was thus silently 
evaporating, its surface was touched with the end of a brass wire, and 
violent ebullition set in immediately. As soon as the wire was removed 
the boiling ceased, but it commenced again when the surface was touched 
with a slip of paper, or the end of an iron wire, or a glass rod. In the 
case of a glass rod the whole surface was active at first a.s the rod 
was passed down into the liquid. Bubbles, however, soon ceased to be 
given off, except at two small point.s. Tomlinson's explanation is that 
the surface became clean, and therefore inactive in .separating vapour. 
The two specks from which vapour continued to be given off were 
impurities in the glass, probably iron or carbon, which were porous, oi' 
not so easily cleaned as the glass. In a tube containing ether, bubbles 
were rapidly discharged from two specks in the glass. Sjrecks of this 
kind are often very active in .separating gas from saturated solutions, 
such as soda-water, etc., and in setting up crystallisation in super- 
saturated solutions of salts. 

M ith respect to the action of surface rugosities, the action of a rat’s- 
tail file was examined. The surface of the hot liquid was touched with 
the file, and furious boiling ensued. The file was then held in the fiame 
of a spirit-lamp, and while hot, was held in the upper part of the tube 
’ J/i?h. <h' Chiniir *:f (h Phijs. 5^' >erie. toin. iv. y. 187;,. 
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to cool in the vapour of the liquid, being thus sheltered from the air. 

The file was now found to be inactive, even though passed slowly down 
to the bottom of the liquid. However, when taken out and waved in 
the air it again became active; but when left in the liquid it soon ceased 
to be active, or, according to the theory, became clean. 

A small pellet of writing-paper thrown into ether caused rapid 
ebullition for some time, the paper being tossed violently about till it 
suddenly sank dead and ceased to be active. A brass wire passed 
down to the bottom of the tube evolved bubbles from all parts of its 
surface, but after some time it became clean and ceased to promote 
ebullition, except at one point at its end, from which bubbles continued 
to stream off. The wire was taken out and filed, but on being inserted 
into the liquid again bubbles continued to stream off from two points. 

In the same manner a piece of Hint, when dropped into methylated 
spirit at its boiling point, gave off bubbles in abundance all over its 
surface. On being taken out and broken in two it was found that 
when replaced in the liquid the newly -fractured surfaces were inactive, 
while bubbles were freely liberated at the old surfaces as before. 

The behaviour of nuclei is the same in the case of supersaturated 
saline or gaseous solutions, and in the opinion of the author of these 
experiments any surface will be active or inactive in promoting evolu- 
tion of gas or separation of crystals, according as it is chemically 
unclean or clean. A liquid at the boiling point is regarded throughout 
as a saturated solution of its own vapour. 

While non-porous substances become inactive after some time in 
promoting separation of vapour, it is found that porous substances do 
not become inactive. Such substances, therefore, as charcoal, coke, etc., 
are the proper nuclei for promoting the liberation of vapour in the 
operations of boiling and distilling, and for preventing bumping. 

The possibility of superheating a liquid, as well as that of over- .Super- 
cooling it, will depend on any circumstance which reduces the chance 
of the molecules at any place coming into the condition in which 
vaporisation or solidification may start at that place. For this reason 
it would be expected that very mobile liquids would be more difficult 
to superheat or overcool than those which are viscous. For the same 
reason superheating and overcooling will be more difficult the larger 
the quantity of liquid employed ; for since it is sufficient that the 
required arrangement of molecules shmdd occur at any single place for 
ebullition or crystallisation to set in, the probability of this happening 
at some place will increase with the quantity of liquid employed. 

Thus Dufoiir ‘ found that drops of water suspended in a mixture of 

‘ Uafour, Aim. dt Ckimte et df Phys. .sevie, tom. Ixviii. p. 370. 1803. 
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oil of cloves anti linseed oil could be heated much above the boiling 
point. Drops 10 mm. in diameter were heated to 120° C., and those 
which were only 1 to 3 mm. in diameter remained litpiid tip to a 
temperature of 1 78 C. These drops burst into vapour with a hissing 
noise when touched with a glass rod, or when they floated against the 
thermometer or the .sides of the vessel. The effect of surface tension 
may, however, liave a considerable influence in this as well as in all 
other cases of superheating.' 

IVhen a volatile li(iuid is placed in a tidjc and cautiously heated in a 
bath to a temperature above its boiling point without boiling, very rapid 
evaporation takes place at the surf.ice, and the cooling thus jtroduced 
may be sufficient to keep the liquid at a temperature considerably 
below that of the bath. Thus M. Gernez ’ found that in a tube 
14 mm. in diameter, containing carboti bi-sulphide and placed in a 
bath at 80 C., the tcini)evature of the li()uid in the tube did not 
exceed 72 C. 

188. The Spheroidal State. — An apparently singular jffieno- 
menou connected with vaporisation is that known as the spheroidal 
state. When a drop of water is let fall on a hot metal plate the drop 
ordinarily boils away violently with a hissing noise. If, however, the 
temperature of the metal is sufficiently high, the drop does not enter 
into ebullition, neither does it spread over the surface and wet it as at 
lower tem[)eratures, but it rolls about on the surface like a globule of 
mercury. The phenomenon may be easily studied by raising a metal 
capsule to a white heat over a Bunsen flame, and dropping a globule of 
water carefully into the dish from a pipette. While the temperature 
of the dish is maintained the drop remains as if on a greased sur- 
face, while evajjoration proceeds rapidly but silently from its under 
surface. If the lamp be removed and the dish allowed to cool, a 
point will be reached at which the drop comes into contact with the 
surface, and violent ebullition sots in with the formation of a cloud of 
vapour. 

During the spheroidal condition it may bo easily verified that the 
drop is out of contact with the hot metal. It is supjtorted on a 

' |T1r' [iies^iiie of 'atuiuti-il vapour in contact vitli a cnrvcil f.nrface of its own 
liguid (iepeiids on I he cuia .ituic of the .surface. It is greater when the surface of the 
liquid is convex and le3.s h In-ii tlie surface is concave than wliuu it is flat. On this 
account, a very .small biilible forming in a liquid would tend to condense again, even 
if the teinjierature were .several degrees above the boiling point. But if the bubble 
were large enough for the vapour within it to be below saturation-pressure it uould 
grow lapidly. This exjilaiiis boiling Iq- bumping and the effect of nuclei of air, dust, 
etc., ill facilitating boiling isee ji. a92).] 

- Gerner, Ann. (h CUnnie rt Ax Vluji.. .'w serie, tom. iv., ISfii. 
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cushion of its own vapour. The eye placed on a level with the sur- 
face can easily observe through the interval between the drop 
(especially if it is coloured dark) and the surface any bright object, such 
as a flame, placed on the other side. Professor Poggendorf jwoved 
this want of contact in another manner. The two terminals of an 
electric battery were placed in contact, one with the drop and the 
other with the hot metal. While the spheroidal condition lasted no 
current passed, but as soon as the temperature of the metal fell to the 
point at which boiling occurred, the galvanometer was deflected, showing 
that contact had been established. 

M. Boutigny,^ by placing a small thermometer in the drop, found 
that the temperature of the droj) when in the spheroidal state was 
always below its boiling point; and Berger - afterwards found that in 
a large globtde the temperature registered by a thermometer placed 
in its interior marked from 96 to 98 near the bottom, and about 
90^ at the upper surface. 

In the case of liquid sulphurous acid the temperature of the 
globule is low enough to freeze a drop of water placed in it. This 
was first shown by Boutigny, and hence the api)arently extraordinary 
statement that water may be frozen in a red-hot crucible. The red- 
hot crucible has nothing to do with the free.zing. It follows merely 
from the fact that a liquid in the spheroidal state is below its boiling 
point, and the boiling point of sulphurous acid is below the freezing 
point of water. Faraday in the same way succeeded in solidifying 
mercury by using solid carbonic acid instead of the sulphurous acid 
employed in Boutigny’s experiment. 

If the surface of the heated metal be fiattish, so that lateral 
escape of the vapour is impeded, it will burst up through the 
centre of the drop ; and it sometimes happens that when the 
vapour can escape laterally it issues in regular pulses, which throw 
the surface of the drop into beautiful undulations. As the tempera- 
ture of the metal falls the vibration of the drop subsides till it becomes 
motionless ; it then suddenly spreads over the metallic surface with a 
hissing noise. Contact is now established, and the spheroidal condi- 
tion has terminated. 

The mode of experiment may be reversed. The heated capsule 
ma}^ be placed afloat on the surface of a basin of hot water. While 
the capsule is hot it floats silently on the stirfacc of the water sup- 
ported on a cushion of vapour. 

' Boutigny, Jim. </i- Chuiiu- cf dc Phijx. ;{>•• sevie, tom. ix. ji. 2.'>0 : tom. \i. ji. 16 ; 
tom. .xxvii. ji, 54 ; tom. xxviii. p. 178. 

- Berger, Poijy. Aiin. tom. c.xix. p. 594, 1863. 
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The first observation of the spheroidal state is attributed to 
Leidenfrost, but in some of its forms it must have been known from 
very early times. The laundress’s mode of testing the temperature 
of a smoothing iron by means of a drop of water is an example. A 
white hot iron may be licked with the tongue without injury, contact 
with the metal being prevented by the vapour developed. Similarly 
the hand if wet may be passed through a stream of molten metal, and 
solid carbonic acid may be placed in the mouth without injury. Many 
escapes from fiery ordeals are perhaps attributable to the same pro- 
tective infiuence. After the hand has been moistened with ether it 
can be plunged into melted lead without experiencing any extreme 
sensation of heat. 

The use of a heated metallic surface is not essential to the produc- 
tion of the spheroidal state. The only necessary condition is a suffi- 
ciently elevated temperature. Liquid drops may assume the spheroidal 
state on the siu face of another liquid which is sufficiently hot ; and 
solids such as carbonic acid snow, which vaporise without liquefaction, 
assume an analogous state when placed on a surface whose temperature 
is sufficiently high to va[)orisc them with the necessary rapidity. 

That a liquid drop in the spheroidal state is supported on a 
cushion of its own vapour is confirmed by the experiment of Budde, 
who found that in the e.xhausted receiver of an air-pumj) water 
assumes the spheroidal state at temperatures as low as 80 or 90’ 
C. In this case the vapour pressure under the drop is only that 
necessary to the support of the drop, whereas in air the vapour 
pressure under the droj> must support the drop and the atmospheric 
pressure as well.' 

It has been shown by K. S. Kristensen - that the heat radiated bv 
the dish to a drop in the spheroidal state is not sufficient to account 
for the phenomenon, but that the heat conducted through the vapour 
must also be taken into account. The investigation shows that the 
heat conveyed in the latter manner preponderates. 

' [The c.Njilaiiatioii t'ornwrly given, i.e. that vapour is geiierati il so rapidly under 
a drop in the spheroidal conduion as to keep up a piessure sufficient to support the 
drop, is inadequate to account for the facts. Mr. R. J. Moss {Prof. Poii. Duhlin Soc. 
1877-78, p. 87 i found tliat drops of cold ether would float on warm ether, and dro[is 
of melted paraffin on a hot silver jilate. The first experiment shows that a difference 
of temjierature is an e.-sential feature of the jihenomenon, and the second that the 
production of vapour is not essential, since the paraffin was found not to have lost 
weight after the e.xperiment. The excess of [ire.ssure in the vapour or air under the 
drop appears to be due to molecular action of a similar nature to that w liich occurs 
during the thermal tran.spiration of gases fsee next Art.).] 

- Tidsskrift for Physik vy Chiniic (2), vol. ix. ji. 161 ; Beiblatter dcr Physik, 
vol. xiii. p. 155. 
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189. [Thermal Transpiration of Gases. — The passage of gases 
through narrow tubes and through porous septa was .studied by Graham. 
He found that the rates of flow of gases through a porous diaphragm, 
such as a thin plate of graphite, are inversely as the square roots of 
their densities, if their temperatures and pressures are the same. 
This is Graham’s law of diffusion, and according to the kinetic theory 
is equivalent to saying that the rate of flow is proportional to the 
molecular velocity. Graham found, however, that the passage of gases 
through capillary tubes or thick porous walls did not follow any such 
simple law, in fact, he obtained different laws of motion with jdates of 
different coarseness and with plates and capillary tubes. To the motion 
of a gas in such cases the name iransjiimtion has been given. In 
Graham’s experiments transj)iration was produced by a difference of 
pressure in the gas on each side of the jiorous jiartition ; he does not 
seem to have suspected that a difference of temperature might have a 
similar effect. That such is the case was discovered by Professor 
Osborne Reynolds, who designated the phenomenon by the name of 
ih<’nnal transpiruHon} 

For instance, in one experiment Professor Reynolds enclosed 
hydrogen in a vessel divided in the middle by a plate of meerschaum, 
the temperatures of the portions of ga» on the two sides being main- 
tained at IP and 100' C. respectively, while the pressures were 
initially equal. In this case hydrogen was found to pass from the 
cold to the hot side of the partition until, when equilibrium was 
established, the pressure on the hot side was greater than that on the 
cold side by nearly 1 inch of mercury. The same effect was observed 
with air, but the difference of pressure was less. 

To understand why this difference of pressure exists let us con- 
sider the simplest case, that of a cylindrical vessel HC [Fig. 91), one 
end of which H is kept hot and the other C 

kept cold. Suppose, in the first instance, that Vi V 

the gas is sufficiently rarefied for mutual en- !‘1- 

counters to be infrequent compared with the impacts of molecules with 
the walls of the vessel. Let a molecule strike the end H perpen- 
dicularly with a velocity u' and rebound with a velocity u, these 
velocities being those characteristic of the temperatures of the two 
ends. The change of momentum is 7n{u + u), if m is the mass of 
the molecule. If now the molecule arrives at C with the velocity v 
and rebounds with the velocity u the change of momentum is again 
m{u - 1 - «'). In such a case, then, it would seem at first sight as though 
the molecules would be equally distributed throughout the space and 
^ Osborne Reynolds, Phil. Trans. A., 1879. Scientific Papers, vol. i. 


0 
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would exert equaj jiressures on H and C. But if the molecules should 
strike the sides of the cylinder on their way, so as to gi^e uji part of 
their momentum to these sides when travelling in the direction HC 
and receive increased momentum when travelling in the direction CH ; 
or, in other words, if the cooling and heating of the gas is effected, in 
part or in whole, hr the side walls ; then the molecules will arrive at 
H with a velocity greater than //', and at C with a velocity less than «, 
so that the pressure on H will be greater than that on C, and the 
excess of pressure on H over that on C will be exactly balanced bv 
a tangential stress over the curved surface of the cylinder. The 
molecules would uo longer be equally distributed, for thev would 
spend more time at the cold end owing to their slower sjjeed, and thus 
the density would be greatest at the cold end. 

Let us now consider the effect of altering the dimensions of the 
cylinder. An increase in diameter would diminish the proportion of 
collisions with the sides as compared with those at the ends, so that 
the difference of pressure between the ends would be lessened. An 
increase of length beyond that neces.sary to ensure the complete heating 
or cooling of the molecules as they pass from end to end would have 
no effect in augmenting the difference of pressure. If the density were 
increased, the fre(piency of mutual collisions wouhl be increased also, 
in other words, conduction of heat would take place chiefly through 
the gas and this would tend to equalise the j)ressure, the more violent 
collisions with the hot end of the tube being made up for bv the 
greater number of collisions with the cold end. Thus the difference of 
pressure would be most marked in a tine capillary tube. In a wide 
tube at ordinary pressures the effect would be quite inappreciable, not 
only because the transfer of heat would be almost entirel}’ by mutual 
collisions, but also because it would be impossible to avoid convection 
currents due to gravitation. In the case of a porous plate separating 
two portions of gas at different temperatures, we may regard the jflate 
as equivalent to a system of fine capillary tubes. 

An important result established by Professor Keynolds is that 
gases transpiring through different plates behave in the same manner 
provided that their densities are in a fixed ratio depending on the 
nature of the plates. Thus in the case of transpiration of air caused 
by pressure, similar results were obtained with stucco and meerschaum 
when the densities were in the ratio 1 : 5-6. Also, in the case of 
thermal transpiration, similar results were obtained with the stucco 
and meerschaum plates when the densities were in the ratio 1 : 6-5. 
The same ratios were obtained when hydrogen was used instead of air. 
This fact forms a valuable confinnation of the kinetic theory of gases. 
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according to which we should expect that with passages of different 
sizes the distances separating the molecules would be proportional to 
the diameters of the respective passages when the results are similar. 
The discrepancy between the numbers 5'6 and 6‘.5 in the two cases is 
probably due to the altered condition of the plates when heated. 

1 90. Crookes’s Radiometer. — This instrument, invented by Sir W. 
Crookes, is represented in Fig. 92. It consists of a very light vane 
constructed of thin mica discs or lozenges fastened at 
the ends of four arms of aluminium wire, the whole 
arranged to turn very freely about a vertical axis and 
enclosed in a glass vessel which is highly exhausted. 

Each of the mica discs is blackened on one side. On 
exposing the radiometer to sunlight or any convenient 
source of radiant heat, the vane revolves in such a 
direction that the blackened faces are always receding. 

The explanation of this phenomenon will be 
readily understood from the reasoning in the pre- 
ceding article. The black faces absorb the rays 
which they receive more readily than the reflecting 
faces and are consequently the hotter of the two. 

The pressure is greater on the hotter black faces 
than on the others, owing to the greater velocity 
with which the gas molecules rebound. In this case 
the tangential reaction is on the fixed walls of the containing vessel. 
It has been already remarked that the difference in pressure due to a 
difference of temperature between the ends of a tube containing gas 
at ordinary pressures would not be a])preciable unless the tiibe were 
very narrow. In the radiometer the si)aces occupied by the gas are 
not narrow, but the gas is highly rarefied, so that the distribution of 
molecules is proportionate to the size of the vessel. At higher 
pressures the vane revolves in the opposite direction owing to convec- 
tion currents. With smaller vanes the rarefaction need not be pushed 
so far. Professor Reynolds obtained a repulsion effect at a pressure 
of half an atmosphere by using a silk fibre instead of a mica disc. 

Professor Reynolds also obtained radiometer motion in a vessel 
filled with saturated water vapour at ordinary temperatures. A 
vessel of hot water repelled the wings of the vane and a piece of ice 
attracted them. In this case the effect was caused bv condensation 
taking place on the sides which were cooled by radiation and by 
evaporation from the heated sides.] 

191. Evaporation from Solids: Sublimation. — Of the three 
states of matter the liquid forms a connecting link between the solid 

2 A 
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and the gaseous. Solids when heated generally pass into the liquid, 
and then into the gaseous condition. Solids may, however, pass 
directly into the state of vapour without apparently passing through 
the intermediate stage — that is, solids evaporate. Ice and snow, as is 
well known, gradually evaporate ; and in the Arctic regions this is the 
only manner in which evaporation can occur. Carbonic acid snow 
when exposed in the air rapidly passes off into gas, and can only with 
difficulty he liquefied in an open tube. 

In these cases vajiorisation occurs at the surface of the solid, and 
the process is termed sublimation. A liquid boils or passes into vapour 
at a temperature at which the pressure of its saturated vapour is equal 
to that which the liquid supports. If now the pressure of the vapour 
of any substance at the fusing point is equal to or greater than one 
atmosphere, then this substance will not exist under atmospheric 
pressure in the liquid state, for as soon as the solid melts the liquid 
will pass oft’ into vapour. Boiling will thus, as it were, occur at the 
surface of the solid. This will always occur at a given temperature if 
the pressure is less than that of the saturated vapour of the sub- 
stance at this temperature ; but if the pressure he greater than this 
value the liquid form will be possible, and melting will occur if the 
given temperature is above the fusing point. Thus arsenic volatilises 
without melting under the atmospheric pressure, but if the pressure is 
increased, fusion may be effected ; and Carnelley ’ showed that mercuric 
chloride and camphor do not melt below a certain jmessure peculiar 
to each substance, and which he proposed to call the critical pressure. 

This subject has been investigated experimentally by Pro- 
fessors Kanisay and Young,- their object being to determine if solids 
have definite volatilising points under difl’erent pressures just as 
liquids have definite boiling points. By the term volatilising is 
here implied a condition of the solid analogous to that of a liquid 
when it is said to be boiling, and not the mere passing off into 
vapour analogous to evaporation in liquids. The volatilising point 
of a solid under a given pressure is the maximum temperature at 
which it will remain in the solid state under that pressure. The 
experiments with camphor were characteristic of the whole series. 
Some camphor was congealed round the bulb of a thermometer which 
registered its temperature. The thermometer with the solid camphor 
thus surrounding its bulb was inserted into an air reservoir in which 
the pressure could be varied by means of an air-pump. A tube led 
from the reservoir to a condenser placed in a freezing mixture. At 

’ .Sei- Xiitvrc for 18S1 and 18S2. 

- W. Ramsay and .S. Vounj:, Phil. Trans.. 1884, ]>art i. j>. 87. 
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low pressures the camphor vapour passed over into the condenser, hut 
at somewhat higher pressures it deposited in the connecting tube, show- 
ing that at these pressures the vapour was much nearer its condensing 
point. When the pressure was increased to 370 mm. the camphor 
melted, and a liquid drop hung from the end of the solid camphor 
coating the thermometer ; hut when the pressure was again reduced 
to 358 mm. this drop solidified. 

192. -Cold produced by Evaporation — Freezing Machines. — 

Evaporation is always accompanied by the disappearance of heat, and 
for this reason a liquid cannot continue to evaporate and at the same 
time maintain its temperature unless it is supplied with heat from 
some source. A liquid evaporating in an open vessel placed in a room 
at uniform temperature must therefore he at a somewhat lower tem- 
perature than the room. There is a gradual flow of heat from the 
room into the liquid to supply the place of that which disappears or 
becomes latent in evaporation. If the supply of heat he cut oft’ while 
the evaporation is caused to continue, the heat necessary for the eva- 
poration will be drawn from the liquid itself, and its temperature will 
fall accordingly. It is clear, therefore, that if rapid evaporation be 
forced by any means while the liquid at the same time is, as far as 
possible, prevented from receiving heat, the temperature of the liquid 
may be reduced to its freezing point, and solidification may he brought 
about as a result of the evaporation. 

This was first eft'ected in the case of water bv Leslie.^ The 
apparatuses shown in Fig. 93. A small 
capsule B containing some water is sup- 
ported over a dish A filled with sulphuric 
acid, and the whole is placed under the 
receiver of an air-pump. On exhausting 
the receiver the pressure is diminished, 
and as a consequence the water evaporates 
rapidly and begins to boil when the pres- 
sure is sufficiently reduced. The evapora- 
tion is greatly facilitated by the presence 
of the sulphuric acid, which absorbs the 
vapour almost as rapidly as it is formed. 

The temperature of the water is thus 
quickly reduced, and it ultimately solidi- 
fies, presenting the curious spectacle of a 
liquid freezing in the act of ebullition. 

A freezing machine has been constructed by M. Carre on this 
^ Leslie, Ann. fic Chi/ni>'. L mt. tom. Ixxiii. p. 177. 
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principle, by which considerable quantities of water may be frozen in a 
short time. The water to be frozen is contained in a flask (Fig. 94), 
which is attached by means of a tube to a cylindrical reservoir, made 
of an alloy of lead and antimony, and containing strong sulphuric acid. 
From the further end of the .sulphuric acid chamber, a tube leads to 
the vertical cylinder of an air p\imp. A rod attached to the handle of 



Fig. 94. 


the pump works ;i stirrer which keeps the acid in agitation, and by 
thus presenting fre.sh acid to the vapour hastens the evaporation. 
The pump is worked tilt freezing begins, and the acid being in 
constant agitation, the vapour is rapidly absorbed by it. Once freezing 
has commenced, the pump is worked at intervals to stir the acid. 
The rate of freezing depetids on the strength of the acid, and when 
this becomes diluted it must be renewed. 

Another instrument for showing the solidification of water bv 
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evaporation is Wollaston’s cri/oj)horus (Fig. 95), which consists of a 
bent glass tube furnished with a bulb at each end. Some water is at 
first introduced and boiled, so as to expel all the air, and the apparatus 
is then hermetically sealed, so that it contains 
only water and water vapour, that is water under 
a small jiressure at ordinary temperatures. When 
it is desired to solidify the water it is all })laced 
in one of the bulbs, B, and the other bulb. A, 
is immersed in a fieezing mixture. The vapour 
rapidly condenses in A, and is as rapidly formed 
in B. The cooling produced in B by this rapid 
evaporation is sufficient to cause solidification of 
the water. 

By using liquids more volatile than water, a tempcrat\ue much 
lower than the freezing point of water may be obtained. Thus by the 
evaporation of suljihurous acid, which boils at - 10 C., or with 
chloride of methyl, a temperature low enough to freeze mercury may 
be easily obtained. By directing a jet of liquid carbonic acid on the 
bulb of an alcohol thermometer the reading of the instrument was 
reduced by Thilorier to - 100' C. 

Another form of freezing machine, also manufactured by M. GarrtV 
depends upon the distillation and subsequent evaporation of ammonia. 
The apparatus consists of a boiler A (Fig. 96) which contains a 




(a) ri- 9.. {ii) 

Strong solution of ammonia. This boiler is connected by a tube C to 
a slightly conical vessel DD called the /rwrer, and a brace binds the 
two firmly together. These vessels are made of strong galvanised iron 


^ Carre, Comjyfes JitUfUis, December *24, 
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Chlorine. 


plate, and can bear a pressure of 7 atnis. A tubulure inserted in the 
upper part of the boiler is filled with oil and contains a thermometer. 
The freezer DD consists of two concentric chambers, and it is only the 
space between these that the tube C communicates with. The inner 
chamber E receives a metal vessel containing the water to be frozen. 

The proce.ss of freezing necessitates two distinct operations, (a) 
The boiler is first heated to about 130° over a furnace, while the freezer 
is placed in a bath of cold water. The ammonia gas is thus expelled 
from the solution in the boiler and condenses under its own pressure in 
the jacket of the freezer together with about one-tenth of its weight of 
water. When sufficient gas has been thus condensed, the second part 
{ji) of the j)rocess is commenced. This consists in placing the boiler 
in a cold water bath, and the freezer outside covered with flannel or 
other non-conducting stuffs, .so that it cannot receive much heat from 
.surrounding objects. The cylinder E containing the water to be 
frozen is then placed in the ititerior chamber of the freezer. As the 
boiler cools the ammonia gas dissolves again in the water, and the 
liipiid ammonia in the jacket of the freezer rapidly evaporates. 
During this distillation, the temperature of the freezer falls, and the 
water in its interior chamber is solidified. In order to secure better 
contact between the water cylinder and the sides of the freezer, alcohol 
is poured in between them. In about 1-} hour a compact cylinder of 
ice is obtained. The apparatus represented in Fig. 96 gives about 
4 lbs. of ice per hour at the cost of one farthing per pound. Large 
continuously-working forms of apparatus which produce 800 lbs. of 
ice per hour have, however, been built. 

193. [Liquefaction of Gases. — The liquefaction of a gas is 
favoured both by increase of pressure and diminution of temperature. 
Andrews’ e.xperiments on carbon dioxide have an important bearing 
in this connection (see Art. 234). He showed that no amount of 
pressure would liquefy this gas if the temperature were above 31° C., 
while below this temperature the gas would condense to a liquid under 
a pressure which was never greater than 76 atmospheres, and was less 
the more the temperature was reduced. For every gas there exists a 
temperature, called its rritmil temperature, below which it must be 
cooled before it can be liquefied. Many gases can be liquefied by 
pressure alone at ordinary temjjeratures. The first instance of this 
was in the case of chlorine, which was liquefied by Xorthmore ' in 
1806. Faraday - subsequently liquefied a large number of gases, 
using a bent glass lube closed at both ends, one limb containing 

^ y U’hitlsuik's JuanwJ, vol. xii. p. 36S, 

- Fhil. Tnnis., 182.J. p. 160. 
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materials from which the gas was disengaged by heat, while the other 
limb — which in some cases was cooled by a freezing mixture — served 
to collect the liquid which condensed under the pressure of its own 
vapour. In this way carbon dioxide and nitrous oxide were liquefied. 
Oxygen, hydrogen, nitrogen, and a few compound gases resisted this 
treatment. 

Oxygen was first liquefied by Cailletet ^ in 1877 compressing 
it to about 300 atmospheres in a strong capillary glass tube cooled to 
- 29° C. and then suddenly relieving the pressure. The gas was 
cooled to the point of condensation by the resulting expansion and a 
thick mist was seen to form. Oxygen, nitrogen, and air were after- 
wards liquefied by Wroblewski, Olszewski, and Dewar in sufficient 
quantities to study their properties, the gas being compressed in a 
vessel cooled by liquid ethylene boiling under reduced pressure. 

In 1,881 Wroblewski obtained a mist of liquefied hydrogen by 
Cailletet’s method, cooling the tube to the temperature of liquid 
oxygen before expansion. In 1895 Olszewski obtained sufficient 
liquid hydrogen in this way to make an estimation of its temperature. 

This method of sudden expansion does not admit of the continuous 
production of liquid. For this purpose the gas must be cooled below 
its critical temperature under a pressure sufficient for liquefaction. 
Hydrogen cannot, however, be liquefied in this way, as its critical 
temperature is - 234°‘5 C., which is a lower temperature than can 
be produced by boiling oxygen under reduced pressure. 

Lord Rayleigh and Kamerlingh Onnes have suggested inde- 
pendently that it might be possible to liquefy hydrogen by allowing it 
to do work by expanding in a heat-engine driven backwards (see Chap. 
VIII.). The mechanical difficulties would, however, be very great. 

There is another method, however, which, though thermodynamic- 
ally far less efficient, is, owing to its simplicity, well adapted to the 
purpose. It was shown by Joule and Sir William Thomson in 1852 
that when a gas expands without doing external work it is slightly 
cooled, except in the case of hydrogen, which is warmed. This 
phenomenon is known as the Joule -Kelvin effect. Hampson in 
England and Linde in Germany first suggested that this property 
might be made use of for the liquefaction of air. In 1900 Prof. 
Dewar - showed that hydrogen when at a sufficiently low temperature 
is also cooled by free expansion.^ In this way he obtained liquid 

^ Comphs Rcndus, vol. Ixxxv. p. 815, 1878. 

“ Cheiukul JSeivs, March 1900. 

^ The temperature of inversion of the Joule-Kelvin etiect for hydrogen has been 
found by Olszewski to be - 80"5 C. (see Art. 860). 


Carbon 

dioxide. 


Oxygen. 


Hydrogen. 


Cooling by 
free 

expansion. 



360 


THEORY OF HEAT 


CHAP. V 


hydrogen in qnantit}’. Air can Ite liquefied by the Hampson-Linde 
process -without jnevious cooling below normal temperatures. 

The essential parts of the improved form of apparatus used by 
Dr. Travers' for the liquefaction of hydrogen are shown in Fig. 97. 

Hydrogen is generated on a large scale in 
the usual way from sulphuric acid and zinc. 
The gas is compressed by a pumji to about 
150 atmospheres, and the heat developed 
during compression is removed by passing 
it through coils immer.sed in water. After 
being purified by passing through a water- 
separating cylinder and a cylinder hlled 
with caustic potash, it enters the liquefier 
at 0 , its temperature being that of the 
atmosphere. The tube o leads to the 
bottom of a regenerator-coil C, which cori- 
•sists of a great length of narrow copper 
tubing coiled in layers of Hat spirals. As 
the interstices between the coils are filled 
with a descending current of the cooled 
h^'drogen which is issuing from the appara- 
tus, the entering ga.s, as it ]msses up through 
the coil C, is cooled to about - 170’ C., and 
at this temperature it enter.s the refrigerat- 
ing coil in the vessel A, which is kept con- 
tinually replenished with liquid air ; the 
temperature being here reduced to - 1 90’ C. 
The hydrogen then passes through a second 
refrigerating coil in the chamber B, which 
is closed and connected with an exhaust 
pump by the pipe ;/ ; liquid air Hows continuously from A to B 
through a pin-hole valve controlled by the lever 1, and, boiling under 
a pressure of 100 mm. of mercury, lowers the temperature to - 200’ C. 
The gas now passes into the regenerator-coil 1) ; it escapes at the 
valve c, expanding suddenly and lowering the pressure to one atmo- 
sphere, and passes up through the interstices of the coil D, then 
through an annular space sunouuding the chambers B and A, and 
finally Hows downwards thiough the interstices of the regenerator-coil 
C, cooling the entering portion as already mentioned, and issuing at 
/>, returns to the compressor at a temperature oidy two or three 
degrees below that of the atmosphere. 

' liti/. yift’j'i A{nil 1901 : XatarCj vol. lx\ii. jt. 44-3, 1903, 
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The sudden expiuiaion iit cools the gas still further below - "200 , 
and as it passes upward it lowers the temperature of the next portion 
coming down the coil D, which in its turn is cooled to a still lower 
temperature by expansion, and exerts a stronger cooling effect on the 
next portion. This goes on till finally the gas partially licpiefies in 
the vacuum-vessel a. In order to collect the liquid another vacuum- 
vessel c is supported below u within the vessel ihJ. The latter is a 
brass cylinder with two glass windows placed opposite each other, and 
is lined with glass cylinders to shield the receiver r from external 
heat ; it is secured to the upper section of the easing by nuts and 
screws / which compress a rubber washer between the flanges of the 
joint. The vessel dd being thus rendered gas-tight, the flow of liquid 
hydrogen into c can be regulated by a stopcock (not shown in the 
figure) which controls the pressure in dtl. The flow of liquid hydrogen 
into r can be watched through the windows. At first, ii small quantity 
of white solid is deposited on the inside of o, probably consisting of 
air and arseniuretted hydrogen, but the gas becomes purer after cir- 
culating once or twice through the apparatus. The hydrogen is 
filtered through a piece of baize in the bottom of a and flows out in 
a fairly rapid stream into c as a clear colourless liquid. To withdraw 
r, the gas-tight stopper r in the bottom of dd is removed, and c is 
lowered. 

Very good heat-insulation is necessary for the success of this ex- 
periment. A and B are kept cool by the cold hydrogen passing up 
round them, outside which are two vessels packed with sheep's wool. 

B and D are protected by the vacuum-vessel oa. These vacuum- 
vessels are double-walled glass tubes, the annular space between the 
two walls being highly exhausted. 

The valve c is of a special construction to prevent clogging with 
solid impurities. It is regidated by turning the milled head h. 

Before commencing the experiment it is necessary to cool the 
regenerator-coil D to the temperature of liquid air. This is done 
by closing the stopcock j) and putting the interior of the apparatus 
in connection with the exhaust pump by opening the cock n ; 
liquid air is then drawn through the coils till they are sufficiently 
cooled. 

The temperature of liquid hydrogen is about -- 252'‘7 C. By Solid 
causing it to boil under reduced pressure Professor Dewar succeeded in '“ydrogen. 
freezing it to a foam-like solid. A further quantity of the liquid 
contained in a tube, and immersed in the boiling hr’drogen was frozen 
to a transparent ice. 

The only substance which is not solidified at the temperature of Helium. 
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liquid hydrogen is helium. This gas does not liquefy even when 
cooled to about 10' lower by surrounding it with solid hydrogen 
evaporating under reduced pressure and suddenly diminishing the 
pressure as in Cailletet’s experiments. It was liquefied by Kamerlingh 
Onnes 1 in 1908. Its boiling point at atmospheric pressure is 
- 268°-6C.] 


Latent He.at of Vapori.sation 

194. Early Determinations. — The latent heat of vaporisation of 
a liquid ordinarily means the quantity of heat necessary to convert 
one gramme of the liquid at the boiling point into saturated vapour at 
the same temperature and pressure. 

The experimental investigation of latent heats commenced with 
Black and culminated in the work of Regnault. The method first 
employed by Black - was both primitive and interesting, 'A tin vessel 
containing water was set on a red-hot iron plate placed over a fire and 
kept at a steady temperature. The rate at which the temperature of 
the water rose was carefully noted, and the quantity of water in the 
vessel being known, this gave the quantity of heat gained by it per 
minute. The time was then noted from the instant the water com- 
menced to boil till it all boiled away. This gave the quantity of 
heat received during complete vaporisation. The result obtained by 
this rough method was 450, that is the quantity of heat necessary 
to convert a pound of water at the boiling point under the pressure 
of the atmosphere into saturated vapour at the same temperature 
and pressure would raise the temperature of 450 pounds of water 

r c. 

Some time afterwards Irvine,* at the invitation of Black, employed 
the method of condensation in a calorimeter, and found the number 
430. Afterwards Watt, also at the request of Black, investigated 
the matter much more carefully, and found the number 533 for the 
latent heat of steam. This number is tolerably close to the best 
recent results, those of Regnault giving 536'5. The apparatus gener- 
ally employed before the time of Regnault was similar to that shown 
in Fig. 98, and was not designed to give the accuracy attained bv 
recent experimental research. The liquid was boiled in a retort C 

’ An account ot the exi>eriinents (taken from the Procceitinys of the Royal 
Academy of Amsterdam) is given in Xalure, Aug. 1908. 

- Black, Lectures on Cfumtstrii, vol. i. p. 156. 

“ See Robison’s McchanUtil Philosophy, vol. ii., where other early determinations 
are cited. 
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furnished with a thermometer which registered the temperature. The 
vapour distilled over and condensed in a spiral tube immersed in the 
water of a calorimeter. 

Two modes of procedure 
are now open for adop- 
tion. The spiral may 
open into a vessel situ- 
ated outside the calori- 
meter into which the 
water drips as it is con- 
densed, or the spiral may 
terminate in a closeil 
reservoir R situated in- 
side the calorimeter where 
the water collects and is 
drawn off at the terniina- llliijtjji SfM 
tion of the experiment. 

Let w be the weight of liquid arising from condensation, s its 
specific, and L its latent heat. Let 6 be the temperature of the vapour 
at its condensing point, dj the initial, and 0., the final temperature of 
the calorimeter. The heat given out by the condensation of the weight 
w of the liquid will be irL, and if the liquid thus condensed be allowed 
to drip away from the extremity of the condensing tube into a vessel 
situated outside the calorimeter, the liquid first condensed will fall to 
dp if the spiral be long enough, and that condensed at the end of the 
experiment will fall to d.„ so that the whole liquid condensed may be 
taken to have fallen to the mean temperature i(dj -f 6„) of the calori- 
meter during the experiment. The heat given out by this cooling of 
the liquid will be ;rs’[d -- -r d.,)]. Also if W be the complete water 
equivalent of the calorimeter and water contained, the heat gained by 
the calorimeter will be AV(d., - dj), so that if R be the radiation correction 

If s be known, this equation gives L directly, but if s be not known, 
another experiment in which d^ and d., are different will give us 
another equation containing L and s, and by means of these two 
equations both L and s may be determined. 

It is better to collect the liquid in a reservoir attached to the con- 
densing spiral, and situated inside the calorimeter. In this case all the 
liquid condensed attains ultimately the final temperature of the calori- 
meter, so that the equation becomes 

irL -r iV6\d - d.j) ~ — ^i) + K. 
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All experiment eoiulucted with this form of apjwiratus is subject 
to many sources of error, for the vapour in passing through the neck 
of the retort leading into the calorimeter may become partially con- 
densed and arrive in the caloiimeter deprived of part of its latent heat. 
This will lead to too small a value in the determination of L, and 
may be partially avoided by sloping the neck of the retort upwards, 
so that any liipiid condensed in the neck of the retort may run 
back again into the boiler. Heat also passes over to the calorimeter 
by conduction thi’ough the connecting tube, and this increases the 
value of fj : but there is no reason why the diminution arising 
from the former error should be exactly counterbalanced by the 
latter. 

Evidently the vapour tube should be so arranged that any vapour 
which condenses outside the calorimeter should remain outside, and all 
that condeirses inside should remain inside. Want of precaution in 
the former respect leads to too low a value of L, and in the latter too 
high. It is probably for this reason that Kumford obtained such a 
high figure as 571 for water vapour. Despretz * subsequently found 
540, and Brix,- who closely discusses the sources of error, obtained the 
same number. 

Up to the time of Kegnault's work on the latent heat of water 
vapour it was generally admitted that the Mol ' heat of water vapour 
Watt's law. was independent of the pressure. Watt considered it established by 
his experiments that the quantity of heat required to convert a given 
mass of water at zero into saturated vapour was the same whatever 
the pressure of the vapour might be, and this supposed property was 
known as Watt’s law. Later experiments by Clement and Desormes 
in 1819 appeared to confirm it, so that the law became generally 
admitted on insufficient evidence, perhaps because it was very con- 
venient in many calculations concerning the steam-engine. Several 
attempts were also made to deduce it theoretically. 

Another law, namely, that the latent heat of vaporisation was 
constant, was proposed by Creighton and Southern ' in 180.'5. This 
was known as Southern's Law. 

That both laws are incorrect was shown subseciuently by Kegnault, 
as will appear from the account of his experiments given in Art. 197. 

' Ann. (h' I'Ictiiiir. tom. xmv. p. i23, lS-3. 

- Poijy. ^Inn. \'ol. Iv. p. .341. 

' Tlie e.\ [ires>ion “tutiil lie, if is an abbreviation tor the ijuantity of heat veijuired 
to ooiivrrt unit vcioht of the liuuid at the fn-ezino point into .■'aturateil vapour at 
any other tfinjierature. 

* Thenaid, Truth' lU: Chintir, tmii. i. p. 7S. 

•' Robison, MeAm nienJ Ph tlosuphtj, vol. ii. p. lf>0. 
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195. Bepthelot’s Apparatus. — M. Berthelot ' lias shown that many 
of the errors attending the early method of exjierimeiiting may be 
avoided by means of the apparatus shown in Fig. 99, by means of 
which the latent heat of a vapour may be rapidly and accurately 
determined without having recourse to the elaborate ajiparatus and 



precautions employed by M. Regnault. In M. Berthelofs apjiaratns 
the flask containing the licpiid under examination is heated by a 
circular gas-burner I, burning under a metallic disc m. The centre of 
the flask is traversed by a wide tube XT, through which the vapour 
descends into the calorimeter,- where it condenses in the spiral SS 
and collects in the reservoir E. The calorimeter is placed inside a 

^ Cmmifrt Jh'nihis. tom. lx.xxv. ]>. 647 ; and .Jourmil dc rinjstiiiir, tom. vi. 
p. .337. 

- [It would seem advis.alde to introduce a sleeve of insulatiiio material Between 
the glass tuhe TT and the hurncr in this apparatus, to prevent a possible super- 
heating ot the vapour.] 
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water-jacket, and is ju'otected from the radiation of the burner 
by a slab of wood covered by a sheet of wire gauze. By means of 
this arrangement partial condensation i.s avoided before the vapour 



I’lg 1<HI. 


enters the calorimeter, and the error arising from conductivity is 
corrected by observation of the motion of the thermometer placed in 
the calorimeter before the distillation commences and after it is com- 
pleted. The weight of liquid condensed is about 20 to 30 gr. at most, 
and the time occupied is oidy from 2 to 4 minutes. By this means 
M. Bcrthelot found for the latent heat of water the value o.se-o, 
whereas the elaborate investigation of Eegnault gave 536'5. The close 
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agreement here shows the value of the apparatus in combining speed 
with accuracy, and it consequently may be used to determine with 
sufficient precision the latent heats of rare organic liquids. 

196. Method of Superheating. — The greater part of the exact 
investigations have been made by heating the vapour above its con- 
densing point before it passes into the calorimeter, and in this case the 
specific heat of the vapour, as well as that of the liquid, appears in the 
equation which determines the specific heat. Let, as before, the tem- 
perature of condensation of the vapour be 0, while the initial and 
final temperatures of the calorimeter are 0^ and 0.,. Let the vapour 
entering the calorimeter be superheated at the temperature O', and 
let the specific heat of the vapour be <r. The quantity of heat given 
out by the vapour in cooling from 0' to its point of condensation 0 is 
WcT {O' - 0), so that the equation for L becomes 

w'L + v'S{d “ T K, 

supposing that the condensed liquid is all retained in the calorimeter 
and attains the final temperature 0.,. Three experiments in which 
the temperatures are varied give us three equations to determine L, o-, 
and s. It is here supposed that o- is constant. This is not the case 
with non-saturated vapours, and for the range here employed cr repre- 
sents the mean specific heat of the vapour. 

197. Regnault’s Determination of the Latent Heat of Water 
Vapour. — The problem which Regnault proposed to himself was the 
determination of the total heat of saturated water vapour at divers 
pressures — that is, the estimation of the quantity of heat necessary to 
convert unit weight of water at 0^ C. into saturated vapour at any 
pressure. 

The apparatus by means of which this investigation was conducted is 
shown in profile in Fig. 100, and front view in Fig. 101. The vapour 
was generated in a strongly made boiler (Fig. 100)of 300 litres capacity, 
which contained about 160 litres of pure distilled water. The vapour 
accumulated in the upper part of the boiler, and there entered a 
serpentine tube, enclosed within the boiler, the open end of which 
projected above the surface of the water. This tube carried the vapour 
from the boiler to the calorimeter K, and in the interval between the 
two the tube was furnished wdth a steam jacket T, the outside of which 
was well wrapped in non-conducting woollen stuff. By this means the 
vapour entered the calorimeter saturated, but quite dry, that is, free 
from mist. The temperature of ebullition was indicated by thermo- 
meters passing down into the boiler. At high pressures the reading of 
the thermometer would be incorrect owing to the influence of the 
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pressure on the bulb, and for this reason iron tubulures closed at the 
lower end were let into the boiler. These descended into the interior, 
and contained mercury in which the thermometers were placed free 
from all perturbations arising from the pre.ssure of the steam. 


r 



Fig. 101. 

Having arrived at the <listributing piece E, the vapour could be let 
into either of two exactly similar calorimeters K and K' (Fig. 101) or 
it could pass on into the condenser E. Immersed in each calorimeter 
was a condensing system consisting of two copper spheres and a 
spiral copper tube, as shown in Fig. 101. The vapour condensed here 
(when allowed to pass in), and the water resulting was drawn off in a 
Hask and weighed. 
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The amount of vapour condensed during an experiment could be 
thus determined, and as some of the liquid adhered to the walls of the 
spiral and copper spheres, it was assumed that this adhesion remained 
constant, and therefore the water drawn off in any experiment repre- 
sented the amount of condensation. 

In order that the temperature of ebullition might be varied at 
pleasure, a large air drum V, immersed in a bath which kept its tem- 
perature constant, was connected to B, and thence with every part 
of the apparatus. By pumping air into (or out of) this drum the 
pressure in the boiler could be varied at pleasure. Thi.s pressure was 
measured by an open air manometer M. 

In making an experiment the boiler was heated, and the steam was 
allowed to pass through the connecting tubes into the condenser for 
nearly an hour, so that the whole apparatus took up a stationary tem- 
perature, and the air was completely chased from the boiler. A pre- 
liminary experiment was made by noting for five minutes the rate of 
change of temperature of each of the calorimeters. The water when 
first placed in the calorimeter was below the temperature of the air, so 
that during an experiment it received heat by radiation, and also by 
conduction through the connecting tubes. An observation made in 
the same way before the boiler was heated gave the radiation correc- 
tion, and this, combined with that now made after heating, gives the 
correction for conduction. In correcting for radiation it was found 
sufficiently accurate to employ Newton's law of cooling, viz. that the 
rate of change of temperature due to radiation is equal to the ditt'er- 
eiice of temperature between the calorimeter and the air multiplied by 
a constant ; the value of the constant was found in this case to lie 
between the limits O’OOl and 0'002. 

The two calorimeters were now filled with water at 0^', and the 
vapour was allowed to pass into one of them till its temperature 
became 0.°. If w be the weight of water condensed in this operation, 
and LV the water equivalent of the calorimeter, then the approximate 
equation for L is 

vh -t- ws[e - e ,) = - »j), 

where 9 is the temperature of condensation of the vapour — that is, the 
temperature of the vapour in the boiler, and s the mean specific 
heat of water between 9 and d,. It is to be noted that 9.^ is not the 
temperature of the calorimeter at the instant the steam is shut off. 
During the process of condensation the temperature of the water in 
the condensing apparatus is above that of the calorimeter, so that after 
the steam is shut off the temperature of the calorimeter continues to 
rise for a short time to a maximum temperature 9J^. If no loss or gain 
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of heat took place through radiation and conduction the maximum 
temperature would be 0., + where 160 is the sum of the corrections 
to be applied for all perturbating influences, and the equation for L 
becomes 

u h + tiM0 - ftp = + 250 - 0i). 

A similar exj^eriment was then made with the other calorimeter. 
Thus when the steam was shut oft' from one it was turned into the 
other, so that while one was subject to the heating arising from the 
condensation of the vapour, as well as to the perturbations of radiation 
and conduction, the other was subject to the latter influences alone. 
Hence, if the two calorimeters are identical in all respects, the observa- 
tions made on the variations of temperature of one can be used to 
determine the corrections to be applied to the other. Perfect identity 
could not, however, be realised, so that it became necessary to consider 
the corrections to be applied to each separately. 

During an experiment each calorimeter was subject to two sources 
of error, — one due to conduction through the connecting tubes, which 
may be taken proportional to the difference between the temperatures 
of the vapour and the calorimeter, the other due to radiation and 
proportional to the difference of temperature of the atmosphere 
and the calorimeter. Denoting these differences by and A.„ the 
change of temperature per minute of the calorimeter due to these 
causes will be 

o0 --A,A, f (1^ 

The coefficients Aj and A., were determined by first allowing the vapour 
to pass through the distributing piece R into the condenser, so that 
the calorimeters were heated by conduction and radiation only. Ob- 
servations on the rate of change of temperature gave 66, Aj and A., 
in equation (1). Another equation was formed between Aj and A„ 
with different coefficient.s, by allowing the vajiour to pass into either 
calorimeter for some time, so that its temperature became elevated, 
and Aj and A,, became Aj' and A,,'. The steam was then shut out from 
the calorimeter and allowed to pass, as before, into the condenser, and 
observations were made on the rate of cooling or heating of the calori- 
meter. This gave 

60' = A,A,'t-A.jA/ (2) 

Equations (1) and (2) determine A^ and Aj, and these being known 
for each calorimeter, the total correction 150 to the temperature of 
either calorimeter during an experiment can be easily found. 

By this means Regnault determined the (juantity of heat 

L-r5(»- ftj) 
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necessary to convert a gramme of water at 6., into saturated 
vapour at 0", where s is the mean specific heat of water between O' 
and 6.,~. The experiments were conducted under pressures varying 
from 0'22 to 13'625 atmospheres, and between these limits Kegnault 
found that the total heat of steam, or the heat necessary to convert 
1 gramme of water at 0° into steam at any temperature 9, was 
represented by the formula 

In 38 experiments made under the ordinary atmospheric pressure Total heat 
the mean value of the total heat was found to be G37'67, the extreme 
values in the series being 635'6 and 638'4. 

Taking the specific heat of water to be unity, the formula for the 
latent heat at any temperature d will be, according to Kegmudt, 

L -= Q - = 606 • j ~ 0 

These results overthrew the laws of Watt and Southern, and 
settled all controversy on the subject. 

When the variation of the specific heat of water is taken into 
account the latent heat of steam falls from GOC’n at 0" C. to 536'5 
at 100^ C. and to 464‘3 at 200^ C., and if the formula for L is cjuite 
general, it follows that the latent heat of water vapour will become 
zero at the temperature 

^ 606-5 .. , 

8 = . -S/2 ninprox. I, 

0 695 “ ■’ 

and this consideration stands in close relation to what is known 
as the contiauoas passage from the liquid to the gaseous state in 
the celebrated experiments of Cagniard de la Tour and Andrews 
(Art. 232). The critical point for water however appears to be 
365’ C. 

198. [Gpifflths’s Experiments. — The value of the latent heat of 
evaporation of water at the temperatures 30 and 40’ C. was deter- 
mined by Principal Griffiths,^ using the calorimeter described in Art. 

169 (Fig. 83). A known weight of water was put in a glass bulb 
with a narrow jet, this was placed in a small silver flask to which was 
attached a coil of silver tube 18 feet long. Between the flask and 
the coil of tube was the spiral of platinum-silver wire which, heated 
by an electric current, supplied the heat necessary to vaporise the 
water. The flask, tube, and wire were all enclosed in the calorimeter, 
which was filled with aniline in the earlier experiments, but later 
with a special petroleum oil which wuis non-volatile and a good 
insulator. The calorimeter, being surrounded by a vacuum and 

' Phil. Trans, p. 261, A. 1895. 
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thermostat, was kept at a constant temperature, never varying as 
much as 0 '01 C. The end of the silver tube passed outside the 
apparatus and «as connected with an air-pump. On working the 
pump the water was made to issue drop by drop from the bulb, so 
that the rate of evaporation could be kept quite regular. Thus the 
vapour formed in the flask had to pass up the whole length of the 
silver spiral tube and issued at the temperature of the calorimeter and 
free from water mechanically carried over. As in the experiments 
for determining the mechanical equivalent of heat, the liquid in the 
calorimeter was vigorously stirred. The equation for determining 
the latent heat of evaporation may be put in the following form : — 

M being the mass of water evaporated, the heat per second 
supplied by the electric current, the heat generated by the stirrer, 
tg and /s the times during which heat was supplied by these two 
sources respectively {tg and t.. being practically equal), and the total 
heat received owing to other causes stich as radiation and conduction. 
Although Qj was necessarily measured in electric units, it was reduced 
to thermal units by employing the value of J determined by means of 
the same calorimeter and the same method of electric measurement. 
Thus any error due to uncertainty in the values of the electric units 
was eliminated. The greatest uncertainty was in the estimation of 
Qj, but this constituted only about 1 per cent of the rate of heat 
supply. The following are the values of L obtained : — 


'I'emp. l)v Xitrojreii 

l.utent Heat 

Latent Heat 

Theiniumetei. 

(15'’ C. unit) 

{20 C. unit). 

o 

C 

.".72-tiO 

T 5 

••iO-OO 1’. 

:>7s-:o 

.779-25 


The figures in the last column are calculated from the value of the 
ratio of the two units given in Art. 169. 

The advantages of Principal Griffiths’s method over most of the 
others that have been made use of is that it is practically independent 
of errors in thermometry and is not affected by changes in the specific 
heat of water. The temperature being stationary, the heat capacity 
of the calorimeter or of its contents does not enter into consideration, 
and the radiation correction is very small and determinate. 

Of previous measurements of the latent heat of evaporation of 
water, one of the most reliable is that which was carried out bv 



ART. 199 


EVAPORATION AND EBULLITION 


373 


Dieterici i at 0° C. His method resembles Griffiths’s in the use of 
a constant temperature and in being largely independent of ther- 
mometry. He used a Bunsen calorimeter, and estimated the heat 
required to evaporate a known mass of water at 0 by the quantity 
of mercury expelled from the calorimeter during the formation of ice. 
He gave his results in mean [‘calories, assuming that the mean calorie 
corresponded to the expulsion of 15-44 mg. of mercury, taking the 
average value deduced from the experiments of Bunsen, Schuller and 
Wartha, and Yelten. The value given by Dieterici for the latent 
heat is 596-73 calories at O' C. 

Although Griffiths’s experiments were not .sufficiently extended to 
justify the calculation from them of a formula for the relation of 
latent heat to temperature, yet if a linear relation between these 
quantities be assumed,’ the residt shows a very stiiking agreement 
with the values obtained by Uegnault at 100 and by Dieterici at Ok 
The linear formula suggested by Mr. Griffiths is 

L = 596-7:?- 0-60100, 

using the calorie at 15^ C. as the unit. This unit is very nearly 
equal to the mean calorie (see Art. 169), so that the results are 
directly comparable. At the higher temperatures Griffiths’s formula 
accords better with Regnault’s results than Regnault’s own formula, 
while the experiments at low temperatures carried out by Regnault 
appear to be less trustworthy ; objections having been pointed out by 
Winkelmaiin, the chief of which is that Regnault in this series of 
experiments measured the temperature of the evaporating water by 
the vapour pressure in the condenser. 

199. Latent Heats of Vaporisation by Comparison. — As the 
accurate measurements of latent heats of vaporisation is tedious and 
difficult, it is more convenient to determine the latent heats of liejuids 
other than water by comparison with water or other standard liquid. 
The following simple method has been employed by Professor Ramsay 
and Miss Marshall for comparing the latent heats of two liquids at 
their boiling points under atmospheric pressure.® Two glass vessels, 
somewhat resembling incandescent electric lamps, were filled with the 
liquids to be compared. Each vessel was provided with a platinum 
or platinum-silver wire spiral in its interior with thick platinum 
terminals, and was enclosed within another vessel, so that the liquid 

^ Wied. Ann. vol. xxxvii., IS89. 

- The latent heat of vaporisation of benzene appears to he a linear function of 
the temperature (see next Article). Probably, however, latent heats diminisli more 
ra]>idly as the critical temperature is ai»proached. 

Fkil. Mag., Jan. 1896 : Jan. 1S97 (sec also footnote, p. 315h 


Variation 
with tem> 
perature. 
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could be surrounded bj' a jacket of its own vapour. When each vessel, 
containing a known weight of liquid, had been heated just to the 
boiling point, a known electi’ic current was passed through the two 
wires in series. If the resistances are equal, the latent heats will be 
inversely proportional to the amounts evaporated in a given time, 
that is, to the respective losses in weight of the two vessels. In 
general, the latent heat is proportional to the resistance divided by 
the amount vaporised in a given time. 

Water was found to be an inconvenient liquid to use for purposes 
of comparison. Its latent heat of vaporisation is very large, and its 
insulating properties are insufficient when bare wires are used. Conse- 
quently, a careful determination of the latent heat for benzene was 
made by Mr. Griffiths and Miss Marshall,' using the same method 
and instrument as had l)een employed by Mr. Griffiths for water, 
as described in the preceding article. The following values were 
obtained : — 


Temp. (Xitrc^en Scale). 


Latent Heat of Ben/enc 
(Unit = ca]one at l.'i C.) 


.-.0 

99-14 

10 

100-71 

no 

102-30 

20 

103-82 


These figures correspond closely with the linear formula — 

Lj = i07-0.'. - 0-l5S(t. 

Assuming this formida to hold up to 80 " 2 . the boiling point of 
benzene at atmospheric pressure, we get as the latent heat of vaporisa- 
tion of benzene at its boiling point 

L = 9i;it, 

expres.sed in thermal unii.s at 15 C. This does not diif'er very much 
from the direct determinations of K. Schiff’ (!)3'4) and K. ’Wirtz" 
(92-9).] 

Andrews^ investigated latent heats for the purpose of ascertaining 
whether any relation existed between the latent heats and the physical 
properties of vapours, but he failed to deduce any fixed law. In this 
imjuiry he was preceded by Ure, Despretz, Brix, and Favre and 

' P!iU. Mmj.. Jail. ISflfi : .Tan. 1897. 

- Liehiijs Anna/t'/j, vol. rcxxxiv. p. 33S, 18S6. 

Jf'u’d. Ann. vol. xi. p, 43^, 1S90. 

^ Andiv\\>, Jinn aal Chmn. Soc, *>f Lvaddn. vol. i, p. 27. 
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Silbermann. It h<as since been suggested that for different liquids * 
the latent heat multiplied by the molecular weight is approximately 
proportional to the absolute temperature. In other words, the 
molecular latent heat is proportional to the absolute temperature. 
Thus for water at 100 C., L = 536'6, the molecular weight //, = 18, 
and T = 373. 

For irileiiiiil and e.rleniol latent heats, see Chap VIII. Sec. Y. 

200. Speeifle Heats of Non-Saturated Vapours. — If the vapour 
be superheated before entering the calorimeter, then, as we have 
already seei>, the equation for L embraces the specific heats of the 
substance in both the liquid and gaseous states ; so that by three 
experiments both these quaiitities as well as L may be determined. 
In this manner Eegnault- found that the specific heat of super- 
heated water vapour under constant pressure was constant within 
the limits of temperature employed in his experiments. The results 
of four series of experiments gave for steam 0’16881, 0’48111, 
0-48080, 0-47963. 

Eegnault^ extended his researches to several other ]i(pnds. The 
vapour was superheated by passing through a spiral contained in an 
oil bath at a temperature higher than the tempei-ature of boiling. 
The heat necessary to raise the liquid to its boiling point was 

* F. T. Tr-outon, Phil. Maij. vol. .wiii. p. 54, 1884. 

- Regnault employed another method foi iletermining the latent lieat of viqiours 
at low temperatuies. A known wciglit of the liquid was ]iUccd in a reservoir eon- 
taiuod in the calorimeter at a temperature d,', and hoiling wa-. e.iused by reducing 
the pressure in the re.^ervoiI• by means of an air-pump. The vajiour condensed in a 
retort immersed in a freezing mixture of ice and sea salt. The pres.sure of the vapour 
coining from the liquid is always somewhat greater than that of the artificial atmo- 
sphere registered by tlie manometer. Tlie liquid all boiled aw ay, and the tempeiature 
of the calorimeter fell to 0, . If -SO denotes the correction of 8., for losse.s of heat 
duringlthe experiment, then the heat lo't by the calorimeter dining the va]iorisation 
of the li(juid is 

If, on the other hand, the tempeiature ol ebullition of the liquid he 8, the heat 
gained by the liquid ie 

/ (f \ 

Lf/' - ^ ^ 

and we have the equation 

L?r 4 ira\ 0.) - ^ ^dd). 

An uncertainty occurs in tlie value of fl arising fiom the reading of the pressure of 
the manometer. 

By tlie above method experiments were made at pressure^ varying between 18 '6 
mm. and 8 '9 mm. 

^ Rcdicrches, etc., tom. ii. p. 168. 
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law. 
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accurately determined, and these experiments gave both the latent 
heat and the specific heat of the vapour. The latter is very small 
compared with the former, so that the specific heat of a vapour deter- 
mined in this manner is subject to all the errors of a complicated 
experiment. 

The specific heat of carbon dioxide is known to vary considerably 
near the condensing point, and it is highly probable that all other 
vapours vary in a similar manner in this respect. 

Eilhard Wiedemann proposed a method for determining the 
specific heats of vapours under constant pressure, which applies to 
liquids that boil between 0° and 100". Boiling is caused at a low 
temperature by partial exhaustion — that is, reduction of pressure by 
an air-pump. The vapour is then heated in a bath and allowed to 
pass through a calorimeter at a temperature of from 20" to 30" C., 
which is above the condensing point of the vapour. All the heat 
yielded to the calorimeter is due to the cooling of the vapour. An 
experiment lasts five or six minutes, and the results obtained agree 
with those of Regnault. They indicate that the specific heats of 
vapours increase notably as the temperature rises. 



SECTION III 


ON THE PRESSURE OF SATURATED VAPOURS 

201. Vapour Pressure. — 'When a bubble of air is allowed to pass 
into the vacuum of a barometer tube a depression of the mercurial 
column is produced, which increases with the quantity of air intro- 
duced. A similar depression is produced by the vapour of a liquid, 
and it was in this manner that Dalton ' first studied the pressures of 
saturated vapours. Small quantities of any volatile liquid may be 
conveniently introduced into a barometer by means of a curved 
pipette. If a very small globule of a liquid is allowed to ascend to 
the top of the mercurial column it will pass into vapour very rapidly, 
filling the space above the mercury, and producing a corresponding 
depression of the column. Another small globule will also evaporate 
and produce a further depression, and so on. A point is reached, 
however, at which further evaporation ceases, and the introduction of 
more liquid is not attended by an increase of vapour pressure in the 
space above the mercury, the temperature being supposed constant. 
If more liquid is introduced it merely floats on the top of the mercury 
(Fig. 102). Further evaporation ceases. Thus at a given temperature 
a definite quantity of a liquid will evaporate in a given space, and the 
pressure it exerts in this space is a function of the temperature only. 
If the space be increased, more liquid, if present, will evaporate, and 
if the space be reduced some of the vapour will condense. In this 
case the vapour (or space) is said to be saturated, and the correspond- 
ing pressure is the maximum vapour pressure for this temperature. 

The behaviour of a vapour may be studied by depressing or raising 
the barometer tube in the cistern (Fig. 103). When the vapour is 
saturated the depression of the tube in the cistern merely reduces 
the space above the mercurial column. Some of the vapour condenses, 
and the height of the mercurial column remains fixed. The vapour 
pressure remains constant, and the glass tube slides over the column 

' Dalton, Memoir of tlie Manchester Soc. vol. xv. p. 409. 
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of mercury as if it were a solid bar of metal. If, however, the vapour 
is not saturated it behaves very nearly as a gas. Elevation of the 
tube increases the height of the column — that is, decreases the pressure 
of the vapour, and depression of the tube in the cistern increases the 
vapour pressure and decreases the height of the mercurial column. A 
non-saturated vapour nearly obeys Boyle’s law. 

The pressure of a saturated vapour depends on the temperature, 
and also on the nature of the liquid. Thus at 20 C. the depression of 
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a barometer column by saturated water vapour is about 17 mm., by 
alcohol GO mm., and by ether 460 mm. 

If the temperature is kept constant a slight increase of pressure 
will produce complete condensation of a saturated vapour. If the 
temperature is lowered condensation occurs also, and continues till the 
vapour pressure reaches the maximum value corresponding to the new 
temperature. It is not ncce.ssary. however, to cool the whole space 

^ occupied by a saturated vapour in 

A ) order to produce condensation. The 

cooling of any part of it will suffice. 
Thus, if one bulb A of a bent tube 
"“-q (Fig- 101) contains a liquid, 

A ti'c remainder of the tube will be 

filled with saturated vapour. If 
now B is cooled by being placed 
in a cold bath, or otherwise, the vapour in B will condense. The 
vapour pressure in B will be less than that in A, and as a consequence 
a current of vapour will flow from A to B. This state of things 
will continue as long as B is colder than A. The liquid will gradu- 
ally distil into the colder part of the apparatus. The flow of vapour 
is accompanierl by a flow of heat tending to equalise the temperatures. 
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The evaiioration in A is accompanied by absorption of heat, and 
evolution of the same takes place in B. The apparatus illustrates the 
action of a heat engine. The current of vapour flowing from A to B 
might be employed to do mechanical work (as a mill is turned by a 
current of water), while heat passes from a body A to another B at 
a lower temperature. 

202. Determination of Maximum Vapour Pressures. — The first 
fairly accurate measurements of the pressure of saturated vapours (or 
maximum vapour tensions, as it is generally 
termed) were made by Dalton.’ Previoush- ^ 
the matter had been Investigated by Ziegler,’ 

Watt,” Betancourt,* Southern,” and Schmidt, ’’ 
in a more or less unsatisfactory manner. 

The apparatus employed by DaltOTi is 
shown in Fig. 10-5. Two similar barometer 
tubes a and h were attached to a scale which 
enabled the height of the mercury to be read 
off. Both stood in the same cistern of mercury, 
and were surrounded by a bath which could be 
heated from below, and the tem[)erature was 
noted by means of three thernioiueters fixed 
along the scale, the mean of which was taken 
to represent the temperature of the bath. A 
little licjuid was introduced into one of the tubes 
('/), and the depression of the mercurial column 
noted, together with the temperature of the 
bath. By r-arying the temperature the pressure 
of the saturated vapour was found for all 
temperatures within the range of the apparatus. 

As in this form of apparatus the temperature 
of the mercury i.s different iu different ex- 
periments, it is necessary to reduce the observed depression to that 
which it would have been if the mercury were at zero — that is, the 
difference of height // must be divided by (1 -i- t/iff), where /// is the 
coefficient of expansion of mercury. With water vapour the pressure 
is equal to 1 atmo. at 100 C., and, consequently, this form of apparatus 
can be used only for temperatures below 100 C. At this temperature 

' D.-iltnii, ileniuir of the Mu iwli ester itne vol. xv. 409. 

” ZieglPT. Spccinicn i>Jiii:^(Co-i:}nnucu ni tlf J iiffahu'c Popiui, p. -18, 17 d9 

AVatt, llobison's Siisfcui of phU, vol. ii. p. 29, Brew>ter s edition, lSl4 

llctancf^uTt, Mt' inoir>' SI! r hi foixe eypo nslic €le la vopeur, 1‘aris, 1792. 

Southern. Jlohisoa’s Mech. Phil. vol. ii. p. 170. 

Scliniidt, Journo/ lie Phusi'iut ih' Oren, tom. iv. p. 151. 
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the mercury in the tube which contains the vapour will stand at the 
cistern level. 

The chief objection to these early experiments was the want of 
precaution in securing uniformity of temperature in the bath. The 
use of several thermometers placed along the scale does not avoid this 
source of error. The vapour will be practically at the temperature of 
that part of the bath which surrounds it, and the mercury in a similar 
way will assume the temperature of that 2)art of the bath around 
it. For accuracy the bath should be maintained throughout at 
the same temperature, or else some scheme should be devised by 
which the temperature of the vapour could be accurately known, and 
also that of the mercury. The j)ressure determined here is really the 
maximum jjressure of the vapour in the coldest jiart of the tube. 

The difference of height of the mercurial columns should also be 
measured for accuracy by means of a cathetometer ; and for this 
purjjose the use of a cylindrical glass vessel to contain the bath is ob- 
jectionable as errors due to refraction are introduced. A bath chamber 
with a plane glass front is much sui>erior. 

Accurate determinations in which these sources of error were 
avoided were first made by Kaemtz.' He merely exposed the tubes 
in the atmosphere, and noted the depressions through summer and 
winter, the temperature ranging between - 19’ and + 26’ C. These 
observations were made for meteorological purposes ; but a much 
wider range is necessary in physical investigations. The geji thus 
left was filled up by Regnault. 

Ageneral law connecting the vapour pressuresof different substances 
was announced by Dalton in 1801, to the effect that the pressures 
of the saturated vajiours of all liquids were equal at temperatures 
equally removed from their boiling points. This law is, however, not 
near the truth. Water boils at 100° C., and ether under the same 
pressure at 3-')° C., the pressure of water vapour at 80’ C. (that is 
20' below the boiling jwint) is 355 mm., while that of ether at 
15° C. is 354 mm. These numbers agree excellently. In fact it was 
by the comparison of water and ether that Dalton deduced his rule. 
In the case of alcohol, however, the boiling point is 78 C., and the 
vapour pressure at 58’ C. is only 330 mm. This is considerably too 
low according to Dalton's rule. Similar deviations occur with other 
substances. 

Diihring’s rule agrees much better with experiment. It is merely a 
modification of Dalton’s law with a factor introduced depending on the 
nature of the substance. In it as we pass from temperatures of equal 
* Kaeiut.!. Trnitf dc Mitt'orotoyie, tom. i. ji. 290. 
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vapour pressure for two substances to two other temperatures of equal 
pressure, the differences of temperature are not taken equal, but pro- 
portional, the constant of proportionality depending on the nature of 
the substance. 

203. Vapour Pressures at Low Temperatures. — The determina- 
tion of vapour pressures at temjieratures below 0'^ C. was conducted 
by Gay-Lussac^ with a modified form of 
Dalton’s apparatus. The vapour tube was an 
ordinary barometer tube CD having its upper 
end bent round (Fig. 106), and terminating in 
a pendent bulb E which could be conveniently 
immersed in a freezing mixture. This mixture 
should be fluid, so that it could be constantly 
stirred during an experiment. The liquid 
under examination was contained in the bulb, 
so that its temperature as well as that of its 
vapour was the same as that of the freezing 
mixture, if the temperature of the latter is kept 
steady for a sufficient time. Now the vapour 
pressure in the whole apparatus is the maximum 
pressure corresponding to the temperature of 
the coldest part — that is, the temperature of the 
freezing mixture. Hence the depression of the 
mercurial column gives the maximum pressure 
of the vapour at the temperature of the freezing 
mixture. 

Eegnault, who also employed this method, 
took the precaution of using a freezing mixture 
of chloride of calcium and snow, which i.s a 
liquid, and can be constantly stirred and kept at a uniform temperature 
throughout. 

204. Vapour Pressures at High Temperatures. — The determina- 
tion of the pressure of saturated water vapour at temperatures 
above 100’ C. was undertaken by a commission of the Paris Academy 
of Sciences in 1829 under the direction of Dulong and Arago.- Their 
experiments ranged from 100’ to 224' C. corresponding to pressures 
varying from 1 to 24 atmospheres. The principle of the method 
consisted in heating a liquid in a closed boiler, and observing the 
temperature and corresponding pressure of the vapour. The liquid 
was first boiled for some time to expel all the air from the boiler, 

* Gay-Lussac ; see Biot’s Traitt de Physique, tom. i. p. 287. 

- Duloug and Arago. Mtin. dc V Acad. tom. x. 
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which was then closed and connected Avith a comjn'essed air manometer. 
When the liquid Ava.s heated the pressure and the temperature rose 
together. An obserA^atioii Avas made bv arresting the supply of heat 
and noting the maximum temperature attained, together AA-ith the 
corresponding pressure. The temperature Avas registered by ther- 
mometers placed in iron tubulures protruding into the interior of 
the boiler. 

These experiments AV’ere not sufficiently numerous to furnish 
reliable results, and the apparatus siitfered from many defects. The 
liquid ueA'er really entered into ebullition, so that the temperature 
could not be kept constant dui ing an obserA'ation. The necessity for 
new' deterraination.s Avas soon felt, and the task A\as undertaken by 
the committee of the Franklin Institute of Pennsyh’ania ^ in 1830. 
Their apparatus, hoAA-cA'er, aa’us little better than that of Dulong and 
Arago, and their tAA'o series of obserAuitions agreed neither AA-ith each 
other nor Avith those of their predecessors. 

The subject Avas consequently taken up nearly simultaneously by 
Magnus - and Eegnault-’ in 1843. The experiments of Magnus AA-ere 
free from the objections to Avhich the earlier iiiA-estigations AA-ere open, 
but they AA-ere not extended to temperatures above 115 C. The 
liquid was enclosed in the shorter arm of a siphon barometer Avhich 
AA-as immersed in a bath, the temperature of Avhich could be kept 
constant and Avas determined by means of an air thermometer. The 
open branch of the barometer tube Avas connected Avith a free air 
manometer, and also Avith an air-pump, by means of Avhich the pressure 
could be varied at pleasure. The results of these experiments agree 
remarkably Avell Avith those of M. Regnault, Avhose researches Avere of 
a much more exhaustive character, extending from pressures of about 
4 mm. to over 30 atmospheres. 


IlEcx.vri/r’s E.yperimext.s 

205. Experiments between 0 and 50 C. — Xearly all the 
determinations of A-apour jiressures at low temperatures have been 
made by observation of the dejjression produced by the vapour in a 
barometer tube. The chief source of uncertainty in the method is 
the difficulty of knoAving the exact temperature of the A-apour. In 
Dalton’s apparatus the bath extended OA-er the Avhole length of the 
barometer tube, and in such a tall bath, heated from beloAv, Regnault 

^ Sir.' hii'.’ij. Drd. vol. xx. 

- Gustav Magnus, Foyg. ^4ihih. voi. Ixi. p, *225, 

■’ Regnault, delation des Exptricnccs., tom. i. p. 467. 
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found that the liquid rapidly settled into layers at dift'erent tempera- 
tures as soon as stirring was stopped. Besides, in the apparatus 
employed by Dalton it was impossible to stir the bath without causing 
the mercury to oscillate in the tubes. The method in fact would 
only be fairly accurate for temperatures approximately the same as 
that of the atmosphere. 

For this reason Eegnault adopted a modified form of Dalton’s 



Fig. lnT. 


apparatus (Fig. 107) in his experiments at temperatures below .50° 0. 
The bath was considerably shortened, but of considerable capacity (45 
litres), so that it could be constantly stirred (by H) and kept at a 
uniform temperature throughout. The bath-chamber was furnished 
with a plane glass window through which the difference of level of the 
mercury in the tubes a and h could be read by means of a catheto- 
meter. In order to ascertain if any error in the reading of this 
difference of level was caused by refraction through the glass and 
liquid, a fine mark was traced on the barometer tube near the level 
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of the mercury, and a centimetre scale was marked on the vapour 
tube. The difference of level between the mark on the barometer 
and each division of the centimetre scale on the vapour tube was 
then determined by means of a cathetometer — first in air, and then 
when the chamber was filled with water. An absolute deviation due 
to refraction was found, which sometimes amounted to half a 
millimetre, but the relative deviation — that is, the observed difference 
of level between any two points, one marked on each tube — was 
scarcely appreciable. In no case did it amount to so much as 
O’l mm. ' 

An error in the difference of level of the mercurial columns, due 
to capillarity, had also to be taken into account. The surface tension 
in the barometer tube differs from that in the 
vapour tube where the mercury is in contact 
with a liquid or the vapour of a liquid. To 
determine the amount of this error two baro- 
meter tubes A and A' were connected by a 
three-way tap K (Fig. 108). Dry air was 
admitted several times and pumped out in order 
to thoroughly dry the spaces above the mercury. 
When this had been accomplished the air was 
finally pumped out of both tubes, and the 
mercury stood at the same level in A and A'. 
Some liquid was then introduced into one of 
them (A'), and a difference of level immedi- 
ately established itself, which, corrected for the 
weight of the floating liquid, gave the capillary correction. For water 
there was an elevation of the column amounting to 0'12 mm. 

At temperatures above that of the atmosphere the temperature of 
the bath was maintained by a spirit-lamp applied beneath. Observa- 
tions were made at intervals of eight or ten minutes, and it could 
thus be ascertained if slight changes of temperature were accompanied 
by corresponding changes of pressure, and the accuracy of the method 
tested. One source of error may arise in the surface of the mercury 
not being at the same temperature as the bath. At temperatures 
above that of the atmosphere the mercury in the tube outside the 
bath will be colder than that inside, and by conduction the upper 
surface of the mercury may be somewhat colder than the bath. To 
avoid any error from this cause Regnault always worked with the 
upper surface of the mercury well within the bath. When the bath 
is below the temperature of the air t)iis source of error does not 
present itself, for the pressure of the vapour is that corresponding to 
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its coldest part — that is, in this case the temperature of the bath, in 
the former case it would be the temperature of the surface of the 
mercury. 

In order to vary the mode of experiment and test the accuracy of 
the results of one method by comparison with those derived from 
another, Regnault modified the apparatus as follows : — The end of the 



Fi;.'. 10«. 


vapour tube was drawn out and attached by means of a three-way 
joint to a glass globe A of about 500 cc. capacity. Communication 
was established with an air-pump, as shown in Fig. 109. The globe 
and space above the mercury were carefully dried by admitting dry air 
and exhausting several times. Finally the air was pumped out, the 
exhaustion being carried to 1 or 2 mm. 

The licpiid was previously sealed up in a small glass flask or piece 
of glass tubing, and placed in the vapour globe A. The apparatus 
being now ready, the temperature of the globe was raised till the 
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small flask containing the liquid burst. The space he above the 
merotry became filled with vapour, and the experiment was proceeded 
with as before. The results of these experiments, in which vaporisa- 
tion took place in the ])resence of a residual atmosphere of air, were 
in close concord with those derived by the first method of procedure 
in which the vaporisation took place in a vacuum. 

206. Temperatures below Zero. — In determining the pressure 
of water vapour at temj)eratures below zero Eegnault adopted the 
method of Gay-Lussac. The second form of apparatus described in 
the foregoing article was used. The globe containing the liquid was 
first immersed in melting ice, and then in a freezing mixture of 
crystallised chloride of calcium and snow, which was liquid, and could 
be kejit in constant agitation. The temperature of the bath could be 
maintained for a short time at its lowest point by adding small 
(piantities of snow. Observations were made at this point. 

Exact determinations at low tenqieratures are exceedingly difficult, 
for here the pressure is very low and rises slowly with temperature. 
On the other hand, at a high temijerature the pressure is high, and 
changes considerably with a small change of temperature. 

A more accurate method at low temperatures might be based on 
the principle of the chemical hygrometer (Art. 229), namely, by 
weighing the quantity of vapour contained in a large volume of 
saturated air. This method might be easily adopted at low tempera- 
tures in high latitudes ; but in these countries where the temperature 
of the atmosi)here is never very low, it would necessitate the adoption 
of specially devised apparatus. 

[An accurate method of measuring very small vapour pressures, 
such as the pressure of a vapour in equilibrium with its own solid, 
was devised by Kamsay and \oung,‘ and used to measure the 
vapour pressures of ice, camjffior, and acetic acid. The apparatus 
(Fig. 110) consists of a wide vertical glass tube. A, closed below, to 
which a side tube, B, is fused near the top. The side tube is con- 
nected with a bulb, C, which may be cooled by water or a freezing 
mixture, and from the bulb passes a second tube, D, which is con- 
nected with an air-pump and gauge to measure the internal pressure. 
A small tube, closed by an indiarubber tube and clip, E, serves to 
admit air into the apparatus. The vertical tube is closed above by 
an indiarubber stopper perforated with two holes, through one of 
which passes a thermometer, F, and through the other a glass tube 
provided with a stopcock and reservoir, G, above. The bulb of the 
thermometer is covered with cotton wool, and the lower extremity of 
‘ W. Itanisay and S. \oung, Phtl. Tnnii., 1884, p. 161. .S. li ouiig, Sloichiunteh’i/. 
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the glass tube is drawn out and bent round .-o that the narrow end 
just touches the cotton-wool. 

The liquid to be investigated is placed in the re.servoir, and 
the apparatus is exhausted. A little liquid is then admitted so as 
to moisten the cotton-woid. The condensing bulb is then cooled, 
and the vertical tube is heated by means of a water or oil bath, 
which should always be kept at a tem 2 )crature at least 20 higher 
than that regi.stered bv the thermometer. 

The liquid on the cotton wool evaporates rapiilly and displace.s 
the air in the lower part of the vertical tube, .so that the remaining 
liquid is soon surrounded by vapour quite free from air. Under 
these conditions the li(pii<l soon reaches its true boiling point, but it 
cannot become superheated since evaporation 
takes places with perfect freedom, and, of Qg 

course, ebullition is impossilrle. The tempera- iv, 

ture and pi'essure are read, and a small pj) I 
quantity of air is then admitted to raise the 
pressure, when the temiterature rises at once, 
and soon liecomes constant again at the 
boiling point under the higher pressure. 

Or, of course, the pressure may be reduced 
by pumping, when the temperature falls. 

Fresh quantities of liquid are .added from 
time to time in small quantities from the 
reservoir. A large number of readings can 
thus be taken in an hour or two, and the 
reduction of pressure can be carried to any desired extent. 

For piessures above about -jUO mm. the boiling points are best 
detei’inined in the ordinary way, the thermometer being placed in 
the vapour and not in the liquid. 

AVith this apparatus liamsay and Young showed that ice and water 
at the same temperature have different vapour pressures, as predicted by 
.l.ames Thomson. The essential feature of the method consisted in 
maintaining the ice and water at the same pres.sure and observing their 
temperatures as well as measuring their common pressure Bv varying 
the pressure, the vapoiir jn-essure at different temperatures was found for 
each substance. Two tulies similar to A (Fig. 1 10) were employed, these 
being in communication with each other and with the same condenser 
C. The water in the cotton-wool surrounding the bulb of one of the 
thermometers was frozen, and the air thoroughly removed by a 
Sprengel pump. The condenser C was surrounded by a freezing 
mixture, and b}' varying the temperature of C, the pressure in the 
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apparatus could be varied at will. The water in the second tube 
froze at about - S'" C., but observations Avere made at temperatures 
lying between -2 and -5", which showed that the temperature 
of the ice was consistently higher than that of the water at the same 
pressure, so that at the same temperature the ice has a lower vapour 
pressure.' The pressure being varied from 3'80 to 3'20 mm. of 
mercury, the corresijonding difference of temperature varied from 
0-24" to 0-53' .] 

207. Experiments at High Temperatures. — When the pressure 
exceeds 300 mm. the apparatus (p. 385) becomes inconvenient. 
The length of the bath would have to be iticreased, and the difficulty 



of maintaining its temperature uniform presents itself. For this 
reason M. Regnault designed a new form of apparatus suitable to the 
determination of vapour pressures at temperatures above 50" C. The 
special feature of the new apparatus was the design by which the 
temperature of the vapour could be accurately determined, and kept 
constant while an observation was being made. 

The liquid was placed in an air-tight copper boiler A (Fig. Ill), 
furnished with four thermometers to register the temperature. These 
thermometers, which read directly to the 7 .'^ of a degree centigrade, 

' The triple point, at which ice and watoi have tlie same vapour pre.ssure, is 
very slightly above the normal freezing-point (see Art. 349). The corresponding 
pressure is 4 '6 mm. 
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were not exposed directly to the vapour, but were contained in iron 
tubulures (Fig. 112) which were closed at their lower extremities 
and filled with mercury. I'he thermometers were thus 
enabled to take up the temperature of the boiler without 
being subject to the pressure of the vapour which would 
lead to error at high temperatures. Two of the 
thermometer tubes juotruded into the liquid, a!id the 
other two extended only into the vapour. Regnault 
carefully verified that the temperature registered by the 
thermometers was accurately that of the vapour. A tube 
surrounded by a water jacket and ovcrtlow pi[)e led from 
the boiler to a large air-reservoir B(24 litres caj)acity), contained in a 
cylindrical vessel, and surrounded with water to keep it at a constant 
temperature. This air-reservoir was connected to a manometer pq, 
which indicates the pressure, and also to an air-])ump by means of the 
tube tt'. Bv working the pump the pressure in the reservoir could be 
regulated as desired, and the liquid in the boiler caused to boil under 
any chosen pressure. The temperature of the vapour was determined 
by means of the thermometers in the boiler, and the corresponding 
pressure of the saturated vapour of the boiling li(]uid was given by the 
manometer. The tube connecting the boiler to the air-reservoir was 
sloped upwards, and kept cool by the circulation of a stream of cold 
water. The vapour condensed in this tube, and the condensed liquid, 
flowed back again into the boiler. The air-reservoir was a large copper 
sphere surrounded by a water bath contained in a zinc vessel, so 
that its changes of temperature were insignificant. For pressures 
below one atmosphere an exhaustion pump was employed, and for 
higher pressures a larger and nuich stronger apparatus of the same 
description was sjjecially built. 

The facility and precision of this method are extraordinary. 
When the pressure is brought to any desired value steady boiling 
soon sets in, and the temperature remains stationary for any length 
of time required. 

The observations were carried up to 28 atmospheres, and Regnault 
projected carrying them to much higher pressures with a still stronger 
type of apparatus and a compressed air manometer. 

208. Apparatus for Volatile Liquids. — In the case of volatile 
liquids the vapour pressure at ordinarj^ temperatures is considerable, 
and the apparatus of Art. 205 becomes inadequate to meet the require- 
ments of the investigation. The apparatus sketched in Fig. 1 1 3 is suit- 
able for such liquids, and was used by both Regnault and Magnus.' 

* Poyij. Alin. vol. Ixi. p. 226 ; and Ann. ile Vhimie, S'-' ser., tom. xii. p. 69, 1844. 
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The liquid is ])laccd in the shorter arm u of a siphon barometer 
tube, the other arm of which communicates with an air-pump ji 

and an open air manometer hi:, 
k The arm nh is first filled com- 
jdetely with mercury, and some 
of the liquiil is then introduced 
above it at c. This liquid is then 
boiled, so as to expel all air from 
the tube. While the liquid is 
still hot the tube is inclined, and 
some of the liquid free from air 
is allowed to ascend to the top 
of the arm u. The remainder of 
the liquid at c is then boiled off, 
and dry air is admitted, the pressure of -which can be regulated at 
pleasure by means of the air-pump. This pressure is registered by 
means of the manometer hk. The apj)aratus now contains some 
liquid at " free from air, and is ready foi’ experiment. The arm 
(!'■ is now immersed in a bath, the temperature of which can be varied 
at pleasure, and the corresponding vapour pressure is furnished by 
the manometer. By sealing up the pumj) tube p, and pouring 
merctiry into the open arm of the manometer, jn-essures above one 
atmosphere may be used. 

209. Apparatus for Liquefiable Gases. — A somewhat similar 
apparatus was em]>loyed by Eegnault foi' the determination of the 
vapour j-iressures of liquefiable gases, such 
as sulphurous acid and carbonic acid. 

The gas was forced into a chamber A (Fig. 

114) (by a compre.ssion pnmji connected 
with the a])crture P), where it li<[uofieil 
under the pressure. The other chamber 
B was in connection with a conqnc.ssed 
air manometer by means of the tube M. 

The chambers A and B were septirated by a partitioti which descended 
nearly to the bottom of the vessel. The lower part of the vessel 
contained mercury which cotdd j)as.s from A to B under the jiartition. 
The whole vessel could be [daced in a bath, and kept at any desired 
temperature. The corres])onding pressure of the vapour was deter- 
mined by the manometer. In such experiments the pressures are 
so great that the diti'erence of level of the mercury in A and B is 
negligible. 

210. Vapour Pressure of a Liquid Mixture. — The pressure of 
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the saturated vapour of a mixture of liquids was also investigated 
by Eegnault.' The mixed vapours were found not to behave in 
general like a mixture of gases as regards pressure. Kegnault dis- 
tinguishes three cases — (1) AVhen the liquids do not mix, as water and 
benzene. In this case the vapour pressure of the mixture is ecpial to 
the sum of the vapour pressures of the constituents. (3) When the 
liquids mix partially or dissolve each other to a limited extent, like 
water and ether. In this case the vapour pressure of the mixture is 
less than the sum of the pressures of the constituents, or even less 
than that of one of them. Thus Kegnault found — 
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Mixture. 
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(3) The third case is that in which the liquids mix in all proportions. 
In this case the diminution of the vapour pressure of the mixture is 
still more marked. 

According to the experiments of Wiillner- the vapour pressure of 
any given mixture bears a constant ratio to the sum of the vapour 
pressures of the constituents, at least when the liquids are mixed iit 
nearly equal proportions. For other proportions the law is not (juite 
e.xact. 

211. [Vapour Pressure at a Curved Surface. — The pressure of 
saturated vapour in equilibrium with its own li(juid is not the same 
when the liquid surface is curved as when it is plane. The calcula- 
tion of the vapour pressure at a curved surface was first given by 
Lord Kelvin.^ Let a fine tube be placed in a liquid, and let the 
whole be placed in a vessel from which air is exhausted, so that 
the whole space above the liquid becomes filled with it.s vapour 
and nothing else. 

Let the permanent level of the liquid be at A in the small 
tube, and at B in the vessel, and let us suppose the temperature the 
same throughout the apparatus. 

There is a state of equilibrium between the liquid and its vapour 
both at A and at B : otherwise evaporation or condensation would 
occur, and the permanent state would not exist. 

Xow the pressure of the vapour at B exceeds that at A by the 

' Regnault, Oomptes Hendas, tom. xxxix., 185i ; Mimuiixs ilc I'Accul. tom. xxvi. 

- /'»!/;/. Amt. Band cx.xix. p. 253, 1866. 

•' i’/'we. Huy. Sue. Kdtu., 7tli Fclmuiry 1870. The above diseus.sioti is taken from 
Clerk ilaxwell’s Theory oj Heat, eh.ij). xx. 
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pressuie due to a column of the vapour of the height AB. It follows 
that the vapour is in equilibrium with the liquid at a lower pressure 
'■/here the surface of the liquid is concave, as at A, 
than where it is plane, as at B. 

Let be the vapour pressure in contact with a 
plane surface, if. the pressure at B, let ]> be the 
vapour pressure just outside the licpiid at A, and let 
~ be the pressure just inside the liquid at A, then, 
if (r is the density of the vapour (supposed uniform), 
/) the density of the liquid, and h the height AB, 

j,„ - 

therefore 



Pi. 




But 


p- 57 = - 


2T 


where T is the surface tension, and r the radius of curvature of the 

surface at A, therefore, subtracting and reducing, we get * 

<r '2T 

P=P..-— ;• „ (1) 


In the case of a convex liquid surface, such as a spherical drop, the 
formula becomes 

<r _2T 
p- a r 




( 2 ) 


This explains why liquids, in vessels to whose sides they adhere 
closely, can be heated considerably above the boiling point without 
ebullition taking place, if the vessel is perfectly clean. For unless 
there are nuclei present which the bubbles can form on, the small 
bubbles which first form would condense unless the temperature were 
high enough for the vapour pressure to be able to support the internal 
pressure due to surface tension in addition to the atmospheric pressure. 
As soon as the temperature is high enough for bubbles to form, these 
will grow with great rapidity, a large volume of vapour is emitted 
and the temperature falls nearly to the normal boiling point. Thus 
the boiling is intermittent and violent in character. 

Similarly dust-free air may contain water vapour of a density 

* If we take into account tlie variation iu density of the vapour, we get tlie more 
accurate formula 

pR01ogJ''’=i,o-p + ^, 

whicli reduces to the above on exianding log {p„lp), neglecting the higher powers of 
p„-p, and putting -I p = '2p~(r'RS. 
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severa,! times as great as that necessary for saturation. For if a very 
small drop were to form it would evaporate unless the \ apour pressure 
were great enough to he in equilibrium with the curved surface. If 
drops of various sizes were present, the small ones would tend to 
evaporate and condense on the larger ones. 

C. T. E. W ilson has shown ' that if air containing water vajiour 
be freed from dust and supersaturated by a sudden expansion, a cloud 
or fog will form if the air is itniisnl by the passage of Rontgen or 
similar rays, and this will take place with a much smaller e.xjiansion 
than is necessary to produce condensation if the ray.s are absent. In 
this case the charged ions appear to act as nuclei for the condensation 
of vapour.] 

212. Empirical Formulae. — If the [iressure of a saturated vapour 
depends only on the temperature, some general relation between the 
pressure and the temperature, such as 

must exist. The form of the function will probably depend on the 
nature of the substance ; but no general law has yet been found. The 
first attempt in this direction was made by Dalton, who proposed the 
simple law that the vapour pressure increases in geometrical pro- 
gression as the temperature increases in arithmetical. This assumes 
that the relation between the pressure and temperature is of the form 

■p = aa^. 

or 

log p = bff-i- c. 

This formula, however, holds only for small limits of temperature 
near the point at which the constants are determined. 

Young - proposed a more general formula including three constants, 

viz. 

p~{ii + 

’ Phil. Trans, vol. clxxxix. ]). 265, 1S97. 

- Young, Nat. Phil. vol. ii. [r. 400. Youiig’b formula was adopted by several 
phvbieists, notably Creighton, Southern, Tiedgokl, and Coriolib. The form given 
by Tredgold was 

p _ / 0 + 1 ay 
10'' \ So ) , 

while that used by Corioli-. {Du calcul de I'ejfet des viachines, p. 58, 1829} was 
■p _ /l-0-0187Se\6-355 

760~V 2-878 ^^ / 

and the form given bv Dulong {iltin. de Vlustitut, tom. x. p. 230} was 

which holdb fairly well for water vapour up to 24 atmospheres. 
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where the constants n, h, w are to be determined by means of three 
experiments. 

Another formula suggested by Koche,‘ from theoretical considera- 
tions, belongs to the general type 

« 

where n., a, m, and n are constatits to be determined by experiment, 
and 6 is the temperature measured from any arbitrarily chosen zero. 
Koche’s form was 

1 ( 10 > 

760 

Finally, a more general formula was suggested by Biot,- viz. 

]i>j^ p ~ (( -t- -i 

where ". ", /i are determined l>y means of hve experiments, and 

is the temperature measured from any chosen zero — say the lowest 
of the five experiments used to determine the constants. 

Kegnault found that Young's formula might be used to rejjresent 
the results of experiments within a limited range, but that beyond 
these limits it had to be abandoned. 

The formula of lioche, however, which he used in the form 

'JO 

re25resente(l the whole series of experiments with considerable accuracy, 
but not (jnite so generally and precisely as the more general formula 
of Biot. W riting this in the form 

Kegnault found 

6-2640348. 

lug ?^ = 0-].3!»774-;. log 0 = 1-994049292, 

log (.• = 0-6924351, log ,3=1-998.343862. 

In the course of a series of investigations founded on a particular 
hypothesis respecting the molecular con-stitution of matter, Kankine^ 
arrived at the formula 

7 

■ RocliP ; ■■'Ci; Diiloiig .tipI Arago\ ileiuoir, iltni. de I'lnstilut, tom. x. ji. 227. 

- Hiut, Coniuiis-<iinfc Jia 'Ifnipa, 1844. The more general form « ould be 

wliere 0 UHMsurt-il from any olio'.en zt-ro. 

K.iiiknie, iahurtfk Nftf PhiK Journal. July 1849, 
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wlieie 0 is the absolute teiii])ei'ature. This formula, accoriliiu; to 
Raukine, represents the rvhole series of Re*;nault’s ex])ei'iments from 
- 30 C. to 230' C. The values of the constants determined from 
three experiments were, for water vapour 

a = 7-S31217, log ,1 = 3-1851001. log 7 = r,'OS2717t!. 


Rankine also proposed the equation 


pc \ — constant 

for the steamdine of water substance, v being^ the .specific volume of 
the saturated vapour. 

[In 1820 Young propo.sed the simple formula 

... . ll) 


If we take 0 as representing absolute tcnpierature here, then, if 
two different substances have the same vapour prt'ssun; p at the 
temperatures 0' and 0" respectively, we get 


whence 



15' 
H ■ 


e'_ 1 

H"' 1!" 


U' aA' -A'-h';. 


so that the ratio O' 0 ' of the temperatures at which the vapour 
ju'essures of the two substances are the same is a linear function of 
the temperature 6)' i)f one substance. This approximate formula hits 
been a23plied by Ramsay and Young ' to deduce the va])our jjressure 
of any substance from those of a standard substance bv means of two 
observations to determine the constants. 

Kirchhoff- in 1858 and R,-inkine in 18GC imlejiendently suggested 
the formula 

log /y- A-Sy-U log t» ,2) 

which, as it has three constants to be determined by experiment 
instead of two, can be made to rejn-esent the facts more closely. 

The formuhe (1) and (2) can be arrived at by theoretical con- 
siderations. If we write the characteristic equation of the vajiour, 
after Callendar, in the form (see Art. 2-to) 

Re f 

' Re-^ 

and neglect the last term, since it is small for high tennieratures, and 


' riuL Mn.j.. 1887. 

roiiil. Ann. Bii. ciii. ji. 18.5, 1S.5S. 
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if we put for v the specific volume v., of the saturated vapoixr, and for 
a the specific volume Cj of the liquid (which is probably in most cases 
a fair approximation), we get 


KO 


Combining this with the thermodynamic equation (5) of Art. 346, viz. 



we obtain 

(Ip \j (/0 
■p R 0 ' 


Assuming L 
integration, 


constant a.s a first approximation, this equation gives, on 


log 


Rle,, e;’ 


which is Young’s formula. A closer approximation is got by takin 
L to be a linear function of the temperature, as in Art. 197, and th 
leads to Kirchhoft’s formula.*] 

* Tli(' foregoing is from the article ‘•Vaporisation," hy H. L. Callendar, Eneii. 
Brit. 1 0th ed. 190-2. 


’ aq 



SECTION IV 


VAPOUR DENSITIES 

213. Definition of Vapour Density. — The density (jf any substance 
generally means its weight per unit volume, taken at some standard 
pressure and temperature. The specific gravity of a substance, on 
the other hand, is expressed by the ratio of the weight of any' volume 
of the substance to the weight, under given conditions, of an equal 
volume of some standard substance chosen for the sake of reference. 
The standard substance usually chosen is water, so that the specific 
gravity of a substance is the ratio of its density to that of water. 
Now if the weight of unit volume of the standard substance (water at 
4° C.) be taken as the unit of weight, then the density of this 
substance will be unity, and the density of any other substance will 
be expressed by the same number as its specific gravity. This plan 
is adopted in the C. G. S. system, in which the unit of weight 
(1 gramme) is taken as the weight of a cubic centimetre of water 
at 4" C. 

What is generally' spoken of as the density of a vapour is the 
weight of any volume under given conditions of temperature and 
pressure, compared with the weight of an equal volume of dry' air 
(sometimes hydrogen) under the same conditions. This, then, is not 
the density of the vapour, in the correct sense of the word, but rather 
its specific gravity — air at the same pressure and temperature being 
taken as the standard of comparison. 

Let w be the weight of a volume r of vapour at a pressure p and 
temperature 0. Let be the weight of air per unit volume at 0 C., 
and a pressure of 760 mm. Then the weight of a volume v of air at 
temperature 0 and pressure p is 


Consequently by definition the vapour density' is 
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//• /r 760 0 
//■' 273 


( 1 ), 


where ir, = 0’001293 gnuiime per cubic centimetre. Hence in order 
to meiisure p we re(piire the volume, temperature, and pressure of a 
known weight of the vapour. 

The result of a single exjieriment furnishes the vapour density at 
the temperature and ju-essure under which the experiment was made. 
If the vapour obeys the laws of Boyle ami Charles (or rather obeys 
them to the same extent that air does), then the vapour density thus 
determined will always be the same whatever the pressure and tempera- 
ture. For in this ease we shall have y<i'=E( ) in the equation for p, 
and consequently 

II- 7t)0 


which is independent of ])ressure and temperature. 

If, therefore, it were found by experiment that /) remains constant 
as the pressure and temperature are varied, we should conclude that 
vapours up to their [)oint of saturation obey the laws of perfect gases. 
It is found, however, that this is by no means the case. As a vapour 
approaohe.s its point of condensation, its density, as defined above, 
increases. That is, for a given increase of pressure there is a greater 
diminution of volume, at cotistant temperature, than if Boyle's law 
were obeyed. In other words, the product pr is not constant at con- 
stant temperature, but diminishes as the pressure increases. 

Xo perfectly general and accurate law connecting the pressure, 
volume, and temperature of a vapour, or gas, u]) to its condensing 
point has yet been discovered. Sufficient experimental work has not 
been executed in this dej)artment to lead to the deduction of any law 
possessing complete generality. Several formula* have however been 
ju-opo.^ed which apply to the fluid state with more or less precision. 
These will be considered later on (Section VII.). Up to the time 
of the experiments of Fail bairn and Tate (1860) no direct observa- 
tions of vapour densities at the point of saturation had been made. 
The method jireviously employed consisted in making an ob.servation 
of the density at some definite temperature and pressure, and deducing 
the density at all other temperatures and pressures (even that of 
saturation) on the suppo^-ition that the va2tour obeyed Boyle’s law. 
This method, though obviously inaccurate, is practised in most ordinarv 
work up to the jrresent day ; we shall, therefore, describe some of the 
methods which have been eiiqiloyed in the investigation of vajiour 
densities. 

214. Gay-Lussac’s Method. — The method employed liy Gay- 
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Lussac ^ was exceedingly simple, and specially suitable for the measure- 
ment of the vapour densities of volatile liquids. For liquids, however, 
which have a high boiling point the method fails. The apparatus is 
shown in Fig. 116, and although it has becTi superseded by more 
accurate forms it sufficiently illustrates 
the principle of the method. It consists 
of an iron dish containing mercury in 
which a tall graduated glass tube AB 
filled with mercury is inverted barometer- 
wise. This tube is surrounded by a glas.s 
cylinder ojien at both ends, which is 
filled with water, and can be heated so 
as to keep the inner tube at a fairly 
fixed temperature. The apparatus being 
ready for ex})eriment, a weighed <piantity 
of the liquid under investigation is sealed 
uj) in a small glass bulb, or [daced in a 
small stoppered phial, which is slipj)ed 
under the mouth of the inner tube. 

When let go it rises through the mercury to the top of the tube, 
where, under the diminished pressure and increased temperature, 
it bursts, and the liquid is all vaporised if the temperature is 
sufficiently high, or the space above the mercury sufficiently large. 
This being secured, the volume occupied by the vaj)our is read oil' by 
means of the graduations on the tube, and the pressure is determined 
by measuring the ditferonce of level between the mercury in the tube 
and cistern. 

The tenii)erature is taken as that of the bath, which should be 
constantly stirred to secure uniformity. Stirring, however, will cause 
oscillation of the mercurial columns .since the water rests on the 
mercury, and for that reason the apparatus is open to the same objec- 
tion as that of Dalton for determining the pre.ssures of saturated 
vapours. The difference of level between the surfaces of the mercury 
in the tube and cistern is determined by means of a cathetometer, and 
a vertical screw pointed at both ends. The length of this screw is 
accurately determined, and the lower end is placed in contact with 
the surface of the mercury in the cistern. The difference of level 
between the surface of the mercury in the tube and the uppei' end of 
the screw is determined by means of a cathetometer, and this, added 
to the length of the screw, gives the elevation of the mercury in the 
tube over that in the cistern. This colunm corrected for temperature 
‘ Gay-Lubsac, Ann. </<• C/iimie. tom. I.xx.n;. j.. 218, 1811. 
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and subtracted from the height of the barometer, also corrected for 
temperature, gives the pressure of the vapour. 

The pressure, volume, and temperature of the vaj)our being thus 
known as well as its weight, the density is found by means of the 
formula of Art. 213 — - 

7H07rB 

'' '0-001293 X 27.3^«>' 

By varying the temperature of the bath or the quantity of liquid, 
the vapour density at ditt'erent stages approaching 
the point of saturation may be determined, and 
a comparison of the results will indicate the extent 
and nature of the departure from Boyle’s law. 
At high temperatures, however, the tension of the 
mercury vapour becomes considerable, and this 
method becomes inapplicable. 

The apparatus of Gay-Lussac has been modified 
and improved by Hofmann. In the new form 
(Fig. 117) the vapour tube is about 1 metre 
long, so that the vapour is contained in the 
vacuum of a barometer tube. The w'ater bath is 
replaced by a steam jacket (o/), so that a constant 
definite temperature may be maintained. The 
liquid is enclosed in a very small stoppered bottle 
which rises to the surface of the mercury, and 
under the diminished pressure the stopper is ejected 
and the liquid evaporates. Other vapours than 
water may be used in the vapour jacket, or the 
water may be boiled at other pressures than that 
of the atmosphere, by attaching the tube d to an 
air-pump by means of which the pressure inside 
the jacket may be varied, and different definite 
temperatures are thus at our disposal. Since in 
this form the liquid evaporates in a Torricellian 
vacuum, the vapour is formed under a much lower pressure than in 
Gav-Lussac's apparatus, .so that the vapour density of a liquid which 
boils in air, say at 150° C., may be determined by use of the steam 
jacket. This is of great importance in the case of those substances 
which decompose at their boiling point under ordinary atmospheric 
pressure. 

215. Regnault’s Investigations. — The principle of the method 
employed by Regnault ’ in his study of vapour densities was the same 

^ Regnault, Aiiii. dt Chimic el de Plnjsiiiiie, -5“ sii., tom. xv. p. 1 11, 1S45. 
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as that of Gay-Lussac, hut the apparatus was diffeieut iu several 
respects, being similar to that used iu his experiiueiits on the pressure 
of saturated vapours (Fig. 107). A weighed (pi-antity of the liquid 
was sealed up in a sm<all bulb, and placed in the globe of the vapour 
chamber. The barometer tube rvas dispensed with, and the vajiour 
tube was attached at its lower end to another vertical tube, open at 
its upper end, so that the two tubes thus joined formed the two 
branches of an open-air manometer. The surface of the mercury was 
always kept at a constant level in the vapour tube, so that the 
apparent volume of the vapour was always the same. 

This volume being accurately known at one temperature, the 
volume at any other temperature is ea.sily <lediiced from the known 
coefficient of expansion of glass. The weight of licpiid was previously 
determined, so that it could be completely vaporised in this space 
at the temperatures employed. The pressure due to the residual air 
left in the apparatus was accurately determined before the vaporisa- 
tion of the liquid, and this, corrected for change of temperature 
and subtracted from the pressure indicated by the apparatus, gave the 
pressure of the vapour. Being thus furnished with the pressure, 
volume, temperature, and weight of the vapour, its density may be 
determined as above. 

The advantage of this form of apparatus over Gay-Lussac's lies in 
the structure of the bath, which could be constantly agitated and 
maintained at a uniform temperature throughout without disturbing 
the mercury. 

Eegnault’s first series of experiments related to the density of 
water vapour at 100' C., and under pressures not greater than half 
an atmosphere. AVithiu these limits he found that Boyle’s law was 
very closely obeyed. 

The second series of experiments investigated water vapour under 
feeble pressures and near the ordinary temperature of the air. From 
this series he concluded that Boyle's law might be applied up to a 
saturation fraction 0'8. The departure from the law after this point 
he thought might be due to anomalous condensation arising probably 
from contact with the walls of the vapour chamber. 

The third series dealt with the density of water vapour in air at 
its saturation point between 0 and 25 C., the conclusion being that 
Boyle’s law was obeyed u]) to the point of condensation without very 
serious error. 

216. Meyer’s Method. — The method designed by \ ictor Meyer 
depends on an ingenious device for measuring the volume of the 
vapour. The apparatus is shown in Fig. 118. It consists of a 
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cylindrical bulb B furnished with a long narrow stem, from which a 
fine tube branches off near the top and dips under the surface of 
a basin of mercury. Immediately over the end of this branch tube 
a graduated glass tube D filled with mercury is inverted barometer- 
wise in the basin of mercury. 

In making an experiment, the bulb B is heated by immersion in a 
bath to the temperature at which it is desired to make the experi- 
ment. During this operation the air within the 
bulb expands, and may be allowed to escape into 
the air through the side branch, over the end of 
which the tube D has not yet been inverted. 
When B has attained its stationary temperature 
the graduated tube D is inverted over the end 
of the branch, and a small flask containing a 
known rveight of the liquid under investigation is 
quickly introduced into B through the stoppered 
end C of the stem which is immediately closed. 

The temperature of the bulb being well above 
the boiling point of the liquid, the contents of the 
flask ai‘e vaporised at once, and the vapour thus 
quickly formed pushes the air before it through 
the side tube, whence it rises through the mercury 
into the graduated tube D. When equilibrium is 
attained a certain mass of air has been expelled 
which can be determined by observing its volume, 
pressure in the tube D. The result of the whole 
process is that the space previously occupied by this mass of air in 
the bulb is now occupied by a known mass of vapour at the same 
temperature and pressure. The relative vapour density is conse- 
quently found by dividing the mass of the vapour by the mass of the 
air displaced. 

In order to prevent fracture of the bulb when the small flask 
which contains the liquid is dropped in, some asbestos is placed at 
the bottom of the bulb. 

217. Dumas’s Method. — This method ‘ is specially adapted for 
the study of the vapour densities of substances which possess a high 
boiling point, and for which an apparatus involving the use of 
mercury fails. 

About lo or 20 grammes of the substance are placed in a thin glass 
flask B (Fig. 119) of about half a litre capacity, and furnished with a 
narrow stem p drawn out to a point. A glass flask may be used for 

* Dumas, Ayin. de Chimie et de Physique, 2® ser., torn, x.x.xiii. p. 337, 1826. 
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temperatures up to about 400° C., the point at which glass begins to 
soften. For higher temperatures a porcelain vessel may be employed. 

The flask is placed in a bath of oil, or some fusible metal, the 
temperature of which is well above the boiling point of the substance 
under examination. Wood’s fusible 
alloy is a very suitable substance for 
such a bath, as it fuses at 70 C., has 
a high boiling point, and gives off no 
fumes. 

When boiling sets in, the air is 
gradually expelled from the flask, and 
after some time nothing remains inside 
but the boiling liquid and its vapour. 

The temperature of the bath being well 
above that of the boiling liquid, a strong 
jet of vapour issues from the nozzle of 
the flask as long as any liquid is left 
within. When the liquid is completely 
vaporised the rapid escape of vapour 
suddenly ceases and the flask is left filled 
with vapour, which soon takes up the temperature of the bath. The 
nozzle is then hermetically sealed, and the flask is removed from the 
bath, allowed to cool, and its weight determined. 

This weight W is the sum of the weights of the glass flask and its 
contained vapour minus the weight of the air displaced by the flask. 
Denote these by 2 C,„ iv, and respectively, then 

W = /r -- 

Before the experiment the flask was weighed open, and its weight W' 
represented the difference between the weights of the flask and of the 
air displaced by the glass constituting it. Denoting these by and 
we have 

W' = 

Therefore 

W - W' = jr - (i/'„ - 



Fig. 11", 


The last term on the right-hand side of this equation is the weight 
of the quantity of air which will fill the flask at the temperature 
and pressure of the atmosphere when the weighing was conducted. 
Hence if r,, is the internal capacity of the flask at zero, 6*’ C. and 
H the temperature and pressure of the air at the time of weighing, 
we have 


tC,i 




= 0‘001293 


Vn(l +?9) 
\+a9 


760’ 
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where ;/ :uul a are the coefficients of expansion of glass and air 
respectively. Hence the weight of the vapour is 


W \V' t 0-0012ii:: 




I -t aif 700 


Now this weight of vapour tilled the flask at the temperature of the 
hath and the pressure of the atmosphere at the time of sealing the 
tiask. The volume, pressure, and temperature of a known weight of 
the vapour are therefore known, and its density is determined by the 
ordinary formula. 

On account of the great length of time required to complete an 
experiment by this method the weights W and W' are determined at 
times when the pressure and humidity of the air may difl’er consider- 
ably, and correction in this respect may be necessary. Further, 
in applying this method great care should be taken to procure the 
substance under investigation as pure as possible. If any impurity 
of a higher boiling point than the substance be present, then the 
substance whose vapour density is sought will vaporise first and the 
impurity will remain behind to the last, so that the vapour density 
determined will be that of the impurity or of an exaggerated mixture 
of the impurity and the substance. 

If during ebullition the flask is connected with a partially exhausted 
chamber, the temperature of ebullition will be greatly reduced, and 
a moditication similar to that applied by Hofmann to Ha_y-Lussac’s 
apparatus will bo introduced. This method of operation has ))een 
used by Haberinann. 

MM. Henri Sainte-Claire Deville and L. Troost,* by using a porce- 
lain Hask, the nozzle of which could l)e sealed by an oxyhydrogen 
blowpipe, have determined the vapour densities of some sub.stances 
having very high boiling points. Stationary temperature Ijaths were 
obtained by employing the vapour of such substances as mercury, 
which boils at C., sulphur 440 , cadmium 860 ', and zinc 1040 . 
The flask was placed inside the ve.ssel in which the vapour was gener- 
ated, and was protected from radiation to the walls of it by being 
surrounded by a diaphragm of wire gauze. 

218. Density of Saturated Vapour —Experiments of Fairbairn 
and Tate. —In order to determine the density of a va2)our at 
the iwint of saturation with accuracy, it is not legitimate to find 
the density of the superheated vapour and then deduce that of the 

1 DoviUe and Troo>t, Coui/Uea Hi-ikIus. tom. \h. p. 821 ; .uid de CMmir it 
de Physique, a- s«'t.. tom. Iviii. p 2.o7, 1S60. [Tl,p I, oiling points of mercury, 
sulphur, etc., here given are the iiuiiiheis .assumed by Deville and Troost in the'ir 
experiment;?.] 
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.saturated vapour, on the assumption that Boyle’s laiv is obeyed uj) to 
the point of condensation. The great difficulty to he overcome in the 
direct determination of the den.sity of a saturated vapour lies in the 
accurate observation of the volume of a given weight of the vapour 
when saturated, or exactly at the condensing point. 

The principle of the method employed by Fairbairn and Tate ' for 
this purpose is illustrated by Fig. 120. Let A and B bo two ecpial 
globes connected, as shown in figure, by a tube containing mercury, 
and let A and B contain dift'erent quantities of a liquid. For example, 
let A contain 20 grammes and B .'10 grammes, and let the apparatus 
be placed in a bath the temjrerature of which can be gradually raised. 
As the temperature I'ises, more and more of the li(piid in each bulb 
gradually passes into the state of vapour ; but as long as any li((uid 
remains in each the pressure will be the same in both, namely, the 
saturated vapour pressure for the temperature of the bath. A point 
will, however, be reached at which all 
the liquid in A will be vaporised and 
some liquid will still remain in B. 

Up to this point the level of the 
mercury in the arms of the connecting 
tube remains fi.xecl. A small ditference 
of level, arising from the ditference 
of weight of liquid in the two arms, 
exists, and remains constant till all the li(pnd is vaj)orised in one of 
them. Beyond this point the vapour in A will become superheated 
and obey the gaseous laws approximately, but the vapour in B will 
be saturated as long as any liquid .still remains. The pressure in 
B will now increase much more rapidly than that in A, so that the 
mercury will rise in the arm A. This takes place because the pres- 
sure of a saturated vapour increases more rapidly with temperature 
than that of a superheated vapour. 

Hence, if the temperature be noted at which the mercury just 
begins to rise in A, then it is known that at this temperature the 
liquid in A is all vaporised and just beginning to be superheated. 
The volume of the bulb being known and the temperature noted, the 
pressure may be found from a table of saturated vapour pressures, or 
it may be found directly by any form of pressure gauge, so that the 
data for finding the density of the vapour at the saturation point are 
complete. 

The experiments were conducted by means of the apparatus shown 

' Fairbairn ami Tate, Phil. Truns., 1S60, p. IS,'. ; ami Phil. -V»./. vol. .\xi. 1861. 
p. 230. 
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in Fig. 121. A known weight of water was placed in a glass globe 
A, which was about 14 cm. in diameter, this globe was furnished with 
a stem about 80 cm. long and 1 cm. wide, the end of this stem dipped 
undei- the surface of some mercury contained in a glass 
tube which surrounded the stem of A, and was firmly 
jointed to a metal reservoir B enclosing A. This reservoir 
and the tube contained some water, so that the interior 
of B was saturated with water vapour at all the tem- 
peratures u.sed in the experiments. The pressure of this 
vapour was roughly measui'ed by a pressure gauge G, and 
the temperature was registered by means of a ther- 
mometer exposed naked to the vapour, and corrected 
for the effect of pressure. The temjierature being known, 
the exact pressure can be found from Regnault’s tables 
of vapour pressures. A nozzle p allows of the steam 
being let off' at pleasure. 

The apparatus was heated by placing the end of the 
tube C in a .sand bath, and B was at the same time heated 
by a gas burner. All the air was expelled from B by 
boiling for some time with the nozzle p open, and in 
order to ensure that A should contain no air it was filled 
with mercury, and inverted with the stem under mercury 
before the licpiid was introduced. As long as any liquid 
remains in A the vapour pressure will be the same in B and A, and the 
level of the mercury in the .stem of A will remain fixed, but as soon as 
all the liquid in A is vaporised the mercury will rise in the stem. 
Before this point the mercury stands somewhat higher inside the stem 
than outside, on account of the weight of the column of liquid in the 
tube oh. The volume of A being known up to any point in the stem, 
and the pressure and temperature at which the mercury just begins to 
rise in the stem being determined, the data necessary for the estima- 
tion of the density of the saturated vapour are at hand. In order 
to determine the saturation point most accurately the vapour in A 
was superheated 10’ or 20 above the point of saturation, and the 
difference of level nh of the mercurial columns was noted with a 
cathetometer. The temperature was then gradually reduced, and the 
determination of the saturation point was taken from the observations 
on the mercurial column when falling in the stem of A rather than 
when rising. 

The results of these experiments show that the density of satu- 
rated vapour is invariably greater than that deduced from the laws 
of gases. 



Fig. 121. 
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If V denotes the specific volume of the saturated vapour — that is, 
the volume per unit mass — then, according to the authors of these 
experiments, the relation between p and v may be written in the form 


b 

V = (l-\ . 

2> + c 

The values of the constants deduced fiom the experiments were, if 
is measured in millimetres in mercury. 


B =25-62 + 


1257605 

j>+18-29‘ 


Near the point of saturation the coefficient of expansion was almost five 
times that of air, but it gradually approached that of air with super- 
heating. 

219. Later Experiments. — The determination of the densities 
of saturated vapours was undertaken more recently by M. Perot.i 
Two methods of experiment were adopted, both of which depended in 
principle on the isolation and weighing of a certain volume of the 
saturated vapour. In the first method a glass globe A, similar to that 
used in Dumas’s method (Art. 217), was placed inside a closed vessel 
B, connected with an air-pump. Dry air was repeatedly admitted to 
and pumped out of B, so that both B and A were thus carefully dried. 
Finally, the vessel B was exhausted as closely as possible, the residual 
pressure being only i mm. In this process the flask A became 
exhausted also. The liquid under investigation had been previously 
sealed up in a glass bulb and placed in B. The temperature w'as now 
raised till the bulb burst, and the vessel B, together with the flask A, 
became filled with saturated vapour. The temperature was now 
maintained constant for some time, and the nozzle of the flask A was 
then sealed up electrically. This being done, A was taken out and 
weighed. This gives the weight of the vapour contained, and hence 
its density may be found. 

In the second method two chambers A and B were connected by 
a tube furnished with a stopcock. The vapour was generated in one, 
A, and w-hen the tap was opened the other chamber, B, became filled 
with saturated vapour. The tap was then closed, and the vapour 
drawn off from B by means of an aspirator into drying tubes and 
weighed. The weight of the saturated vapour, which filled the chamber 
B was thus determined, and its density calculated in the ordinary 
way. 

M. Perot found that the two methods gave very concordant 
results. Thus the specific volume of ether vapour at .30 C. by the 
* I’erot, Jimnial (h- Phijsiqiie. "2'^ sir., tom. vii. p. 1-29. 1888. 
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first method was 400 c.c., while by the second the specific volume at 
.30 '02 C. was 399'9 c.c. In the case- of water, temperatures much 
above 100" C. could not be employed on account of the solvent 
action of water vapour on glass at high tem23eratures. In the case 
of ether the results of the exi)eriments were reitreseiited by the 
formula 

/■ = 400 -4 2 - 1 5 •7.:i94« + 0 
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MIXTURES OE GASES AND VAl’OURS 

220. Evaporation and Vapour Pressure in a closed Space 
occupied by a Gas — Dalton’s Experiment. — The first trustworthy ex- 
periments on the formation of vapours in spaces already occupied by 
air or other gases were executed by Dalton with an apparatus similar 
to that depicted in Fig. 122. An air-tight glass flask was fitted with 
a barometer AM and a delivery tube C, which communicated with an 
air-pump by means of which the flask could 
be exhausted or the pressure of the gas 
within it modified at pleasure. A funnel 
B, furnished with a tap, contained a quantity 
of the liquid under experiment, and by open- 
ing the tap a small quantity of the liquid 
could be passed into the flask in order that 
its vapour might be studied. If the flask 
is exhausted, the first drops of liquid are 
vaporised immediately after admission ; but 
if the interior is occupied by air or anj’ 
other gas the evaporation takes place much 
more slowly, and the greater the firessure 
of the gas the more slowly does the evapora- 
tion take place. In a vacuum the evapora- 
tion is rapid, and the vapour quickly attains 
its maximum pressure ; but when air or any F't- 

other gas is present, the vapour pressure gradually increases, and its 
progress may be observed by means of the barometer AM with which the 
flask is furnished. As the evaporation progresses the barometer rises, 
showing that the pressure within the flask is increasing ; and as the 
volume of the flask and the quantity of gas within it remain fixed, 
this increase of pressure must be due solelj' to the formation of the 
vapour, and may be regarded as the vapour pressure. The total 
pressure within the flask, from this point of view, is regarded as the 

100 
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Gay- 

Lussiic. 


sum of the initial pressure of the gas and that of the vapour, and 
Dalton found that the increase of pressure ultimately produced by the 
evaporation of a liquid in such a closed space is the same whether 
the space be filled with a gas or empty, and that this increase is equal 
to the maximum vapour pressure of the liquid for the temperature at 
which the experiment is made. In other words, if a space of fixed 
volume be initially filled with a gas at pressure p, and if a quantity 
of liquid, whose maximum vapour pressure at the temperature of the 
experiment is F, be introduced into the space and allowed to evaporate 
so as to saturate the space, then the final pressure within the space 
will be 

P=;.-t-F. 

The results arrived at by Dalton were subsequently confirmed by 
Gay-L>issac with the convenient form of apparatus shown in Fig. 123. 
One of the arms AB of an open-air manometer is furnished with a 
stopcock F, over which a funnel, also furnished 
with a tap G, can be screwed on. The pin of 
the tap G is not pierced through with an aper- 
ture so as to permit of a continuous flow of liquid 
from the funnel above, but is merely furnished 
with a cavity 0 which when turned upwards 
becomes filled with the liquid contained in the 
funnel, and when turned downwards discharges 
itself into the arm AB below. Thus each time 
this tap is turned the full of the cavity of liquid 
is introduced into the space below, and by this 
means a known quantity of liquid may be placed 
in the arm AB at any time. 

In making an experiment the apparatus is 
first thoroughly dried by means of a current of 
dry air, and it is then filled with mercury. 
Some dry gas is then admitted into the arm AB 
by placing the tap F in connection with a 
reservoir of the gas, and permitting the mercury 
to escape through the tap E. These taps are 
finally closed, and the pressure and volume of 
the gas in the arm AB noted. Drops of liquid are then introduced by 
the tap G, and as they evaporate the mercury rises in the arm CD 
and falls in AB, until the space A becomes saturated. The vapour 
has now reached its maximum pressure, and no increase of pressure 
is produced by the further introduction of liquid. 



Fl-. l'J3. 
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In this form of the experiment the conditions are not exactly the 
same as in the experiment of Dalton, for here the space occupied by 
the gas and vapour increases as the pressure rises, while in Dalton’s 
experiment the si^ace remained constant. Hence, if p and v he the 
initial pressure and volume of the gas, its pressure p, after the forma- 
tion of the vapour in the experiment of Gay-Lussac, when the volume 
has increased to v, will be p = pv r, the temperature being constant, 
and the final pressure will not be p -e F as before, but will be 

p=/+F=''r+F. 

r 

By observing the pressures P and p and the volumes v and r' the 
vapour pressure F can be found. The results of the experiments of 
Gay-Lussac confirmed the conclusion of Dalton that the vapour exerted 
the same pressure whether in a vacuum or in presence of a gas or 
mixture of gases, the total pressure of a gaseous mixture being the Dalton’s 
sum of the pressures which the constituents would exert in the space 
if they occupied it separately. It was therefore concluded that, at 
least as far as the resultant pressure is concerned, the mixed gases are 
without influence on each other. 

These experiments were not sufliciently numerous or accurate to 
establish the general truth of Dalton’s law on a sure basis. A priori 
the law does not appear probable, for if several liquids be admitted 
simultaneously into the flask in the experiment of Dalton, each should 
produce its maximum vapour pressure independently of the others, 
and by increasing the number of liquids the total pressure within the 
flask could be increased indefinitely. The law can therefore be only 
approximately true within certain limits, and M. Kegnault ^ was Regnault. 
consequently induced to investigate the behaviour of mixed gases and 
vapours more closely and completely. The apparatus employed was 
the same as that used in the determination of the pressure of 
saturated vapoui’s. Having determined the maximum vapour pressure 
in a vacuum between zero and 40° C., he repeated the same measure- 
ments when the apparatus contained air or nitrogen, and constructed 
a table of the maximum vapour pressures in presence of these gases : — 

' Regnault, Ann. dc Chiniie. ct dr Physique, 3« ser., tom. xv. p. 129, 1845. 
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i 

Viij>i)iii 

Pressure. 


'lll}>t‘l<ltuit*. t 

- -- 


IiiIIeiciiL'i' 


III All. 

j In ;i V.icuiim. 

, 


niiii. 

i 

! iiini. 

j 

mm. 

0 

4-47 

4-60 

0-1. -1 

l.'i-OO 

12-38 

12-70 

i 0-32 

21-07 

1S-2S 

’ 1 S-5S 

' 0-30 



' 2-1-14 

0.40 

;n-oo 


.•13-41 

0-14 

:r.-97 


44-13 

0.74 

.■IS- 00 

48-70 

49-30 

! O.60 


In N'ltioi,'!*!! 



0 

4-31 

4 HO 

0-29 


13-29 

14*0H 

0-67 

2M6 

18-61 

19-03 

0-42 


23-71 

24-27 

' O-.'iH 


35-92 

:5H*;?8 

0-46 

37-71 

47-80 

; 48-63 

C-S3 

39-81 

53-72 

1 54-36 

j 0-64 


This, table sliotvs tliat the vapour pressures in the gas are very 
nearly ecpial to, hut a little less than, the eorresjtoncling maximum 
pressure in a vacuum ; and as the measurements in both sets of experi- 
ments were made with the same apparatus, this diflerence cannot be 
attributed to the ap{)aratus. Eegnatdt feared that the oxygen of the 
air attacked the mercury, and for this reason he also employed nitrogen, 
but found the same diflerence, so that he was forced to the conclusion 
that the vapour pressure is a little less in a gas than in vacuo. 
Kegnault thought this did not militate against the possible truth of 
Dalton's law, but considered that it might be ex])lained by the con- 
densation on the walls of the vapour chamber, and perhaps to some 
extent by the slowness of evaporation in a gas which prevents the 
final stage being reached. This view appeared to be confirmed by the 
Herwig. subsecpient work of Herwig.' In order to determine the intluence of 
the chamber walls Herwig introduced a small quantity of liquid into 
the vapour chamber, so that the space was not saturated. He then 
gradually dimini.shed this space till the vapour became saturated, and 
further diminution produced condensation. With certain liquids, such 
as alcohol and bisulphide of carbon, the corresponding pressure was 
the .same as the maximum vapour pressure ; but with others, such 
as ether and water, the pressure continued to increase after the 
first appearance of dew ;is the capacity of the vapour chamber was 
decreased.- This effect was more marked as the tempei ature was lower. 

* Herwig, .hin. B.incl e.^xxvii. ji. .-)92, 1869. 

- [Several foreign pIiy.'?ieiMt» have stated that the pressure of a saturated vapour 
deiiends sliglitly on the relative volumes of liquid and vapuui. Profe^.sor.', Kauisay 
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The foregoing experiments show, within the limits to which they 
were carried, that when a space already occupied by air or any other 
gas is saturated with a ^'apour, the jjressure exerted by the vapour is 
practically equal to the maximum pressure which the vapour wmild 
exert in vacuo at the same temperature. It was for this reason 
assumed by Dalton and his followers that the vajmur density in the 
gas — that is, the weight of vapour per unit volume — was the same as 
in vacuo. This, however, cannot be assumed as a consc(pience of the 
fact that the pressures are the same. The point remained to be 
tested by experiment. The question was finally settled in the affirma- 
tive by Eegnault.* Air saturated with water vapour was drawn by 
means of an aspirator through a system of drying tubes as in the 
chemical hygrometer (Art. 229). The volume of air drawn through 
the tubes was measured by the (piantity of water which escaped from 
the aspirator, and the weight of moisture contained was calculated by 
weighing the drying tubes before and after the experiment. The 
following table after Regnault shows how closely the observed and 
calculated weights agree ; — 


, 

' Weil 

;lit ot Vapour. 


Tt^inperaturp. 



Dirtei’eiice. 

Calculated. 

Observed. 



0 

0-27:1 

0-273 

0-000 

5-S5 

0-424 

0-424 

0-000 

12-SS 

0-660 

0-6.5:l 

0-007 

14-65 

0-736 

0 - 7:11 

0-005 

20-57 

l-OUl 

l-Oln 

O-OO.l 

25-11 

1-328 

1-:J1.5 

0-013 


We conclude, therefore, that at least within certain limits in a space 
already occupied by a gas a liquid ultimateh' evaporates to the same 
extent as in a vacuum, the process being merely more slow. 

221. Dalton’s Law. — When several gases which have no 
chemical action on each other are contained in the same vessel, the 
pressure of the mixture may be determined by means of a simple 
rule known as Dalton’s - law. According to this law the pressure of 
a gaseous mixture on the walls of the containing vessel is equal to the 

and ’\'oinig have touiid no sueli etl'cet wlien great care wa.s used to enqili.y perfectly 
pure materials, both in the vapoiir elianiher and the bath used to keep its temperature 
constant. The presence of veiy .-.niall ijuantities of inqmrity were siillieieut to pro- 
duce the eifect stated. See Phil. Mag.. Fehnniry and December 1S94.] 

1 And. <le Chimie. S'-' s/r., tom. xv. p. 129, 1S45. 

Dalton, Mcnwirs of MiiiiAusti-r Phil. .SV.. vol. v.. Ib02, p. 51.3. 


Vuijour 

(len-'ity. 
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sum of the pressures which the constituents would exert if each 
occupied the vessel separately. According to Dalton’s view each 
gas in the mixture may be considered as diffused throughout the 
w’hole vessel, so that all occupy the same volume, namely, the whole 
chamber. 

If the gases be taken as ideal substances obeying Boyle’s law, and 
if the molecules in the mixture are outside the sphere of each other’s 
attraction — that is, if they move about independently of each other, 
except in so far as collisions may occur, then the bombardment on the 
walls of the containing vessel by the molecules of the mixture will be 
equal to the sum of the actions which would be exerted if each gas 
occupied the whole space separatel}'. There will, however, obviously 
be a limit beyond which the law will cease to be true and become 
more and more inaccurate. If the number or the quantities of the 
gases in a given space be greatly increased, or, what is the same thing, 
if the space occupied by a given mixture is largely reduced so that the 
pressure of the mixture is great, then the molecules will not possess 
the freedom of motion necessary for the truth of the law. They will, 
under the great pressure, be brought into such close proximity that 
the motion of any molecule will be influenced by the others. The 
free path will be lost to some e.xtent, and the molecular motion will 
begin to acquire the characteristics of that which occurs in a liquid. 
Boyle’s law will be more and more departed from, and as a consequence 
Dalton's law will also cease to be true. 

If, however, the gases are far removed from their condensing 
points, so that we may assume Boyle’s law to hold for each con- 
stituent as well as for the mixture as a whole, then the sum of the 
products pr for the constituents will be equal to the {uoduct P7 for 
the mixture, or 

+ • • • =TV. 

If, now, each gas is diffused throughout the whole chamber, as Dalton 
supposed, then 

rj=: <‘2=r3 = etc, = V, 
so that the equation becomes 

Vi^i, -Pi + etc. ) = PV. 

or 

— that is, the whole pressure is the sum of the partial pressures. 

If, on the other hand, the gases are superimposed on each other in 
layers, they will have a common pressure P and 


V. 
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But in this case we have also 


so that 







P 


etc., 


— that is, the total pressure P is equal to the sum of the pressures 
which the gases would exert if they each occupied the vessel sepa- 
rately. 

In the case of vapours the law is approximately obeyed within 
certain limits and with certain restrictions. In 1815 Gay-Lussac' 
found that the vapours of alcohol and water mix like two gases which 
have no action on each other, the density and pressure of the mixed 
vapours agreeing closely with that deduced according to Dalton’s law. 

In 1836 Magnus - proved that when two liquids which do not mix 
are introduced into the vacuum of a barometer tube, the pressure of 
the mixed vapours at any temperature is equal to the sum of the 
vapour pressures of the two liquids. But when the liquids possess 
the property of mixing with each other, the behaviour of the vapour Mixtures, 
is greatly modified. . The pressure of the mixed vapours is no longer 
equal to the sum of the pressures of its constituents acting separately, 
but is always less than this sum, and often less than the vajwur 
pressure of the most volatile constituent. This appears to contradict 
the observations of Gay-Lussac on the pressure of the mixed vapours 
of alcohol and water ; but, as Magnus has pointed out, the conditions 
under which Gay-Lussac’s experiment was made differed from those 
by which these conclusions were established. In Gay-Lussac’s ex- 
periment the mixture of water and alcohol was completely vaporised, 
whereas in those of Magnus an excess of the mixed liquids was always 
present in contact with the vapour. 

The matter was subsequently investigated by Regnault" in his 
work on the elastic force of vapours, and his experiments confirmed the 
conclusions of Magnus. Thus it was established that the pressure of 
the vapour of a mixture of two or more liquids which do not mutually 
dissolve each other was equal to the sum of the vapour pressures of the 
constituents considered separately, at the same temperature ; but 
volatile liquids which mutually dissolve each other gave a complex 
vapour pressure which was always less than the sum of the vapour 
pressures of its constituents. Thus when water is mixed with a 
substance, such as suljjhuric acid, which is said to have a strong 

^ Gay-Lussac, Ann. da Chimie, tom. xcv. p. 314, 1815. 

- Magnus, Puijy. Ann. Band xxxviii. p. 488, 18.36. 

■' Regnault, Mt'm. de 1' Acadiniie, tom. xxvi. p. 722. 
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“ affinity ’ for it. the vaj)onr pressure of the mixture diminishes as the 
proportion of acid is increased. A weak solution has nearly the same 
vapour pressure as pure water, while the vapour pressure of a very 
strong solution is almost zero at ordinary temperatures. Kegnault 
also extended his work to mixtures of gases and vapours, and con- 
cluded that in these cases Dalton’s law is very closely obeyed, and 
that in all the cases examined it would probably have been verified 
rigorously but for the action of the walls of the enclosing vessel. 

These conclusions cannot, however, be pushed beyond certain limits. 
As already pointed out, if the pressure be increased, ithe vajjours and 
gases cease to obey Hoyle's law approximately, and Dalton’s law ceases 
to be true uudei- the same conditions. The jn-essures under which 
the foregoing experiments were conducted did not exceed two atmo- 
spheres, and for this reason Andrews ^ took up the question and 
e.xamined the properties of a mixture of nitrogen and carbon dioxide 
under high pressures. The results of his investigation led him to 
conclude that under high jtressures Dalton’s law is largely deviated 
from, and that it is probably only strictly true for gases in the 
so-called perfect state. 

It appears from the experiments of Andrews that when strongly 
compressed carboti dioxide and nitrogen are mixed, a notable expansion 
occurs, varying from 9 at 50 atm. to as much as 39 ' at 80 atm., 

when .’1 volumes of nitrogen were mixed with 4 volumes of carbon 
dioxide. On the other hand, no very marked difference was found 
between the total [tressure and the sum of the partial pressures. A 
series of investigations with various gases has been made bv F. 
Braun which shows that when two gases, at the same pressure in 
different vessels connected by stopcocks, are allowed to mix, a change 
of pressure occurs consequent on the mutual action of the two gases. 
This change may be either jtositive or negative. Thus there appears 
to be a decrease of pressure when SO., mixes with CO,„ hydrogen, 
nitrogen, or air, and an increase of a fraction of a millimetre when 
hydrogen mixes with CO„ air, or nitrogen. 


HYcnojiETity 

222. Fraction of Saturation, or Humidity. — The atmosphere 
consists of a mixture of oxygen, nitrogen, and aqueous vapour, 
together with small (piantities of other stibstances. The percentage 

* Aiidrett,-, rhi/. Trans., 1886-87. 

- F. Braun, Jl ted. Ann. Band xxxiv. p. 18S7. 
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of vapour is .very variable, depending on the temperature and other 
modifying circumstances. We have already seen that at a given 
temperature a given space will contain a certain definite weight of 
vapour at its maximum pressure. This is the greatest weight of 
vapour which the space can accommodate, ^ and at this point the space 
is said to be saturated or filled with saturated vapour. It has been 
proved, moreover, by Regnault (Art. 220) that the presence of a gas, 
at least at ordinary pressures, does not affect the quantity of vapour 
which a given space can contain. It merely affects the rate of 
evaporation ; but ultimately the quantity of vapour at the saturation 
point that can be contained in a given space is the same whether 
the space is vacuous or contains air or other gases. The quantity of 
vapour required to saturate a given space depends only on the tem- 
perature, and when the temperature is known, the pressure of the 
saturated vapour can be found from the tables of saturated vapour 
pressures already compiled by Regnault and others. 

If the space is not saturated, however, the vapour pressure will 
be less than the maximum value for the corresponding temperature. 
The ratio of the actual pressure of the vapour in a space to the 
maximum, or saturation pressure for the same temperature, is called 
the fradion of saturation. It is on this element that our opinions of 
the dryness or dampness of the atmosphere are chiefly formed. The 
air is ordinarily said to be danij) when it is saturated or nearly 
saturated with vapour. It is not the absolute quantity of vapour in 
the air that determines its dampness, but merely the proximity to 
saturation. For example, an atmosphere saturated at 10” C. will be 
not nearly saturated at 20 C., although the quantity of vapour in it is 
exactly the same at the latter temperature as at the former. Heating 
an atmosphere lessens the fraction of saturation, and cooling increases 
it if the quantity of vapour in the atmosphere be kept constant. The 
fraction of saturation is often referred to as the humidity, or relative 
humidity of the air, since our sensations of dryness and dampness 
depend rather upon this factor than upon the absolute quantity of 
vajjour present. Thus in winter the humidity of the air is generally 
much greater than in summer, although the quantity of vapour present 
in the winter may be much less, on account of the lower temperature, 
than in summer. 

The fraction of saturation may also be expressed as the ratio of 
the weight w of vapour contained in a given space to the weight W 
of the quantity which would saturate the same space at the same 

' [This refers only to states of stable eijuilibriiim. .Super^aturation is jiossible 
but the condition is unstable (Art. 211).] 

2 E 
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temperature. For if the vapour obeys Boyle’s law up to the point of 
saturation (which is approximately the case), then the weight con- 
tained in a given volume is simply proportional to the pressure, and 
we have the equation 

IP _ /' 

W^F' 

It thus appears that two general methods are available for determining 
the fraction of saturation, or humidity, of the atmosphere. One by 
ascertaining directly the weight w of vapour in a measured volume 
of air, and then ascertaining from Kegnault’s tables the weight W of 
vapour which would saturate the same volume at the same tempera- 
ture. This is the method practised in the chemical hygrometer. 
The other method consists in determining the actual pressure / of the 
vapour in the air, and then ascertiiining the maximum pressure F at 
the same temperature, from the tables of vapour pressures. This is 
the method practised in all dew-point instruments. 

223. The Dew-Point.— If an atmosphere containing some aqueous 
vapour be gradually cooled, a temperature will be reached at which 
the vapour will begin to condense. This temperature is called the 
dew-point. It is obviously the temperature at which the quantity of 
vapour actually present would saturate the air, and it depends there- 
fore only on the absolute quantity of vapour present per unit volume. 

When the dew-point is known, the pressure / of the vaj)Our in the 
air can be found at once. For .suppose we have a body A, the tem- 
perature of which can be gradually reduced. As the temperature of 
A falls a point will be reached at which dew will begin to be deposited 
on its sui’face. Hence at this temperature the vapour around the 
body A is at its maximum pressure, for at this temperature and 
under this pressure (namely /, the vapour pressure sought) condensa- 
tion is taking place. The actual pressure of the vapour in the air is 
therefore equal to that which would bring it just to the condensing 
point at the temperature of the dew-point. In other words, the actual 
pressure of the vapour is equal to its maximum pressure at the tem- 
perature of the dew-point. If, therefore, the dew-point is known, the 
maximum pressure for this temperature can be found in the tables of 
vapour pressures, and this is the actual pressure / of the vapour in the 
air. The fraction of saturation then will be the ratio of the maximum 
vapour pressure / at the dew-point to the maximum pressure F at the 
temperature of the air. 

[^The above leasoning would not hold, if the vapour pressure were 
appreciably altered by cooling the air to the dew-point. When moist 
air is cooled under constant atmospheric pressure it contracts, and if 
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the air and water vapour still support the same proportions of the 
total pressure as before, their coefficients of expansion must be equal. 
This is approximately the case. See Dalton’s law, Art. 221.] 

224. Dew-Point Hygrometers. — All dew-point hygrometers are 
merely instruments for determining the dew-point, and depend in 
construction on some method of cooling a body gradually in the air 
till dew begins to be deposited on it. In the construction of such an 
instrument the two objects to be kept in view are: (1) an accurate 
means of determining the instant at which dew begins to be deposited, 
and (2) an exact knowledge of the temperature of the surface when 
the deposition of dew just begins. 

A phenomenon commonly observed in dining-rooms is the deposi- 
tion of moisture on the surface of a glass containing cold water. 
When water-carafes are filled with cold water and jdaced on the 
table of a warm dining-room, it often h.appens that their surfaces 
become covered with a deposit of dew which sometimes accumulates 
to such an extent that drops of liqtiid trickle down the sides of the 
vessel. This happens because the temi)erature of the water is lower 
than the dew-point of the air in the room, and, as a consequence, the 
vapour condenses on the surface of the carafes or water-glasses, and 
continues to do so till the temper.ature of the water rises to the dew- 
point. If the temperature of the water were noted when it is just 
cold enough to produce condensation, we should then have the dew- 
point, and thence the fraction of saturation. 

A similar condensation occurs on the surface of a tumbler contain- 
ing water in which some ice is placed. If the ice,i or ice-cold water 
were carefully added, the temperature could be gradually reduced to 
the dew-point and an observation made. The temperature of the water 
when the dew is first observed will be somewhat below the correct 
dew-point, for when the dew is observed, it means that the condensa- 
tion has started some time previously. A correction may, however, be 
applied by taking a second reading of the temperature when the water 
is allowed to stand till the dew disappears from the surface of the glass. 
During this period the temperature of the water rises by radiation 
from the warm chamber, and as soon as it exceeds the dew-point, 
evaporation occurs at the surface of the glass and continues till all the 
previously deposited dew disappears. The temperature of the surface 
at which this occurs is somewhat above the dew-point.- The mean 
of the two is therefore taken as the dew-point. 

* This was tlie method first suggested by Le Roi in 1771 ; see also Dauiell’s 
Metcoi-oloijiciil E^snyi mtil < Ihsemutwiif!, London, 1S23. 

- The tenqierature of the «ater within tlic gla.ss may, liowever, be still below 
the dew-point. 
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A glass vessel is, however, not good for making such an experiment, 
because glass is not a good conductor of heat. For this reason, when 
the temperature of the water is falling, the outside surface of the glass 
will always be warmer than the water, and when the water is rising 
in temperature, the outside surface of the glass will be again warmei' 
than the water if we suppose the heat to pass through the glass to 
the water, as always occurs in the dew-point instruments employed. 
The thicker the glass and the more badly it conducts, the greater will 
be the errors thus introduced. P’or this reason a thin metallic vessel 
will be much better suited for the purposes of the experiment. Silver 
is one of the very best conductors of heat, and its surface takes a 
beautiful polish, on which the slightest deposition of dew can be easily 
noticed, especiallv if a similar silver vessel, on which no dew is de- 
posited, be placed beside it for the Siike of comparison. This, in fact, 
is the principle of Regnault’s dew-point hygrometer, which will be 
described immediately. Indeed, a single thin polished cup, the mouth 
of which is covered or closed by a cork, could be used for determining 
the dew-point with rapidity, and probably with greater accuracy than 
some of the more elaborate apparatus invented for the purpose. Ice- 
cold water could be siphoned as slowly as desired into the cup from 
another closed vessel, so that the air would not be affected by 
evaporation from any exposed liquid, and the temperature of the cup 
could be thus varied by small amounts at the dew-point, and its 
position could be repeatedly fixed. 

225. Daniell’s Hygrometer. — One of the oldest and most 
objectionable forms of direct dew-point hygro- 
' meters is that invented by Daniell.^ This in- 

strument (Fig. 124) consists of a bent glass tube 
furnished with a pendent bulb at each end. One 
of these A is naked and made of black glass. 
This bulb contains some ether, in which the bulb 
of a very sensitive thermometer dips. All air 
is ex})elled from the apparatus by boiling the 
ether previous to closing, so that it contains only 
the volatile liquid ether and its vajwur. The 
other bulb B is made of ordinary glass and covered with a muslin or 
linen bag. 

In making an experiment the ether is all passed into the naked 
bulb, and the bag covering the other is moistened with ether. The 
evaporation of this cools the covered bulb and causes condensation of 
the vapour within. This gives rise to evaporation of the liquid in 
^ Daniell, Metein'ologicid Essoys and London. 1827. 
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the naked bulb and consequent cooling. The temperature of the 
naked bidb thus gradually falls, and by carefully watching its surface, 
the temperature at which dew first appears can be noted. This 
temperature is given by the thermometer within the bulb. The 
apparatus is now allowed to stand till evaporation ceases, and its 
temperature begins to rise again. The deposit of dew soon disappears, 
and the temperature at which this occurs is also noted. The mean of 
these two temperatures is usually taken as that of the dew-point. 
The temjrerature of the surrounding air is given by a thermometer 
attached to the stem of the instrument. The naked bulb is made 
of black glass in order to facilitate the observation of the deposition 
of dew, but, as already remarked, glass is a bad conductor, 
and consequently the temperature indicated by the thermometer 
within the bulb may ditt'er considerably from that of the external 
surface of the bulb at the instant the dew appears or disappears. In 
both cases the temperature of the external siuface is what is wanted, 
and in both cases this will be higher than that of the liquid within, 
for the liquid within is colder than the atmosphere, and throughout 
the whole experiment the flow of heat is from without inwards. 

In this instrument the evaporation takes place at the surface of the 
liquid, and as the liquid mass is at rest, the surface layer will always 
be colder than the lower parts. Dew will consequently be deposited 
first at the level of this layer, and if the bulb of the thermometer be 
plunged below the surface, the temperatiire indicated by it will be 
too high. The presence of the observer close to the apparatus is objec- 
tionable, and in addition the rate of evaporation cannot be sufficiently 
controlled. The pollution of the air by the evaporation of ether from 
the covered bulb is also objectionable. 

226. Dines's Hygrometer. — A more recent and less objectionable 



form of dew-point instrument is th.at invented by Dines (Fig. 12-5). 
This consists of a vessel A, fitted with a pipe through which cold water 
can flow into a double chamber D. This chamber contains the bulb 
of a delicate thermometer, and is closed above by a plate of black 
glass (or silver, which, for the reasons already mentioned, is better). 
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Previous to the experiment, the chamber D is full of water at the 
temperature of the air, and some cold water or ice and water is placed 
in A. The tap B is then opened so as to allow the cold water to flow 
slowly into D. The temperature of this chamber is thus gradually 
reduced, and when sufficiently cooled, a deposit of dew appears on the 
surface of the glass plate. The thermometer is then read, and the 
flow of water stopped. The dew soon disappears and the temperature 
is again noted, the mean of the two temperatures being taken as before 
to represent the dew-point. The operation may be repeated again as 
often as desired, while any water remains in A at a temperature 
lower than the dew-point. The observation of the deposition of dew 
on the glass plate may be facilitated by viewing it by means of a 
beam of light reflected from its surface. As soon as any dew is 
deposited the surface becomes dulled, and the intensity of the reflected 
beam is greatly reduced. An adjacent plate on which dew is not 
deposited would facilitate the determination of the instant at which 
dew is deposited on the other plate by comjiarison, as in the case of 
Eegnault’s hygrometer, which we shall now describe. 

227. Regnault’s Hygrometer. — A more perfect form of dew-point 
instrument is that devised by Regnault,'^ and 
employed in his studies in hygrometry. The 
es.sential part of the apparatus is a glass tube 
D (Fig. 126) open at both ends, to the lower 
end of which a thin polished silver thimble 
is attached. This thimble contains ether or 
some other volatile liquid, such as alcohol. 
The upper end of the tube is closed air-tight 
by a cork, through which pass the stem of a 
thermometer T and an open piece of bent 
ghiss tubing A, the lower end of which pene- 
trates nearly to the bottom of the liquid 
contained in the thimble. A tubulure in the 
side of this tube tits into a vertical brass tube 
which forms the support of the apparatus. 
The lower end of this brass tube is connected 
with an aspirator, by means of which a current 
of air can be drawn through the system, 
entering by the bent glass tube A and bubbling through the ether. 
By this means evaporation of the liquid is produced with consequent 
cooling, and dew is deposited on the surface of the jiolished silver. 
In order tofacilitate theobservation of this,asecondtubeE with asiniilar 

' Regiiault, Ann. df Chiinie et ih- fliynnjue, ocr., tom. .\v. |i. 129, 1845. 
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thimble is supported beside that just described. This tube is empty, 
and merely carries a thermometer t which gives the temperature of 
the air. Thus by comparison of the two silver thimbles the moment 
at which the dew apjiears or disappears can be ascertained with great 
delicacy. The aspirator is placed at a convenient distance, and the 
apparatus is viewed through a telescope, also situated at a distance. 
The air around the apparatus is thus undisturbed by the breath and 
presence of the observer, and the How of liquid through the aspirator 
can be so nicely controlled that the temperature at which the dew 
appears will be almost exactly the same as that at which it disappears. 
If the aspirator is controlled with great delicacy, the dew may be 
even made to appear and disappear without any observable change 
in the reading of the thermometer. The process of cooling by the 
bubbling of air through the ether is a great advantage, for by this 
means the liquid is kept well stirred and at a uniform temperature 
throughout. This is the temperature registered by the thermometer, 
and it cannot differ very sensibly from that of the surface on which 
the dew is deposited, since the thimble is thin and a good conductor. 
The other obvious advantages of the method are the absence of the 
observer from the neighbourhood of the apparatus, and the delicacy 
with which the flow from the aspirator can be controlled. 

228. [Crova’s Hygrometer.' — Thedew-point instruments described 
in the preceding articles are not suited for use in the open air except 
in calm weather. When the air is still the layer immediately in 
contact with the cooled metallic surface may no doubt be in thermal 
equilibrium with the latter, even though it is surrounded by layers of 
warmer air, since air is a bad conductor : btit in a fresh breeze the 
constant renewal of the air prevents its attaining the dew-point unless 
the instrument is cooled to a considerably lower temperature. On 
this account these hygrometers, when used in the open air, give 
results which do not agree with those of the chemical hygrometer and 
are even very discordant amongst themselves. The hygrometer, 
invented by M. Crova, avoids this defect and affords very consistent 
indications. 

Fig. 127 gives a general view of the instrument, a section of which 
is shown in Fig. 128. efgh is a tube of thin brass, nickel-plated 
inside and carefully polished. The end ef is closed by a disc of 
ground glass which is illuminated by daylight or by a lamp, and 
which is viewed through a lens gh (Fig. 129), which closes the other 
end of the tube. The image of the window ef, seen by reflection in 

^ MciR. de V Acad, des Scl. it Leitresdc tom. x. p. 411, 1883. 
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the polished sides of the tube, appears as an annular ring of light 
ee'ff of three times the diameter of c}. 

Air can be slowly drawn through the brass tube by compressing 
and slowly releasing the indiarublmr ball (Fig. 127), and if the tube 
is cooled to the dew-point, the deposition of dew is immediately 
indicated by the darkening of the reflected image of ef. 

In order to regulate the temperature of the tube, the latter is 



rii,' 1 17 . I i-. 128. 


surrounded by a brass box (//«</ containing bisulphide of carbon, 
through which air can be blown from the mouth by means of a rubber 
tube fitted to the tubulure T. M. Crova prefers carbon bisulphide 
to ether, because it is more readily obtained pure, and also does not 
boil in hot weather. Ordinary commercial ether contains water and 
alcohol, which are left behind when the ether evaporates. But it is 

])Ossible to attain a lower 
temperature with ether than 
with carbon bisulphide. A 
thermometer graduated in 
fifth.s of a degree dips into 
the liquid, and is in contact 
with the biass tube. A 

Fig. 12!'. 

blackened screen EE' pro- 
tects the eye from external light, ii' is a rubber disc insulating the 
brass box from its stand, through which heat might otherwise be 
conducted. 
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The advantage of this hygrometer is that the whole of an enclosed 
volume of air is cooled to the temperature of the dew-point, and that 
it is unaffected by draughts. By attaching a long tube to the opening 
t, the air experimented on can be drawn from a point out of reach of 
the influence of the observer or of contamination by the vapour of 
carbon bisulphide. It can easily be regulated so that the appearance 
and disappearance of dew are within 0 T C. of each other.] 

229. The Chemical Hygrometer. — The fraction of saturation may 
be obtained by the direct determination of the weight of va{)Our con- 



Flg. 130. 


tained in a measured volume of the air. This method seems to have 
been first employed by Brunner,* and it leaves nothing to be desired 
in point of accuracy. The air is drawn by means of an aspirator 
CDC' (Fig. 130) through a series of drying tubes filled with fragments 
of pumice-stone soaked in sulphuric acid, where all the moisture is 
deposited and the dry air alone arrives in the aspirator. The last 
tube, viz. that next the aspirator, is intended to absorb any vapour 
which may come from the aspirator. The remaining tubes are 
weighed before and after the experiment, the difterence of weight 

^ Brunner, Ann. dc (Jhnnic tt ile Pkysiqut', 3^' ter., tom. lii. p. -jOr), 
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giving the weight of vapour deposited. This is the weight of vapour 
contained in a volume V of air as registered by the aspirator. This 
is not the volume which the same mass occupied in the atmosphere 
before being drawn through the tubes. In the aspirator it is 
saturated with vapour at its maximum pressure F, corresponding to 
the temperature 6 of the aspirator. This is given by a therniometei 
inserted. In the air this mass contained vapour at some unknown 
pressure / and temperature t)'. The problem then is to find the 
volume V' at pressure H -/ and temjierature ff of a mass of air 
whose volume is at pressure H ~ F and temperature ti. This, by 
the formula 171 = K(1 + ud), is 

H-F I +a r 
' ' H -/ ■ n ad ■ 

This, then, is the volume of the vapour drawn in, and its mass is w. 
Conserpiently we have 

»•= V> =0-001293 A 0-622, ''' ,, • s'- 


The equation for /, the actual pressure of the vapour in the air, is 


a- =0-0008 


H-F f 
H - / 760 


_V 
1 4 


or 


760u'H(l -i-a0) 

^ 760?f*; 1 -r - 0'0003V(H - F 


The humiditv is ic W, where W is the weight of water vapour which 
would saturate a volume V' at the temperature of the air. W can be 
found from Kegnault's tables. This method, although possessing the 
advantage of depending ultimately on a weighing, which is the most 
accurate process in physical investigation, is, nevertheless, exceedingly 
tedious in practice. It is not suited besides to indicate rapid changes 
in the hygrometric state of the air, hut rather measures the mean 
value of the humidity during the time of the experiment. In this 
respect it is analogous to a voltameter which measures the mean value 
of an electric current during a certain period. Whereas, a dew-point 
instrument by its rapidity of action will indicate fairly well the con- 
tinuous changes of humidity. These instruments then possess in a 
greater degree the property of being continuous registers of humidity 
as galvanometers are continuous registers of the strength of electric 
currents. The continuity is not, however, complete ; but we shall 
now consider a class of instruments which are continuous in their 
action. 
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230. Hygposeopes, or Empiric Hygrometers. — Any instrument 
which indicates changes in the humidity of the air is called a 
hygroscope. Many substances possess the property of absorbing 
moisture from the air or surrounding bodies, and such substances are 




said to be hygroscopic. ‘ Most substances consisting of organic tissue 
are hygroscopic and change their length when they absorb or part 
with moisture. Such substances besides do not change much with 
change of temperature ; their changes of volume depend chiefly on 
moisture. Thus it is well known that ropes and catgut strings grow 
shorter when moistened, and the same is true of twisted strings in 

^ The behavioni' of vaiiou.> liygroiiietric Mibstaiices has been investigated by 
H. Diifour [BcUAathr tier P/ii/ii/.-, No. VIL, 18S7 : or PhiL Mwj. vol. x.xiv. p. 296, 
1887 Denoting the ratio of tlie weiglit of aqueous vapour absorbed to the weight 
of the dry substance liy a, and tlie cr)etlicieut of hygronietric expansion by fi — tliat 
is, the total expansion whicli a liar of unit length of the substance undergoes u hen 
It has absorbed the inaxiimiin aniouut of aqueous vapour — he linds 


Sulixt.liu-f. 

a 


Horn :10 min. thick) 

0-10 

0-061 

CJelatine 

0-34 

0-108 

Goldbeater’s skin 

0-43 

0-060 


The last substance is that which he most strongh' recommends. 
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general as the twisted fibres swell when wet. It is for this reason 
that fiddle-strings and tightly-strung tennis-bats often fracture in 
damp weather. A hair, on the other hand, increases its length when 
moistened, and this fact was first utilised by de Saussure ' in the 
construction of a hygroscope. 

A hair is ordinarily covered with a film of oil which protects it 
from the action of moisture. In order to render it sensitive to changes 
of humidity, all the surface grease should be removed by boiling for 
about half an hour in a solution of carbonate of soda, in which it is 
then allowed to cool. The hair is now ready to act as a hygroscope, 
and should not be handled or roughly used. One end A (Fig. 131) 
of it is fi.xed, and the other extremity, after passing round a small 
pulley C, is attached to a light spring or a small weight p which keeps 
the hair stretched. AVhen the hair contracts or elongates the wheel 
rotates, anil a hand attached to it moves over a scale and indicates 
roughly the relative humiditv of the air. The scale may be graduated 
by direct comparison with a dew-point instrument. De Saussure’s 
instrument has been modified by Monnier, so that the hair passes 
round four pulleys (Fig. 1.32) situated on a circular dial, and is kept 
stretched by being attached to a light spring. The instrument in this 
form is portable. The indications of hair hygrometers are, however, 
very variable, and their use has been abandoneil in this country for all 
scientific purposes. The work of Eegnault - conclusively proved that 
no rule could bo laid down for the graduation of such instruments, 
for not only do ditl'erent instruments, graduated and prepared in the 
same way, differ in their indications, but each instrument is ncjt 
self-consistent. 

231. The Wet and Dry Bulb Hygrometer.— This instrument is 
that which is almost universally used for continuous records of 
humidity, and depends in principle on the cooling produced bv 
evaporation. It seems to have been first jnoposed by Sir John 
Leslie, ' who converted his differential thermometer into a hvgrometer, 
by keeping one of the bulbs moist and the other dry, and noting the 
difference of temperature. 

The instrument as generally used consists of two exactly similar 

‘ Hi- ■S.iu^.'.uiT Hoimcc Bi-iicilii't', A'svii .,)//• r Hyijnimitrie, Jseucliati-], 1781!. 

2 Regnaiilt, Ann. A' t'hiinle A de Physiqui', 3' stu’., tom. xv. p. lip ISt.'i. 

■ It w.i.-, siiliseiiuuntlv iiUHiiluccd liy Mason, anil i-, often called Ma^unV liyrao. 
meter in tide country, and Angn-t’i p-ychrometcr on the Continent. It was known 
to .Mubcheiiliroek tli.it a thermom.-ter with a wet hulb always indicates a lower 
teniperature than one whidi is dry. and Hutton, the geologist, is reputed to ha\e 
Used a wet hulb thermometer as a hygrometer.— Leslie ! Xicliolson’s Juvrnal 
Xat. Fhif. vol. iii. i'. 4tJl). 
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delicate thermometers B and C (Fig. 133), the bulb of one being kejit 
moistened by means of a cotton wick or film of muslin surrounding 
the bulb and dipping in a small covered vessel of water placed some 
inches to the side. The other thermometer is placed on the same 
stand and registers the temperature of the air. 

Evaporation takes place more or less rapidly from 
the damp cotton, and the bulb of the thermo- 
meter which it covers is cooled more or less 
according to the humidity of the air. If the air 
is saturated with vapour no evaporation will take 
place, and the two thermometers indicate the 
same temperature. 

The power of the wick to keep up the supply 
of moisture is much improved by boiling it in 
a solution of carbonate of soda to remove all 
grease, but in frosty weather the supply may be 
completely cut off by the free/.ing of the water. 

An objection to the instrument is the difficulty of 
managing it in frost. In this case, when the 
wick ceases to act, the bull) must be moistened 
before making an observation, and some time 
allowed for freezing and subsequent evaporation 
from the ice. 

In an instrument like this, whose indications 
depend upon so many complex circnimstances, it 
seems impossible to deduce any theoretic formula 
connecting the difference of temperature of the 
two thermometers with the corresponding hygrometric state of the 
air. The problem has been attacked with partial success by several 
scientists, and was proposed for consideration by the British Associa- 
tion on the occasion of its first meeting held at York. For this reason 
tables have been compiled by Glaisher* which give the dew-point 
corresponding to any difference of reading between the thermometers. 
These tables were constructed by comparing the reading of the wet 
and dry bulb hygrometer with simultaneous determinations of the 
dew-point taken by means of a Daniell's hygrometer for a long series 
of years at Greenwich Observatory, together with a corresponding 
series taken in India and at Toronto. According to these tables, the 
difference between the dew-point and the wet bulb reading bears a 
constant ratio to the difference of reading of the two thermometers 

1 Glaishei, Hygronietrifal Tuhles, ailapted to the umc of tlw Drv and Wet Bulb 
Thermometer. Loiulon : Taylor and Fraiiris. 
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when the temperature of the dry bulb thermometer remains constant. 
At 53’ F. the reading of the wet bulb thermometer is the arithmetic 
mean between the dew-point and the temperature of the air, or dry 
bulb thermometer. At higher temperatures the reading of the wet 
bulb is lower than this mean, and at lower temperatures it is higher. 

[In the earlier editions of this book formulae proposed by Apjohn, 
August, and llizzo are given for determining the vapour pressure from 
the wet and dry bulb hygrometer without reference to table.s. It is 
generally better and more convenient, however, to use tables.] 



SECTION VI 


ON THE CONTINUITY OF STATE 

232. Critical Temperature — Experiment of Cagniard de la 
Tour. — When the temperature of a liquid contained in an open vessel 
reaches a certain point, depending on the pressure and the nature of 
the liquid, boiling sets in. This ceases to be the case, however, when 
a liquid is heated in a closed vessel. Here, at any given temperature, 
the space above the liquid becomes filled with saturated vapour, the 
pressure and absolute density of which depend on the temperature. 
As the temperature rises, the average kinetic energy of the molecules 
of the liquid increases, and they are projected in increasing numbers 
into the space above, so that the pressure of the vapour increases 
with the temperature ; the pressure supported by the liquid at any 
temperature is that of the saturated vapour at that temperature, and, 
as a consequence, the formation of bubbles in the interior of the liquid 
is impossible. Evaporation proceeds silently without ebidlition as 
the temperature rises up to a certain point, and then a very striking 
transformation occurs. The meniscus separating the vapour and 
liquid grows indistinct and completely disappears ; the substance 
appears no longer to exist in two distinct states ; the whole mass has 
become apparently homogeneous and completely vaporised. The 
temperature at which this occurs for any substance is called the 
rrifii'al teinperaturf for that substance, and the corresponding pressure 
and specific volume are similarly termed the critical pressure and 
critical volume. 

This silent evaporation of a liquid in a sealed tube, and the 
apparently sudden vaporisation of the whole mass at a certain 
temperature, was first shown by Cagniard de la Tour.i The apparatus 
consisted simply of a bent tube, one end A of which contained air 
(Fig. 131) to indicate the pressure, and the other end B contained the 

^ Udguiard de la Tour, Antiuh’i> tlf Chitiiic I't de Vhijsiqut\ 2^ ser.. tomes xxi. 
xxii. xxiii., 1822-2.3. 
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liquid to be experimented on. The space between A and B was filled 
with mercury. If, in addition, both arms are graduated, the critical 
pressure and volume may be determined simultaneously. 
At low temperatures the vapour pressure may be less 
than that caused by the air in A and the column of 
mercury, and there will be no vapour in B. As the 
temperature of B is raised the vapour pressure increases, 
a bubble of vapour forms in B, and the mercury is forced 
into the other arm, compressing the air in A. The 
surface of demarcation between the liquid and vapour 
gradually flattens as the temperature rises, and at a 
certain temperature it loses its curvature altogether 
,ind disappears. The whole space above the mercury in 
I! now appears to be filled with vapour only, although 
the total volume may be only three or four times the 
initial volume of the liquid. 

This transformation might have been suspected as a 
possibility arising from the diminution of surface tension with rise of 
temperature. For it is well known that the surface tension of a liquid 
diminishes with rise of teinperattire. The surface tension under con- 
sideration here is that of a liquid in contact with its own saturated 
vapour (this probably is the case always presented), and if it goes 
on diminishing, a temperature will presumably be possible at which 
it will vanish. We shall then have no capillarity and no surface 
of separation between the liquid and vapour, the physical meaning 
of which is probably that they mix in all proportions, or that 
the vapour is completely soluble in the liquid. It is not to be 
concluded, however, that the liquid and vapour become identical 
in all respects at this point ; such identity may or may not 
exist ; the only inference we can draw when the surface tension 
vanishes is that the vapour dissolves in the liquid in all proportions. 
That something of this nature actually occurs is suggested by observa- 
tion of the phenomenon. As the temperature rises the meniscus 
which forms the upper boundary of the liquid gradually grows more 
flat and indistinct until it ultimately vanishes. A peculiar undulating 
appearance is then presented throughout the mass, as if the liquid and 
vapour were mixing through each other. On cooling down again a 
mist suddenly appears about the middle of what was an apparently 
empty tube. This rapidly spreads throughout the whole interior and 
suddenly vanishes, leaving the lower part of the tube filled with 
liquid, a distinct meniscus separating it from the vapour-filled space 
above. 
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The matter may also be regarded from another point of view. Thus, 
as the temperature rises, the absolute vapour density increases, while 
that of the liquid diminishes, and therefore it is possible that a tem- 
perature may bo attained at which the density of the liquid is equal to 
that of the vapour. This temperature, in fact, is the critical tempera- 
ture, and from the equality of density of the vapour and liquid at this 
point Sir Wm. Ramsay ^ inferred that the phenomena presented in the 
experiment of Cagniard de la Tour found their explanation. Three 
years later M. .Tamin ’ put forward the same theory. From this point 
of view it would appear that when two substances (or at least a liquid 
and its vapour) have the same density there should be no surface 
tension between them ; or, in other words, thej' should mutually mix 
in all proportions. This, however, by no means follows as a conse- 
quence. Two substances may have the same density without possess- 
ing the property of mixing (otherwise Plateau’s beautiful experiment 
could never have been made, see Art. 1 75). The property of mixing 
depends on the molecular attraction rather than on equality of density, 
and therefore the theory of Ramsay and .Tamin fails to lead us any 
further than its first postulate — namely, the equality of density. If 
the molecular attraction as well as the density be the same through- 
out the liquid and vapour, there will be no distinctive ditference 
between the two states at the critical temperature, and the whole 
mass may be regarded as simply vaporised, as Cagniard de la Tour 
supposed. 

The critical temperature of a liquid is most easily determined 
by filling a strong glass tube with it and then boiling off about one- 
third the liquid and sealing up. The tube is now about two-thirds 
full of the liquid, and contains no air. On slowly heating, the 
meniscus gradually flattens and ultimately disappears. On cooling, 
the liquid reappears again, and the mean of the two observations may 
be taken as the critical temperature.® The critical pressure is much 
more difficult to estimate. For this purpose the tube containing the 
liquid must be connected with a manometer, preferably filled with 

' Sir AVm. Ramsay, Prof. Eoij. Sue. vol. xxx. p. 326, 1880. 

- Jamiii, Journal de Fhjjsi'jiie, 2" ser., tom. ii. p. 389, 18S3 ; Annuiis de Chimie 
et de Phi/sique, 4‘= ser. , tom. xxi. p. 208 ; Phil. Hay., July 1883. 

' Sir Wm. Ramsay [Proc. Puii. Soc. vol. xxx. p. 323, 1880) found that the tem- 
perature at which the meni.scus disapf.eared varied w ith the quantity of liquid in the 
tube, being greater the greater the quantity of liquid originally taken. Thus with 
methyl formate, two-thirds filling the tube, the meniscus disappeared at 221°-5 C. ; 
with a greater quantity of liquid in a .similar tube the meniscus vani.shed at 228" C. ; 
and with a less ipiantity at 215" C. It is possible, however, that the.-e inconsist- 
encies may be due to impurities, or to the difficulty of ascertaining the precise 
temperature inside a thick ylass tube. 
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nitrogen, as the compressibility of this gas at high pressures lias been 
ver\' carefully investigated by il. Amagat (see p. 465). 

Impurity, or dissolved air or other gas, may lead to a considerable 
change in the critical temperature, so that discrepancies may arise in 
different experiments even by the same observer. The following table 
shows the rough results obtained by Cagniard de la Tour : — 


KdtlO ot \'ohnu'' 



Cut. T.nip, 

rii-sNiuf 111 
Atiiio^. 

>)f Vh]>oui tn 
Voluiiif ot Liipni 


C. 



Ktlicr ... 

17.‘. 


‘J- 

Alcoliol . . . . 

24.S 

119 


Cdi‘])oii bisulplinit- . 

254 

71 

'2 \ 

M'.ittM- . . . . 

362 

lutU'ti'i - 
minate ’ 

4 


Similar determinations were made by Drion - for sulphurous acid 
and ethyl chloride. 

233. Liquefaction of Gases. — The experiments of Cagniard de la 
Tour and Drion show that at a certain temperature all visible distinc- 
tion between a liquid and its vajiour ceases. Above this temperature, 
then, it would appear to be impossible to liquefy the vapour by pressure 
alone. At least compression will produce no visible condensation or 
formation of a liquid with a meniscus sepaiating it from the vapour 
abipve, such as occurs wlien the temperature is lower than the critical 
temperature. For the visible condensation of a gas, then, the tempera- 
ture must be reduced below the critical temperature, and then by applv- 
ing sufficient pressure liquefaction may be produced. 

Faraday •' succeeded in liquefying by pressure, at the ordinary 
temperature of the air, many gases previously unknown in the liquid 
state. A few years later Thilorier^ obtained solid carbon dioxide, and 
found that the coefficient of expansion of the liquid was greater than 
that of a gas. Faraday* published a second memoir on the effects of 
cold and pressure on gases, which greatly extended the knowledge of 

* \\ ater v.ipoar .ittadi> ^las-. at liigli tumji. i-atures ami render.-, it opaque, so tliat 
tlie dis.appearance of tlie nieni.scus cannot be seen, ami exqdosion .soon occurs under 
tlie joint action of corrosion and pre.s.sure. In order to oveiennie tlie.'-e difficulties. La 
Tour added to tlie outer some snb-tanee which prevented the attack on the o-lass, 
but the critical point of tliis mixture is not that of imre w ater, 

- Ch. Drion, Aiinmi's tie Chimic et de Ifv ser., tom. Ivi. p», 1859 

’ Faraday, J'/dl- Trims. p]i. 160-189, 182-8. 

■■ Thilorier, Ann. de Vln„ne, 2« ser., tom. lx. p. 427, ]S3,'i. 

® Faraday, I’/iil. Trims.. 1845, p. 155. 
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the subject. Subsequently Regnault and Pouillet carefulR examined 
the change of volume of a few gases when subject to pressures up to 
20 atmospheres, and Natterer ^ carried the inquiry up to the enormous 
pressure of nearly 3000 atmospheres. The results of the latter e.x- 
perimeiits were valuable at the time, but the method was not free 
from objection in point of accuracy. 

The great problem of the time was the liquefaction of what were 
termed the permanent gases — oxygen, hydi’Ogen, etc. It was in pur- 
suit of this inquiry that Andrews was led to his classic investigations 
on the behaviour of carbon dioxide gas, and other substances, under 
pressure at different temperatures. 

234. Andrews’s Experiments. — In 1863 Dr. Andrews wrote as 
follows : — “ On partially liquefying carbonic acid by pressure alone, 
and gradually raising at the same time the temperature to 88“ F., the 
surface of demarcation between the liquid and gas became fainter, lost 
its curvature, and at last disappeared. The space was then occupied 
by a homogeneous fluid, which exhibited, when the pressure was sud- 
denly diminished or the temperature slightly lowered, a peculiar 
appearance of moving or flickering strite throughout its entire mass. 
At temperatures above 88^ F, no apparent liquefaction of carbonic 
acid, or separation into two distinct forms of matter, could be effected, 
even when a pressure of 300 or 400 atmospheres was applied. Nitrous 
oxide gave analogous results.” - 

The apparatus ® employed in these investigations is represented in 
Figs. 135-137. The gas to be compressed was introduced into a glass 
tube af (Fig. 135), having a capillary bore from a to h, and a diameter 
of about 2 '5 mm. from h to c. The diameter of the third part was 
about 1'25 mm. The gas was first carefully dried and then passed 
for several hours through the tube open at both ends, in order to 
expel all air. Even after passing the current of gas through the tube 
for twenty-four hours, it was found that the residual air could not be 
reduced to less than to Tiny.y of the entire volume of the carbon 
dioxide, and consequently in discussing the results of the experiment 
the presence of this small quantity of air must be taken into account. 

The capillary end a of the tube was finally sealed, and the other 
end was temporarily closed and plunged below' the surface of pure 
mercury. The lower end while under the surface of the mercury was 
opened, and the tube was slightly heated so as to expel a little of the 
gas. On cooling contraction occurred, and a short column of mercury 

* Nattercr, J’vyy. Ami. vol. xciy. j). 4.3t), 1S55. 

- Jlilk'r’s Chemical 1‘hijsics, 3r(i edit. p. 323. 

Andrews, Phil. Trans., 1869, part ii. p. 07o. 
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entered the tube. The tube, with its lower end still under mercury, 
was then placed under the receiver of an air-pump, and a partial 
vacuum was formed till about one-fourth of the gas had escaped from 
the tube. On restoring the pressure, a column of mercury entered and 
occupied the place of the expelled gas. By cautiously exhausting, this 
column of mercury could be rendered any length required. The tube 
was previously calibrated by means of a moving thread of mercury, and 
the volume of the gas at 0" C. and 760 mm. was calculated. The 
capillary tube was also calibrated with great care by weighing a column 





135 . 


Fig. r>>. 


Fig. 


13T. 


of mercury whose length in different parts of the tube was accurately 
measured. 

Two massive brass flanges (Fig. 136) were firmly attached to the 
ends of a strong copper tube, and by means of these flanges two brass 
end-pieces were securely bolted to the ends of the copper tube, and the 
connections were made air-tight by leather washers soaked in lard 
heated in vacuo. The lower end-piece carried a steel screw 180 mm. 
long and 4 mm. in diameter, which easily held a pressure of more than 
400 atmospheres. A similar end-piece attached to the upper flange 
carried the glass tube containing the gas. 

The apparatus before being screwed up was filled with water, and 
the pressure was produced by screwing the steel plunger into the 
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water. In order to register this pressure a similar tube containing 
air was placed beside the experimental tube which contained the 
gas (Fig. 137), and lateral communication between the two was 
established through a connecting tube ab, so that equality of pressure 
was maintained in both. The air-tube was also furnished with a 
steel screw, and either screw, or both, might be used in altering the 
pressure. The gas under examination could be kept at any reqTiired 
temperature by jacketing the tube with a bath or a freezing mixture 
if necessary. 

The actual pressures were not deduced by Andrews, as he was 
not furnished with sufficient experimental data on the deviations 
of air from Boyle’s law, and the pressures he speaks of are those 
calcidated on the apparent compression of the air in the second 
tube ; but these are approximately correct as the deviation from 
Boyle’s law is small, as is also the change of internal volume of the 
tube under pressure. Andrews * found that no permanent enlargement 
of the glass tubes took place even when kept under high pressure for 
a long time, and that no oxida- 
tion of the mercury occurred in 
the air-tube during a period of 
two months’ active work, and 
thatafterstanding for five months 
all was found correct. 

From the results of these 
experiments Andrews plotted 
the curves shown in Fig. 138. 

At a temperature of 13’T C. 
liquefaction of thegas commenced 
at a pressure of 48'89 atmo- 
spheres, as measured by the com- 
pression of the air in the tube. 

This point could not be deter- 
mined by direct observation, 
inasmuch as the smallest visible 
quantity of liquid represented a 55 
column of gas at least 2 or 3 
mm. in length. It was, however, 
determined indirectlv bv observ- 

Fi.u'. 13S. 

ing the volume of the gas at 0 '2 

or 0°'3 above the point of liquefaction, and calculating the contraction 
the gas would sustain in cooling down to the temperature at which 
' AndrewH, Phil. Trans, jiart ii. p. 421, 1876, 
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liquefaction began. A slight increase of pressure was required even 
in the early stages to cany on the process of liquefaction, the air- 
gauge indicating an increase of about | atm. during the condensation 
of the first and second thirds of the carboTi dioxide. This rise of 
pressTtre during conden.sation may be explained by the presence of 
the trace of air (-/, ,7) already referred to, for during liquefaction 
increase of pressure is necessary in order to compress it. This small 
quantity of air disturbed the liquefaction in a marked manner when 
nearly the whole of the gas was liquefied, and when its volume 
relatively to that of the iincondensed carbon dioxide w'as considerable. 
It resisted for some time absorption by the liquid ; but on raising 
the jiressure to oOT atmospheres, it was entirely absorbed. If the 
carbonic acid had been quite jnire the part of the curve for 13'T, 
representing the fall from the gaseous to the liquid state, would 
doubtless have been straight throughout its entire course, and parallel 
to the linos of equal pressure. 

The curve for the tenn)eraturc 21 '5 agrees in general form with 
that for 13 T. At 13'T the volume under a pressure of 49 atm. is 
little more than ? of that which a perfect gas would occupy under 
the same conditions. After liquefaction carbon dioxide yields to 
pressure much more than ordinary liquids, and the compressibility 
appears to diminish as the pressure increases, and the high rate’^'of 
expansion by heat noticed by Thilorier is fully confirmed by these 
experiments. 

The next series of experiments was made at 31°T, or 0"’2 above the 
temperature at which, by compression alone, carbon dioxide is capable of 
assuming visibly the liquid form. This jioint was found after repeated 
trial to be 30 '92 C., or 87 7 F. For a few degrees above this tempera- 
ture an inciease of pressure produces a rapid change of volume, and 
when the gas is reduced to the volume at which it might be expected 
to liquefy no visible separation of the carbon dioxide into two distinct 
conditions of matter occurs. By varying the pressure or temperature, 
but always keeping the latter above 30 -92, the great changes of 
density which occur about this point produce flickering movements, 
resembling in an exaggerated form the appearances exhibited during 
the mixture of liquids of ditt'erent densities, or when columns of heated 
air ascend through colder strata. The curve for 31 -1 shows that the 
volume diminishes regularly, but much faster than if the substance 
obeyed Boyle’s law, till a pressure of about 73 atmos. is reached. The 
diminution of volume then goes on very rapidly, a reduction of nearly 
one-half taking place, while the pressure is increased from 73 to 75 
atmos. The contraction is not, however, abrupt, as in the case of the 
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formation of the liquid at lower temperatures, but a steady increase of 
pressure is necessary to effect it. During this contraction there is no 
evidence of the presence of liquid in the tube, no heterogeneity can be 
detected in the whole mass. Beyond 77 atmos. the substance yielded 
much less to pressure than before, its volume being now reduced to 
that which liquid carbon dioxide should occupy at this temperature. 

The curve for 32° o closely resembles that for 31"T. The con- 
traction, however, is less abrupt, and in the curve for 35°'5 it is still 
greatly diminished, and has nearly lost its abrupt character. The 
range of pressure here extended from 57 to 107 atmos. The con- 
traction is most considerable from 76 to 87 atmos., where an increase 
of 1 the total pressure produced a reduction to half the volume. At 
107 atmos. the volume is that which the liquid would occupy at this 
temperature, according to the expansion of the liquid by heat. 

The curve for 48^T is very interesting. The abrupt fall shown 
in the lower temperature curves has disappeared, and the curve 
approximates to that which would represent the change of volume 
of a perfect gas. At the same time the compression is much greater 
than that indicated by Bo3de’s law. Under 109 atmos. the substance 
is rapidly approaching the liquid volume. Experiments above 48’T 
were not made ; but it is clear that as the temperature rises the curve 
will continue to approach that of a perfect gas. 

Experiments were made at much higher pressures, and the sub- 
stance was made to pass without break or interruption from what is 
universally regarded as the gaseous state to what is, in like manner, 
regarded as the liquid state. Take, for e.xample, carbon dioxide at 
50^, or at a higher temperature, and let the pressure be increased to 
150 atmospheres. In this process its volume will steadih' diminish as 
the pressure increases. When the full pressure has been attained, let 
the temperature be allowed to fall to the ordinarv temperature of the 
atmosphere. During the whole of this process no breach of continuity 
occurs. The substance at the beginning is what is ordinarily regarded 
as a gas, and at the end it is liquid carbon dioxide, and nowhere during 
the process is there any abrupt change of volume or sudden evolution 
of heat. The closest observation fails anj'where to detect change of 
condition in the substance, nor is there an\’ evidence that at any time 
one part of it is a gas and the other a liquid. The process of com- 
pression and cooling might also be conducted simultaneously, if care 
be taken to avoid having the pressure less than 76 atmos. when the 
temperature is 31“. 

These properties are not peculiar to carbon dioxide. They are 
generally true of all substances which can be obtained as gases and 
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liquids. Nitrous oxide, hydrochloric acid, ammonia, sulphur dioxide, 
etc., all exhibit critical points and rapid changes of volume with 
flickering movements when the pressure is changed in the neighbour- 
hood of these points. 

Below the critical temperature, when the pressure is increased to a 
certain value, the substance suddenly changes from the gaseous to the 
liquid state ; but no such abrupt change occurs above this temperature, 
the substance being gradually reduced to the liquid volume. The 
change from the gaseous to the liquid state below the critical tempera- 
ture is abrupt, like the change from the liquid to the solid state in 
crystalline substances, whereas above the critical temperature it is 
gradual, like the solidification of amorphous substances. 

235. On the State of Matter near the Critical Point. — The ques- 
tion now arises for consideration as to the state of a body at or a little 
above its critical point. Is it gaseous or liquid, or a mixture of the 
two states 1 When carbon dioxide gas is compressed at temperatures 
above 31 C. no visible evidence of liquefaction is obtained, even when 
the compression is pushed up to the point at which the liquid volume 
is attained. In this case, then, does the substance continue through- 
out in the gaseous state, or does it licpiefy in the whole or in part, or 
are we presented with a new state of matter ? Such are the questions 
raised by Andrews, and since they were first proposed they have' been 
the subject of much discussion and inquiry. If carbon dioxide gas at 
100° C., for example, or any higher temperature, is compressed, few’ 
would hesitate to declare that the gaseous state is maintained through- 
out the coni[)ression, just as when hydrogen or nitrogen is subjected 
to great pressures at ordinary temperatures. 

On the other hand, when the experiment is made with carbon 
dioxide at temperatures a little above 31° C., the rapid change of 
volume which occurs during a certain period of the experiment would 
lead to the conjecture that liquefaction, total or partial, actually takes 
place, although optical tests fail to detect it. Against this view it 
might be urged that during this period of rapid change of volume, 
increase of pressure is always necessary for diminution of volume and 
this is opposed lo the ordinary laws of the liquefaction of saturated 
vapours. Furthermore, the higher the temperature the less marked 
this period of rapid change becomes, until it ultimately disappears. 

In the opinion of Andrews the answer to the question is to be 
found in the intimate relations which exist between the gaseous and 
liquid states of matter. These he regards as only widely-separated 
forms of the same condition of matter, which may be made to pass into 
one another by a series of gradations so gentle that the passage shall 
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nowhere present any interruption or breach of continuity. Thus at 
high temperatures and low pressures the substance approximates to the 
condition of an ideal gas obeying Boyle’s law. Increase of pressure 
and reduction of temperature decrease the mean free path and kinetic 
energy of the molecules, and the substance begins to deviate sensibly 
from Boyle’s law. It commences to acquire the properties of the 
liquid, and gradually loses the distinctive properties of the so-called 
perfect gas. The gas and liquid then are, in the opinion of Andrews, 
“ only distant stages of a long series of continuous physical changes." 

In the opinion of MIM. Cailletet and Colardeau,' however, and 
other French physicists, the liquid state persists after the critical 
point has been passed. At the critical point the liipiid dissolves the 
vapour in all proportions. For this reason the surface of separa- 
tion disappears in the experiment of Cagniard de la Tour, and 
the tube becomes apparently empty. In support of this view the 
following experiment is quoted. Iodine posse.sses the property - 
of dissolving in liquid carbon dioxide and colouring it. It does 
not, however, dissolve in the vapour. A small quantity of iodine 
was consequently deposited by vaporisation on the upper end of 
the tube in which carbon dioxide gas was compressed to li(iuefac- 
tion, and a thin layer of sulphuric acid protected the mercury from 
the action of the iodine. When the liquid carbon dioxide attained the 
level of the iodine it dissolved a jwrtion of it, and became of a rosy 
violet colour. On raising the temperature to 31 C. the meniscus 
disappeared as usual, while the colour remained in all that part of the 
tube which was previously occupied by the liipiid. The colour did not 
spread through the whole mass, but was restricted to the same region 
as before. From this it would appear that the liquid is not really 
converted into vapour, as Cagniard de la Tour supposed, but that the 
meniscus alone disappears. The part which was liquid still retains 
the power of holding iodine in solution, while the vapour above has 
not yet attained the property of dissolving iodine, for in the upper 
part of the tube it is in contact with the deposit of iodine, but remains 
without action upon it. 

Analysis by the spectroscope indicated that the iodine was still in 
solution, and not suspended in the lower part of the tube. The 
absorption spectrum of iodine in solution is very different from that 
of iodine vajmur ; but as the critical point was passed the absorption 
spectrum of the coloured carbon dioxide showed no change. 

^ Cailletet and Colardeau, Jtnn'iHif <lc r/njsiquf. tom. 1880; .-Inn. 

Chimk ft tic Phifsiquc. 6*^ stw., toin. xviii., Oct. 1NS9. 

- Cailletet and Hauteteuille. Coinittfs }l> ivlus. tom. xcii. p. S40, 1881. 
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The same authors also attacked the problem from another point 
of view. If the substance is altogether vaporised at the critical 
point, then as the temperature is raised beyond the critical point the 
tube will be tilled with a noii-saturated vapour, and it was inferred 
that the curve connecting its pressure and temperature should be 
unique (being that of a gas near its condensing point), and should 
therefore be independent of the quantity of liquid present just before 
the meniscus disappears. If, on the other hand, the liquid state still 
per.sists, vaporisation will go on beyond the critical jDoint just as 
before, and the pressure at any temperature will depend on the 
(piantity of liquid present when the meniscus is about to vanish. 
Fig. 139 shows the result of experiments made with different initial 
quantities of liquid. The part OM indicates the pressure of the 
saturated vapour as the temperature rises to the critical point. Above 
this point the curve is not unique, but depends on the quantity of 
liquid present when the meniscus is about to vanish.^ The branches 
MD, MF, etc., correspond to the cases in which the liquid occupied 
different fractions of the total length of the tube at the moment of 
disappearance of the meniscus. Hence the portion of the pressure- 
temperature curve above the critical point depends on the quantity of 
li(piid present when this point is just reached, and this seems to favour 
the idea, proposed by Kamsay in 1880 and Jamin in 1883, that the 
liquid persists beyond the critical point, and that the meniscus alone 
has vanished. The vanishing of the meniscus means that equality of 
molecular attraction in the liquid and vapour has been established. 
It does not necessarily follow that equality in density has also been 
attained, and conversely equality' of density alone does not involve 
identity of molecular attraction aq/I the vanishing of the meniscus. 
Equality of density' alone was assumed by' Ramsay and Jamin, so 
that at the critical point the Ihpiid could swim freely' on the vapour. 
M. Jamin - expected also that with increased pressure above the 
critical point the vapour w'ould become more dense than the liquid, 
and that the latter would consequently' rise to the top of the tube and 
float on the vapour. This reversal could not be obtained after 
repeated trial by M. Cailletet,-’ and although such an extraordinary 
result might be possible, y'et it is certainly' not to be reasonably 
demanded. In order that it should occur (admitting the simultaneous 
existence of the two states above the critical point), the compressibility 

* It is possible that tliis may arise from the presence of impurities, and the 
ililticuhy ot securing a uniform temperature inside a thick glass tube, or it may 
deiipinl on the pressure isee fmther note on p. 160). 

- .Jamin. Journal dc Piiusainc, 2® ser., tom. ii. p. 389. 1SS3. 

“ Cailletet, JounaUde P/iiisiijii' . Is’ ser., tom. ix. p. 192, 18S0. 
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of the vapour above the critical point should be greater than that of 
the liquid, and this might or might not be the case. 

The mutual solubility of two substances depends on the tempera- 
ture and pressure. IVI. Duclaux ^ has shown that two liquids which 
do not mutually dissolve each other in all proportions may be made 
to do so by suitably altering the temperature. Thus amylic alcohol 
and ordinary alcohol diluted with water when shaken together in a 
tube at ordinary temperatures do not mix completely, but settle into 



two layers with a distinct .surface of separation. As the tube is 
gradually warmed, however, a temperature is reached at which the 
meniscus flattens and disappears, and the liquids mix comjdetely, 
forming an apparently homogeneous fluid. On cooling again, as this 
temperature is approached, striae and undulations appear, as in the 
experiment of Cagniard de la Tour. At this temperature the liquids 
have not the same density ; the property of mutual solubility alone 
has been acquired. The conclusion of Cailletet and Colardeau is 
therefore that the critical point is not necessarily the point at which 


Duelau.x, Juurnut ilc r/iysiijuc, U' si'r., toiii. v. p. l i. 
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tbe density of the vapour is equal to that of the liquid, but the point 
at which the vapour and liquid inutiially dissolve each other in all 
proportions. From this point of view the liquid may exist in solution 
in its own vapour, and when a gas is highly compressed the liquid may 
be present although invisible. It only becomes visible when the tem- 
perature is below that of the critical point. That liquid carbon dioxide 
reallv exists in solution in the gas at 40' C. under a pressure of from 
80 to 100 atmospheres, M. Cailletet considers confirmed by the fact 
that the substance in this state dissolves iodine. 

The simultaneous existence of the two states above the critical 
point docs not, however, appear to have been sufficiently proved. All 
exjieriments prove that as this point is approached the density of the 
liquid approximates to that of the vapour. In the upjjer and lower 
parts of the tube we have then the same .substance at the same tem- 
perature, pressttre, and density, and when the meniscus disappears they 
have further the same niolecul.ir attraction or are mutually soluble, 
and there seems no rea.son for the supposition that the substance in 
the upper part of the tube is in a different .state of molecular aggrega- 
tion from that in the lower. Mr. Hannay ^ de.sciibes experiments in 
which the liquid was coloured and the vapour above it colourless, but 
on passing the critical point the whole became coloured, showing that 
mutual diti'usion occurred. This of course does not prove that the 
liquid state may not persist beyond the critical 2 Joint ; but, on the 
other hand, the experiment cited by M. Cailletet as to the solubility 
of iodine in highly compressed carbon dioxide does not jH'ove that 
liquid carbon dioxide is jtresent. For according to his own showing 
the solubility of one substance in another depends on the temperature 
and j)ressure, so that although carbon dioxide gas may not dissolve 
iodine at low pressures, this property may be accpiired by it at other 
pressures and tem])eratures, and even though the vajiour in the upper 
part of the tube did not acquire this property at the critical point, all 
that is proved is that the matter occupying the lower part of the tube 
still retains the j) 0 wer of holdiiiij in sohiiion the iodine already dissolved 
in it. 

The difficulty is probably fostered by the vague use of the terms 
liquid and vajjoui' in this case. The es.sential difference between a 
liquid and vapour, besides that of aggregation, is entirely one of the 
length of the mean free path of the molecules. As the temperature 
and pressure increase the mean kinetic energy of the molecules 
increases and the mean free path in the vaj)our diminishes, so that 
when the critical point is reached there appears to be no reason why 
^ J. B. Haim.iy. /Voc. .Soc. vul. xxxiii. p. 1S81. 
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both these quantities shovild not be the same in the upper and lower 
parts of the tube, that is, uniformity of state is established throughout 
the mass ; but as to whether this state is to be called liquid or vapour, 
or a mixture of both, depends merely on a choice of terms. 

236. On the Determination of the Critical Constants. — The 
physical constants which characterise the critical state of matter have 
become of considerable importance in the determination of the 
mathematical functions which represent the thermal and mechanical 
properties of fluids, and which establish the relations between the 
liquid and gaseous states. The accurate determination of the three 
critical constants for various substances is consequently a matter of 
importance. Of these the critical temperature is the most easily 
determined, for by employing as heaters the vapours of pure liquids 
boiling under a constant pressure, which can be adjusted at pleasure, 
the temperature can be regulated with considerable nicety, and is 
easily measured. 

The critical pressure may also, as a rule, be determined without 
very much difficulty, provided that the substance is obtained perfectly 
pure, — a matter of prime importance. In the case of substances 
which attack mercury at high temperatures the ordinary method of 
operation requires modifications, which render the calculations more 
laborious, but otherwise the difficulty is not greatly increased. 

The estimation of the critical volume, even when the substance is 
perfectly pure and without action on mercury, is a matter of much 
greater difficulty. In order to secure a correct reading of the critical 
volume it is necessary that the substance should be exactly at the 
critical temperature. A very small alteration of temperature, such as 
0"T C., at, or just below, the critical point, produces a considerable 
alteration in the volume, and for this reason a small error in the 
temperature leads to a considerable error in the volume. The main 
object is therefore to bring the substance exactly to the critical tem- 
perature. Professor Sidney Young ^ takes the substance to be in this 
state when, on rapidly increasing the volume somewhat above the 
critical volume, the fall of temperature due to expansion causes a 
momentary separation of the liquid and vapour. In order to deter- 
mine the critical volume this temporary mark of division is noted, 
and the volume then slightly diminished. After a few minutes the 
temperature becomes constant, and the volume is again increased 
slightly but rapidly, and the position of the mark of division of liquid 
and vapour again noted, this being now nearer the top of the tube. 
Proceeding in this way, it is possible, under favourable conditions, to 
' S. Young, Phil. JIiiij. vol. xx.\iii. p. ISl, 1S92. 
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make the sul)stance occupy such a volume that a very slight but rapid 
expansion gives a temporary mark of division of liquid and vapour 
almost exactly at the top of the tube. This volume Professor Young 
takes as the critical volume. 

In the case of substances, such as water, which attack glass at high 
temperatures, these methods cannot be applied. The method adopted 
by MM. Cailletet and Colardeau ‘ in the case of water was founded 
on the observation of the vapour ])res.sure curve when the liquid was 
enclosed in a strong steel tube. If a suitable quantity of the liquid 
be taken in the tube the vapour pressure will bo unique up to the 
critical point, but beyond this point the course of the curve will 
(le})end on the quantity of liquid present when the critical point is 
.•i])proached (Fig. IdO). By starting with diti'erent quantities of 
licpiid in the tube, the point at which the vapour pressure curve 
begins to branch can be determined, and the critical constants thence 
deduced. The same method may be employed to determine the 
critical constants of any other substance, the inside of the tube being 
coated with platinum, or some other substance, to avoid attack. 

The apparatus of Cailletet and Colardeau is shown in Fig. 140. 
The tube FD which contained the water was made of steel sufficiently 
strong to resist the pressures experienced during the experiments. 
This tube was heated directly in a bath TV', and by means of a 
flexible steel tube ABC it communicated with another similar and 
eipial steel tube FT, which communicated with a hydrogen manometer 
M and a [mnip l>y which water was forced into both. The pressure 
of the vapour in FD is transmitted to the manometer by means of this 
water and the thread of mercury in the tube DABCE. An insulated 
platinum wire j)enelrates the wall of the tube ET at S, and when 
the mercury rises to this level, so as to come into contact with it, an 
electric circuit is closed and an electric bell is set ringing. By this 
means the level of the mercury in ET can be kept exactly at S, and 
consequently the space DF occuj)ied by the liquid and vapour can 
be kept constant. M'heu the temperature rises the vapour pressure 
increases, and the mercury is forced through ABCE and rises into 
contact with the platinum wire at S, and .sets the bell in motion. 
The pump is then placed in action till the ringing just ceases. A 
second platinum wire penetrates the wall of TE, insulated at S', some 
centimetres above S, and thi> is in connection with another bell, so 
that if the expansion of the vapour is rapid, or the action of the pump 
too slow, the mercury rises to S' and the second bell rings. This 

’ C.iilii-tft et Ciilarilciii. Cnmiiits Ih turn. exit. p. Stia. 1S!<1 : and Aim., ih- 

Chtinic ct dc Fhysi'jue, 0“ >dr., tom. xxv. ji. 519. 
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gives warning that the vapour is on the point of expelMng all the 
mercury from the reservoir, and this of course must be avoided. 

The liquid first employed in the bath was mercury, the boiling 
point of which is below the critical temperature of water. For 
higher temperatures a bath of equal ])arts of the nitrates of soda and 
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potash was used. This mixture is notably more fusible than either 
constituent becoming liquid at 220 C., and can be used easily 
up to above 400" C. The bath was heated by a gas-burner, 
which was controlled so as to give a stationary temperature. The 
following results were obtained for the pressure of saturated water 
vapour ; — 
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[n‘l,ll Ul*'. 

Pn*'. villi'. 

IViiipeiatin 

Pre-iMii'f. 

i\ 

.•till- 

"C. 

atm. 


25 *1 

300 

St) -2 

ji:JU 

27 5 

-305 

92 '2 

235 

30-0 

310 

99-0 

2-10 

32 ’S 

31.'. 

lOO-l 

245 

35 *5 

320 

113-7 

250 

30-2 

325 

121-ti 

255 

12 0 

330 

130-0 

200 

40 ‘6 

335 

138-8 

265 

50 -S 

340 

147-7 

270 

55 ‘0 

34i» 

157 ’5 

275 

50*4 

350 

167-5 

2S0 

01-3 

355 

178-2 

265 

69-2 

360 

188 -9 

200 

74 -5 

1 365 

200-5 

295 

60*0 

' 



The curve of v,ij)our pressure ))r;inches iit 365 C'., which is therefore 
the critical tempeiaturc of water substance, the corresponding pressure 
being iOO'5 atmos. (see Fig. 139). 

237. Distinction between Gases and Vapours. — Previous to the 
experiments of Andrews there was no clear distinction between gases 
and va])ours. In general, substances which assumed the gaseous 
condition at ordinary temperatures were termed gases, while those 
which assumed the condition of a lupiid at the ordinary temperatures 
of the air were termetl vapours when in the gaseous state. Thus ether 
in the gaseous state was termed a vapour, whereas sulphur dioxide 
was c, ailed a gas, yet these substances, from the present point of view, 
are both vapours — one derived from a liquid boiling at 35° C., and 
the other from a liquid boiling at - 10 C. The distinction between 
gases and vapours was thus determined by the trivial circumstance of 
the boiling point of the liquid being lower or higher than the ordinary 
temperature of the atmosphere. Such a distinction may have 
advantages for ordinal y reference, but it is without scientific value. 
A criterion for scientifically distinguishing between a gas and a vapour 
is afforded, as Andrews pointed out, by the critical temperature. 
Thus a substance can exist j)artly in the liquid and partly in the 
gaseous state, or as a liquid and vapour in contact, only at temperatures 
below the critical temperature. Above the critical temperature it is 
impossible to compre-ss the substance so that 2)art of it may visibly 
assume the liquid state while the remainder exists as a vapour. For 
this reason a vapour may be defined as a gaseous substance, which may 
be in the whole or in i)art comjjressed into the liquid state^ — that is, 
a gaseous substance at a temperature low’er than the critical tempera- 
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ture. Oil the other hand, a gas is a substance at a temjierature higher 
than its critical temperature. 

According to this definition, any substance may be a gas or a 
vapour according to its temperature. A gas cannot be changed into 
a liquid by pressure alone, but a vapour may be changed by pressure 
into the liquid state, and may exist in presence of its own liquid. 
Thus carbon dioxide is a gas above 31 C., and a vajiour at lower 
temperatures. 

238. Critical Point of a Mixture. — In his later experiments 
Andrews ' proved that the presence of a so-called permanent gas, such 
as air, lowered in a marked manner the critical temperature of a 
liquefiable gas, such as carbon dioxide. Thus when three volumes of 
carbon dioxide gas were mixed with four of nitrogen no liquefaction 
took place at any pressure until the temperature ivas reduced to -20" 
C. The addition of even of its volume of air or nitrogen to carbon 
dioxide lowers the critical temperature several degrees. 

An extremely important observation was made by M. Cailletet - in 
this department. A mixture of five parts of carbon dioxide with one 
of air was compressed at such a temperature that liquefaction was 
produced. On gradually increasing the pressure atconstant temperature 
the meniscus of the liquid faded, and at a certain pressure disappeared 
(cf. p. 442). On diminishing the pressure again the liquid reappeared, 
and the pressure at which this occurred was lower the higher the 
temperature, as shown by the following table : — 


Pi e.ssure (atm. ) . 
I Temperature 


132^ 1 

124 

; 120 

113 

• 110 

5 ‘5 C. 1 

10' 

1 13 

18' 

19" 


At 21" C., however, the gas did not liquefy under a pressure of 400 
atmospheres. 

The disappearance of the liquid carbon dioxide on increasing the 
pressure is very plausibly explained from Cailletet’s point of view that 
the solubility in the liquid of the gas, or mixture of gas and vapottr, 
occupying the upper part of the tube, increases with the pressure, and 
at a certain pressure they will mix in all proportions, and the surface 
of separation will disappear at this point 

' Andrews, Proc. Pmij. Soc. vol. xxiii. p. 514, 1875. 

“ Cailletet, Comptes Remlus, tom. xc. p. 210 ; and Journal de Physique, I*-' ser., 
tom ix. p. 192, 1880. 

^ This question has been attacked thermodynamically by M. Duhem {Journal de 
Physique, tom. vii. p. 158, 1S8S), who show.s that the experimental results follow 
from the thermodynamic potential of the system. 
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Further investigations of the critical point of mixtures have been 
made by Ramsay, Pawlewski, Ansdell, and Dewar. According to 
Pawlewski,' the critical point of a mixture of two substances belonging 
to the same class of organic compounds should be intermediate between 
that of the constituents, and divide the interval between the critical 
temperatures of the constituents in a proportion measured by the per- 
centage composition of the mixture. Thus Sir W. Ramsay found that 
the critical temperature of a mixture of equal weights of pure benzene 
and ether was half-way between those of the constituents. According 
to the experiments of Mr. G. Ansdell,- this law is not accurately 
fulfilled by mixtures of hydrochloric acid and carbon dioxide. If the 
law held generally, then the critical temperature of any substance, 
such as hydrogen or nitrogen, could be determined by noting the 
critical temperature of a definite mixture of it with some other 
substance, such as carbon dioxide whose critical temperature is known. 

In the experiments of Professor Dewar on mixtures of carbonic 
acid with other substances, liquefaction appeared to set in at tempera- 
tures above the critical temperature of the gas. The presence of the 
second substance thus appeared to raise the critical point. This mav 
perhaps arise from the formation of some new compound under parti- 
cular conditions of temperature and pressure. These experiments 
are very interesting. Thus carbon dioxide in presence of bisulphide of 
carbon liquefied under 49 atmos. at 19' C., and floated on the convex 
surface of the bisulphide. At 35^ C., liquefaction took place under 
78 atmos., and at 40' C., under 85 atmos. At 58’ C., liquefaction 
seemed to occur at 110 atmos. On keeping the temperature at 47’ C. 
and gradually increasing the pressure, the upper surface of the liquid 
carbon dioxide disappeared under 110 atmos., as in Cailletet's experi- 
ment, and reappeared on reducing the pressure to 75 atmos. 

In presence of chloroform at 28’ C., the carbon dioxide liquefied 
under a pressure of 25 atmos., and on increasing the pressure to 50 
atmos. the two liquids mi.xed completely. At 35’ C., liquefaction set 
in under a pressure of 55 atmos., and the carbon dioxide mixed 
rapidly with the chloroform on standing. 

In presence of benzene the carbon dioxide liquefied at 18 C., and 
a pressure of 25 atmos. ; and at the moment of liquefaction the surface 
of the benzene was violently agitated, the liquid carbon dioxide falling 
through it in an oily stream, and mixing with it completely up to a 
certain point. It then collected on the surface in a distinct layer as 

' Brrichle, Xo. IV., 1882. 

- G. Ansdell. Proe. Jto;/. Sor. vol. xxxiv. p. ll-l, 1882. 

■’ .Tames Dewar, Proc. Poii. Soc. vol. xxx. p. 538. 1880. 
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further condensation proceeded, but on standing for about five minutes 
the line of separation disappeared, and the two liquids formed an 
apparently homogeneous mixture. On releasing the pressure the 
carbon dioxide boiled away rapidly from the benzene. At 35° lique- 
faction occurred under 35 atmos. ; but in this case the liquid carbon 
dioxide did not fall through the benzene as before or appear to be 
nearly so soluble in it. At 52° C. and TO" C. liquefaction occurred 
under 60 and 85 atmos. respectively, and in each case the two 
liquids mixed — in the former on standing, and in the latter rapidly. 
Similar results were obtained in presence of ether and nitrous oxide. 

In the case of camphor some small pieces were fused so as to 
adhere to the sides of the tube near its upper end, and the tube was 
then filled with carbon dioxide gas. The temperature being 12° C., 
the camphor began to melt when pressure was applied, and ran down 
the sides of the tube before the mercury appeared in sight. On 
suddenly releasing the pressure when the tube was full of liquid at 
50° C., the sides of the tube became coated with crystals of camphor, 
and these rapidly dissolved again when the pressure was increased. 

Other substances were investigated with similar results, and in the 
opinion of Professor Dewar, the carbon dioxide behaves throughout as 
if it formed an unstable compound with the other substance present, 
and this compound is decomposed and reconstituted according to the 
conditions of temperature and pressure. 

239. Liquid and Vapour Densities up to the Critical Point. — 
When a vapour is compressed to liquefaction in a tube, a means of 
determining the density of both the liquid and saturated vapour is 
afforded. By this method the saturated vapour density and other 
physical constants of hydrochloric acid were deduced by Mr. G. 
Ansdell.’^ A tube, such as that used by Andrews, was filled with the 
gaseous substance, and its mass became known by observation of the 
initial volume, pressure, and temperature. The pressure was then 
increased till the condensing point was reached, and the volume was 
then noted. This volume gives the density of the saturated vapour, 
and may be determined by taking the mean of two observations — one 
at the point whei-e the volume diminishes, and the manometer ceases 
to show increase of pressure, and the other in the reverse operation, 
when the volume is allowed to increase, and its value is observed at 
the point where the manometer shows a slight decrease of pressure. 

The mercury was then caused to rise in the tube till the whole 
gas was liquefied. The liquid now filled the top of the tube and its 
volume was observed : the tube being already carefully calibrated. 

^ G. Aiisdell, PrOf. Hoy. Soc. vol. x.xx. p. 117, 1S79-S0. 
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This volume gave the density of the liquid. From the results of the 
experiments it appears that the density of the saturated vapour 
steadily increases as the temperature rises up to the critical point, 
while that of the liquid diminishes, and near the critical point the two 
approximate to equality. In Fig. 141 the volume of the saturated 

vapour — that is, the whole 
volume occupied when the 
gas is just at the condensing 
point — is plotted for various 
temperatures along the 
curve AC, while the liquid 
volumes at the same tem- 
peratures are shown by the 
curve BC. A mutual union 
of the two curves is indi- 
cated at the critical point, 
but experiments could not 
be made nearer than 0’‘25 
C. to this point on account 
of the rapid change of 
volume. This equality of 
volume or density at the critical volume is what would be naturally 
expected, and it is in accordance with similar experiments by MM. 
Cailletet and Mathias. 

A number of experiments on ether led Avenarius ' to the con- 
clusion that the density of the saturated 
vapour is not the same as that of the liquid 
at the critical point. Air. Ansdell, however, 
points out that as the critical temperature of 
ether is 192’’6 C., Avenarius was under the 
disadvantage of working at a high tempera- 
ture, which it would be difficult to keep 
constant to within half a degree centigrade. 

In the experiments of MM. Cailletet and 
Mathias - the method of determining the 
density of the liquid differed from that adopted 
by Ansdell. The mercury was not forced 
up till li(piefaction was completed and the 
upper end of the tube filled with liquid 
alone, but the gas tube and compression pump 

* Avenariu.s, Mtui. Acad. Sci. id-Pitershourij, 187C-77. 

- Cailletet and Mathias, Jounml cle Physique, 2'^ ser., tom. v. p. .'i 40 , 1886, 
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were connected to a piece of apparatus like that shown in Fig. 142. 
This consists of a tube ABC, the two arms of which are united at 
D and communicate through the tube DE with the gas tidie and 
compression pump. The lower part of the tube contains some mercury 
AB. On cooling the tube and gradually increasing the pressure 
liquefaction takes place in both arms. After a small quantity of liquid 
is thus obtained in each arm the condensation in A is stopped, and the 
arm BCD is alone cooled, and condensation is allowed to proceed in it 
till a column of liquid BC of a convenient height is obtained. The 
difference of level of the mercury in the two arms gives the weight of 
the column of liquid above B diminished by that above A. The object 
of having liquid in both arms is to correct for the difference of surface 
tension which would exist if the mercury at A were in contact with 
the gas, and that in B with the liquid. 

By this means the density of the liquid is found, and the results 
of the experiments were found to be represented by the following 
formulie : — 

For nitrous oxide from - SO’-G C. to -i- 24* C. — 
p = 0-342 + 0-001«66> -I- 0-0922 ^'36-4 - ft. 

For carbon dioxide between - 34* C. and -t- 22^ C. — 
f>= 0-350 4- 0-003.5ft 4- 0-101 .s'31 - $, 

and for ethylene at - 21’ C., - 3 -7, 4 -3, and 6’-2 respectively, the 
density of the liquid was 0-414, 0-353, 0-332, and 0-31. 

The saturated vapours were studied in a manner similar to that 
employed by Ansdell, namely, by noting the volume at the point of 
liquefaction. The formulse obtained were : — 

For nitrous oxide (saturated vapour) — 

p = 0-5099 - 0-00361ft - 0-0714 ,,'3(5-4 - ff. 

For ethylene — 

p = 0-1929 - 0-00188(1 - 0-0346 ^/9-2 - 6, 
and for carbon dioxide — 

p = 0-5668 - 0-00426(1 - 0-084 ^'31 - 6. 

These formula; belong to the general type 
p = (i + bd + c ,J$ - 0, 

where d,. is the critical temperature, and if a curve be constructed 
with f> and 0 as co-ordinates it will be an arc of a parabola. Such a 
formula, of course, cannot be expected to be more than roughly 
approximate. 
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Moie recently M. Amagiit ‘ has employed a somewhat different 
method. In the method employed by Ansdell the saturated vapour 
density is estimated by observing the volume occupied by the sub- 
stance in a graduated tube when the pressure is increased just to the 
point of liquefaction. It is, however, very difficult to determine the 
exact point at which the first traces of liquid appear, or at which the 
last traces disappear, and a small trace of air retards the liquefaction 
considerably, and then it takes place at a pressure notably superior to 
the maximum pressure of the pure vapour. It is only when some 
of the substance has been condensed that liquefaction takes place at 
the normal pressure. For this reason M. Amagat adopted the follow- 
ing method. The gaseous substance w'as compressed till part of it, 
say ,',j the total mass, was liquefied. When equilibrium was 
thoroughly established the volumes of the liquid and vapour were 
observed. The condensatiois was then proceeded with till or 
were liquefied and the new volumes were observed. If :\v and 
Ar' denote the increase of liquid and the decrease of vapour when we 
pass from the first stage to the second, p and p the densities of the 
liquid and saturated vapour respectively, then the mass of vapour 
condensed is 

/>A/ or pit- : 

hence 

At* _p 
Av' p ' 

But if r and / ' denote the total volumes of liquid and vapour, we have 

pr-‘r p'v' = nly 

where /// is the whole mass of the substance. From these two 
equations we obtain the (juantities p and // at once. 

In this method the effect of the variation of the meniscus with 
temperature is eliminated, as it has no influence on the ratio of Ar to 
Av'. The difficulty of the observations, however, increases rapidly 
as the critical point is approached, the instability of the substance 
rendering it difficult to obtain the meniscus in a steady position. 

While carrying out these experiments M. Amagat noticed some 
interesting effects which had not been previously recorded. Thus by 
slow compression the meniscus disappeared at a temperature inferior 
to that of the critical point (at 30’-5 C., for example^ in the case of 
carbon dioxide). As long as the meniscus existed the interior generators 
of the tube appeared broken at its level (on account of the difference 
of refractive index) in such a way as to produce the appearance of a 
sudden diminution of internal diameter of the tube. At the moment 
' E. Amagat, Com^tes Kendus, tom. cxiv. p. 1093, May 1892. 
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of vanishing of the meniscus the breach in the generators disappeared 
and was replaced by two curves joining very regularly the two 
portions of each generator, the density at the same tnne appearing to 
pass in a continuous manner through all values from p to p This 
appearance was very transitory. An opaque hori^^ontal band resem- 
bling a thick emulsion, suddenly sprang up towards the middle of the 
curvature and then disappeared. The meniscus then ^ 

the broken generators, and a shower of fine drops fell upon he surface 
of the liquid and agitated it violently. In some cases the ram o 



droplets resembled the bubbles of vapour rising in a boiling liqmd 
and sometimes bubbles rose while the droplets fell, both phenomena 
occurring simultaneously. 

These facts show how difficult it is to make measurements at 
within two or three tenths of a degree of the critical poinE ^ 
Amagat was, however, able to obtain good results by this "method up 
to 31= C. with carbon dioxide. The results of his experiments a^re 
shown in Fig. 143, where the saturated vapour and liquid densities 
are represented by a curve having the densities for ordinates, and the 
corresponding temperatures for absciss®. This cm ve, li e 
MM. Cailletet and Mathias, resembles a parabola having its axis som 
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what inclined to the axis of temperature. The locus of the middle 
points of its chords is accurately a right line,' but the summit of the 
curve is much flatter than that of a true parabola, the densities of the 
liquid and vapour rapidly approaching equality at the critical tem- 
perature. At this temperature the two branches of the curve unite. 

On the same diagram is represented the curve of vapour jnessure 
having the same temperatures for abscissae, and the corresponding 
pressures as ordinates. The intersection of this curve with the 
ordinate at the critical temperature gives the critical pressure. All 
the critical constants are thus determined. For carbon dioxide 
M. Amagat finds 

= -35 72*9 atm,, p^ = 0‘4.Q-i. 

The remaining curve shows the water-line and steam-line — that is, 
the border curve or locus of points at which the substance is all liquid 
or all saturated vapour. The pressures being ordinates and the 
volumes abscissa’, it gives the volume of the substance when it is all 
saturated vapour or all liquid at any temperature up to the critical 
point. 

240. James Thomson’s Hypothesis. — Two years after the publica- 
tion of Andrews’s experiments on the isothermals of carbon dioxide. 
Professor James Thomson - supplemented these curves by an ingenious 
speculation suggested by the shape of the isothermals immediately 
above the critical temperature, as well as by the idea of continuity 
of transformation so much insisted on by Andrews. Thus in Fig. 144 
the broken line ABCDPl represents the ordinary isothermal of a sub- 
stance passing from the liquid to the gaseous state. The part AB 
refers to the liquid state, and is approximately a straight line parallel 
to the axis of pressure. At B the vapour pressure is equal to the 
external pressure, and the substance begins to separate into a mixture 
of saturated vaj)Our and liquid. The quantity of vapour increases at 
the expense of the liquid till D is reached, and here the substance is 
all converted into saturated vapour. While this transformation is in 
progress the pressure remains constant, and the line BD, represent- 
ing the isothermal of the mixture, is parallel to the axis of volume. 
Beyond D the substance is a non-saturated vapour, and the isothermal 
approximates more and more closely to that of a perfect gas. In 
the whole isothermal there are breaches of continuity at B and D, 
if the temperatuie is below that of the critical point, but no such 
discontinuity appears in the case of an isothermal above the critical 
temperature. Here the curvature of the isothermal undergoes no 

' [This fact is generally referred to as the law of rectilineal diameters.] 

- .T. Thomson, Froe. Hoy. Snc., 1871. 
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sudden change at any point. The whole curve is continuous and un- 
broken throughout its course. The same remarks apply to the state 
of the substance. Along the line AB the 
whole mass is liquid and homogeneous 
throughout. At B discontinuity of state 
sets ill, one portion being liquid and the 
other portion vapour. At D the simul- 
taneous existence of the two states ceases, 
and the whole mass again assumes a 
uniformity of state, being entirely con- 
verted into vapour. 

In order to complete the continuity 
which exists above the critical tempera- 
ture, and extend it to transformations 
below that temperature, Thomson put forward the suggestion that AB 
and DE are portions of the same continuous curve, and are joined by 
some ideal branch, such as BMCND, along which the substance might 
pass continuously from the liquid to the gaseous condition without 
any separation into two distinct states simultaneously existing in 
contact with each other. This part of the curve is very interesting, 
for along the portion BM the condition of superheated liquids, as 
exemplified in the experiment of Donny and Dufour (Art. 187), finds 
representation, and along the portion DN the condition of super- 
saturated vapours finds place. Thus the abnormal conditions of both 
liquids and vapours are embraced by Thomson’s curve, and the 
so-called difficult ij of commencement of change of state is merely the 
passage of the substance along the curve BMCND for some distance 
beyond B or D. 

The condition of the substance at any point along this curve is one 
of uniformity throughout the mass, but it is essentially one of unstable 
equilibrium for any considerable displacement. Thus the vapour 
at N is what we have termed supersaturated, and if the equilibrium 
be disturbed, condensation will set in, and if the temperature be kept 
constant, the point representing the state of the substance will fall 
with a decrease of volume to n. where the mass is partly liquid and 
partly vapour. In the same manner at M the condition is that of a 
uniform superheated liquid, and if the equilibrium be disturbed a 
sudden formation of vapour with explosive violence takes place, and 
the condition of stable equilibrium for the same temperature is assumed 
at m, where the substance is partly liquid and partly' vapour. 

Along the portion between M and N the curve slopes upwards, 
indicating that the volume and pressure increase simultaneously, an 



Fife'. 144. 
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unstable condition which is not easily conceived, and which can never 
be realised in a homogeneous mass. Experimental evidence of this 
part of the curve cannot therefore be expected, unless perhaps, as J. 
Thomson himself suggested, it may exist in passing through the thin 
surface film of a liquid in contact with its own vapour. 

If the isothermal curves for any substance be traced, each on a 
separate sheet of cardboard, the upper portion of the cards being cut 
away along the curves, and if these cards be placed with their planes 
parallel and at distances equal to the corresponding difference of tem- 
perature, they will form the characteristic surface of the substance, 
» and exhibit the relation between /<, r, and 0. Thomson constructed 
such a model for carbon dioxide from the curves of Fig. 144. This 
surface exhibits very clearly the remarkable changes of volume at and 
near the critical point, and it assists in giving a clear view of the 
nature and meaning of the continuity of the liquid and gaseous states. 

Although the whole mass of a substance passing from the state of 
vapour at D to the liquid state at B cannot be made to pass continu- 
ously along the curved path DNCMB, yet during the process of lique- 
faction states corresponding to various points on this line may exist, 
and the passage under constant pressure from vapour to liquid along 
the straight line DCB may be the result of the passage of small por- 
tions of the substance, variously located throughout the mass, through 
the states represented by some such curve as that suggested by James 
Thomson. Thus, although the transformation as a whole appears 
discontinuous, the continuity may be present in various parts of the 
mass while the transformation is being conducted. 

The question now arises as to how the line BD is situated with 
respect to the hypothetical curve BMND ; in other words, being 
given the curve find the position of the line, or the pressure of normal 
ebullition at the temperature of this isothermal. The answer to the 
question appears to be that the right line must be drawn so that the 
area BMC is equal to the area CA'D. The reasoning by which Max- 
well ' arrived at this conclusion is as follows. Supj)ose the substance 
to pass from B to D along the hypothetical curve in a state always 
homogeneous throughout, and to return to B from D along the straight 
line DB in the form of a mixture of liquid and vapour. Since the 
temperature is constant throughout, no work, on the whole, can have 
been converted itito heat (Second Law, see p. 48). But the external 
work done by the substance in the first part of the process is repre- 
sented by the area enclosed by the curve, and the ordinates at B and 
D with the axis of volume, while that done on the substance in the 


* Maxwell, Xuture, vol. xi., 1875. 
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second is represented by the area enclosed by the line BD with the 
same ordinates and axis. Hence these areas must be equal and 
opposite ; or, in other words, the area BMC is equal ‘ to the area 
CND. The value of either area of course cannot be determined, and 
the shape of the curve between B and D cannot be determined until 
some general relation between the pressure, volume, and temperature 
has been established. 

Passing along the right line BD, the substance is j)artly liquid and 
partly vapour, but in passing from the state of liquid, at B, to that of 
saturated vapour, at D, along the curve suggested by Thomson, the 
substance is at each point of the path homogeneous throughout. The 
equality of areas just mentioned may therefore be stated in either of 
the following ways ; — “ The pressure of the saturated vapour is such that 
the external work done during vaporisation is the same as that which 
would be performed if the substance increased its volume by the same 
amount, while at each stage of the transformation it remained homo- 
geneous throughout,” or “ the pressure of a saturated vapour is equal 
to the mean pressure of the substance while receiving an increase of 
volume corresponding to complete vaporisation, and remaining at each 
stage of the process homogeneous throughout.” 

A method of plotting the unrealisable, or James Thomson, part of 
the isothermal curve has been described by Professors Ramsay and 

^ The equality of these areas has been deduced by Clausius ( IFied. Aiin. vol. 
i.\. p. 337, 1880) from the algebraic statement of the Second Law. Assuming the 
cycle composed of the curve BMND and tlie line 1)B to be reversible, we have for 
the whole cycle (see Art. 329) 



but throughout the cycle the temperature is constant, therefore 

/?Q=o, 

or no heat is, on the whole, given to the substance or taken from it during the pro- 
cess, and consequently as before the areas are equal. Thus, Maxwell’s proof rests 
ultimately on the same axiom as that of Clausius, viz. on the second law of thermo- 
dynamics. Both, however, apply pirinciples derived from experience to a case n hich 
cannot be realised experimentally, namely, the passage through the states repre- 
sented by the curve, and which consequently casts doubt on the ligitiniacy of the 
conclusions. A proof of the theorem can also be derived from the theorems of 
Gibbs on the thermodynamic surface (Gibbs on the Equilibrium of Heterogeneous 
Substances, Chap. YIII., Sec. VI.). 

It may be remarked that the internal energy of the mixture of liquid and satur- 
ated vapour at the point C, where the James Thomson curve is cut by the right line 
BD (Fig. 144), is not the same as the internal energy ot the mass at the same iioint 
when in the hypothetical homogeneous stale, hut the internal energies in the two 
states at C differ by the area ot either loop BCM or CDN. 
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Yoving.^ The relation between temperature and pressure is deter- 
mined by drawing vertical lines (constant volume) across the isothermal 
curves, cutting them in points which correspond to certain definite 
pressures, which may be determined from a properly constructed 
diagram. A series of equi- volume curves may thus be plotted out by 
using the temperatures as ordinates and the pressures as abscissae. 
All such curves were found to be straight lines, the relation between 
pressure and temperature at constant volume being linear and of the 
form - 

■p — ^0 — 

where a and h are constants depending on the volume chosen, and 
varying with it. The values of a and h being found by experiment 
for any volume at temperatures above the critical point, extrapola- 
tion was then applied to temperatures below the critical point, and the 
relation between pressure and temperature determined along the 
unrealisable part of the curve. Experimentally the pressure may be 
cautiously reduced below the point at which boiling occurs, and simi- 
larly a part of the curve on the other side can be realised by having 
the vapour in a space free from dust, so that condensation does not 
begin, although the temperature is below that of condensation. 

The equality of the areas of the curve above and below the hori- 
zontal vapour line, as already referred to. was tested and verified by 
tracing the curve in this manner on tin plates, and cutting out the 
segments and weighing.-' 

Note. — Near tlie ci itic.il point small changes of pressure are attended by consider- 
able changes of density. M. Gouy (Comptra JRendvs, tom. cvv. p 720, 1892) has 
conseriuently directed attention to the important intiuence of the weight of super- 
incumbent mass of fluid on the lower strata of a .substance near its critical point. 
The effect of this pressure will be to i>lace the lower strata under pressures higher 
than that appertaining to the critical point whde the upper strata are still at lower 
pressures. The upper and lower strata may thus he at very different mean densities, 
and in M. Gouy's opinion this may explain the observations of .MM. (Jailletet and 
Colardeau (see further a note by C. Zanduasi, P/iit. ila<j. vol. xxxvi. p. 230, Aug. 1893). 


' Nature, vol. xliv. p. 276 and p. 60S, 1891. 

The eipiation of van der Waals is of this form (see p. 48-2;. 

■’ [The author has suggested that a conceivable manner in which the change from 
liquid to vapour might take place is hy the formation of a very large number of 
eijual bubbles equally distributed tlirouglioiit the mass, gravity being supjiosed not 
to act. If these bubble.s grew uniformly till they touched, the mass finally changing 
to a number of equal small drops of liquid distributed throughout the vapour, and 
these drops gradually increased in size and coalesced, then the changes of pressure 
and volume might be rejiresented by a curve resembling J. Thomson’s curve in form. 
The mass would of course he heterogeneous and the condition unstable. (T. Preston. 
Phil. Sept. 1896.)) 
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ON EQUATIONS RELATING TO THE FLUID STATE OF MATTER 

241. Early Experiments on Boyle’s Law. — A perfect gas has 
been referred to already as an ideal substance which rigorously obeys 
Boyle’s law. The substances which are ordinarily termed gases and 
vapours obey this law only more or less approximately. Within fairly 
wide limits the volume of any ordinary gas varies very approximately 
in the inverse ratio of the pressure to which it is subject. This law was 
discovered by Robert Boyle in 1660, and in 1661 he presented to the 
Royal Society his work, “Touching the Spring of Air and its Etfects.” 
With respect to the experiments on air he says : “’Tis evident that 
as common air when reduced to half its natural extent obtained a 
spring about twice as forcible as it had before, so the air, being thus 
compressed, being further crowded into half this narrow space, obtained 
a spring as strong again as that it last had, and consequently four times 
as strong as that of common air.” 

According to the dynamical theory of gases Boyle’s law is a con- 
sequence of the comparatively very wide separation of the molecules. 
When the molecules are widely separated, so that they possess free 
paths, during which they move in right lines, and are free from mutual 
influences, the time spent in mutual influence becomes vanishingly 
small compared with the time spent in traversing the free path, and 
as a consequence the mutual ett'ect of the molecules on each other 
becomes negligible, at least in a first approximation. The nature of 
the molecules and their mutual actions when near each other are thus 
eliminated from consideration. Such perfect freedom of a system of 
molecules from mutual influence is only attainable ideally as a limiting 
case. In the gases found in nature the time spent by any molecule in 
its collisions with the others is not vanishingly small compared with 
the whole period, and for this reason the effect of the mutual inter- 
actions of the molecules becomes sensible, and deviations from the 
law of Boyle of greater or less magnitude are exhibited. 

461 
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Boyle himself does not appear to have considered this law to 
possess the wide generality afterwards attributed to it. He believed 
that for 2 )ressures above four atmospheres the compression of air was 
less than the amount deduced from the law, and Muschenbroek ^ 
appears to have arrived at the same conclusion. 

Sulzer and Eobison - both obtained the opposite result, and found 
that when the pressure was increased in the ratio of 7 to 1, the density 
increased in the greater ratio of about 8 to 1. This indicated a very 
wide divergence from the law, and must be attributed to faulty appa- 
ratus and the mode of observation, for later experiments by Oersted and 
Swendsen, ' with imjrroved apparatus, gave results which were very 
consistent with the law, although, on the whole, the density appeared 
to increase somewhat faster than the pressure. This, however, they 
attributed to errors of observation. 

The next series of experiments was by Despretz.^ The direct 
object of this investigation was to determine if all gases were equally 
compressible. It consequently was not ascertained if any particular 
gas obeyed Boyle’s law, but rather that the different gases were com- 
pressed by different amounts when subjected to the same increase of 
pressure : and hence, if any one of the gases examined obeyed the 
law accurately, the deviations of the others from it could be deduced. 
The method of experiment was to enclose different gases in barometer 
tubes standing in the same cistern. The tubes were all of the same 
length, and the quantity of gas in each was so adjusted that initially 
the mercury stood at the same level in all the tubes. The system 
was then placed in a tall cylinder filled with water and fitted with a 
screw, by which the pressure could be increased at pleasure. It was 
then found that when the pressure was increased the previous equality 
of volume of the various gases became destroyed, and that the level 
of the mercury stood higher in some of the tubes than in others. It 
was thus found that such gases as carbonic acid and ammonia were 
more compressible than air, and that when the pressure exceeded 15 
atmos., hydrogen exhibited an opposite effect. Up to 15 atmos. no 
difference of behaviour between air and hydrogen could be detected, 
but at higher pressures the hydrogen possessed a sensibly greater 
volume. This showed that of all the gases examined hydrogen was 
the least compressed at high pressures, or that the })roduct pr was 
greater for air than for any other gas ex^'ept hydrogen. If the values 

' See the introduction to Kegnault's Itemoir on the compressibility of gases 
(J/t'm. de I' Acad. tom. x.xi.). 

- Robison, Mechanical riiilonnplni. vol. iii. p. 637. 

“ Edin. Join-nnl nf Science, vol. iv. 1826. 

^ De.spretz, Ami. dc < 'hiniie if dr Phiisn/iir, ‘1^ si-r., tom. x.v.xiv. pp. :J3.0, 443 ; 1827. 
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of pr were tabulated from such an experiment, while the temperature 
was maintained constant, the extent to which the various gases deviated 
from Boyle’s law- would be placed in evidence, and if every precaution 
has been taken to obtain them perfectly free from aqueous vapour, and 
all other impurities, the discrepancies must be attributed to an actual 
diffei’ence of compressibility of the various gases. 

The research was next taken up by Pouillet,'^ who followed the 
method of Oersted and Despretz. He compared the compressibility 
of two gases contained in tubes about 2 m. long, and he concluded 
that oxygen, hydrogen, and nitrogen were equally compressible up to 
100 atmos., and that sulphurous acid, carbonic acid, ammonia, etc., were 
notably more compressed than the former under high pressures. It 
still remained, how'ever, to test the obedience of any single gas to 
Boyle’s law ; it was still believed that air obeyed the law, and the 
investigation of this point was taken up by Dulong and Arago.- 
Their experiments ranged up to 27 atmos., and within these limits 
they found that the observed volume was alwaj's slightly less than 
that calculated by the law. From an inspection of the numbers 
furnished by their experiments it appears that the difference between 
the observed and calculated volumes did not increase but rather 
diminished as the pressure increased. The difi’erence, however, was 
always very small, and fluctuated a good deal in magnitude, so that 
it could not be concluded wdth confidence that any deviation from 
Boyle’s law had been proved. For this reason the whole matter was 
investigated by Eegnault in a much more comprehensive manner. 

^ Pouillet, i^Umcnts de Plnjsiijuc, tom. i. p. o27. 

“ Dulong et Arago, Ann. de Chimic ct dc t'liysiqni', '1'^ ser., tom. xliii. p. 74, 1830. 

“ Regnault, 31tm. d<' VAcud. tom. .v.xi. p. 329. 

In Regnault's experiments on Boyle s law the divergence of yr could not have 
been due to eirors of observation. The ditt'erences would have reiiuired an error of 
reading of the pressure of from 2 to 118 mm. 

Regnault represented the results of his experiment by a formula — 

111 liis second memoir he proposed the formula {p bein^ expressed in metres of 
mercury) — 

07^,,^ 1 + A(p - 0-76 1 + B(^ - 0-76)-. 
pr 

For air and nitrogen A was negative and B positive ; for carbonic acid both A and 
B were negative ; and for hydrogen both were positive. — Relation cits Kepiriences, 
tom. ii. p. 237, etc. 

The formula — 

pr — pS,{oQ + 6) + R0, 

connecting the pressure, volume, and terajieraturc ofa gas, was proiiosed by Schroder 
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The method of experiment adopted was to enclose the gas under 
examination in a glass tube of accurately determined capacity, and 
surrounded by a bath kept at a uniform temperature. The gas filled 
the tube initially, and its pressure was registered by means of an 
open air mercury manometer. The pressure was then increased by 
forcing the mercury to rise from a cistern below' into the manometer 
tube, and this was continued till the volume of the gas was reduced 
to half its initial volume, or very apjd'oximately so. Thus if Boyle’s 
law is obeyed, and if then we should have p=-2p^. In 

practice it was more convenient to bring the final volume v approxi- 
mately to the value ir^, and then observe the pressure p, when 
the initial pressure p^ was varied by admitting different quantities 
of gas into the tube. The following table contains the results 
of Regnault's experiments on air, nitrogen, hydrogen, and carbon 
dioxide. It will be observed that in no case was the product pv 
found to be constant, but that the quotient i\{i\ypv exceeds unity in 


1 Air. 

i 

1 

I Nitrogen. 

Carbon (Uoxide. 1 

1 

j Hydrogen. 

I J>()- 

1 

j I'ii'ii'i"'- 


/’II'IU"'. ' 

i 

1 

1 i'll- 

J'Ol'd.'i"-- 

1 

mm. j 

738 ‘72 

1-001414 

linn. 

753'46 

! 1-000988 ; 

mill. 

764-03 j 1-007597 

t 

mm. 


1 2112'53 ] 

1-00276.5 

4953-92 

1 -002952 

3186-13 1-028698 

2211-18 

0-998584 

4140 'Sa 

1 -003253 

86-28-54 

1-004768 ; 

4879-77 I 1-0456-25 

5845-18 

0-996121 

9336’41 

i_ 

1-006366 

10981-42 

1 -006456 

9619-97 j 1-155865 1 

9176-50 

! 

0-992933 1 


the case of all the gases except hydrogen, and notably in the case 
of carbonic acid. In the case of hydrogen, however, the quotient was 
less than unity, and (he inference w'as that within the limits of these 
experiments the product pr diminishes as the pressure increases for 
all the gases examined except hydrogen. In the case of this gas the 
deviation is in the opposite direction, the product pv inci eases and the 
compressibility is less than that deduced from Boyle’s law. This 
apparently peculiar and unexpected behaviour drew' from Regnault 
the ironical remark that hydrogen was a “gaz plus que parfait.” 
Later experiments have, however, shown that this property is not 

van diT Kolk. From thi:, it wouM follow that Boyle's law would hold only at the 
temperature 

e=-^ 

« 

From Regnault’s experiments M. Reye calculated that this temperature for air is 
79° C., for CO., 156° C., and for hydrogen - 41'. 
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characteristic of hydrogen, but is exhibited by all other gases under 
high pressures, provided they remain in the gaseous state under these 
pressures. The general law seems to be that the product pv at first 
diminishes as the pressure is increased, and after attaining a minimum 
value it begins to increase steadily with the pressure. The exact 
course of the variations of pr is, however, modified to a considerable 
extent by the temperature at which the experiments are made. This 
is placed in evidence by the following important investigations of 
M. Amagat : — 

242. Amagat’s Experiments. — The experiments of Eegnault 
proved conclusively that Boyle’s law is not rigorously obeyed by any 
gas in nature, and that in the case of all the gases examined, except 
hydrogen, the product pv diminished. Within the limits of these 
experiments it appeared that pv continued to diminish as the pressure 
increased. That this diminution of pv does not go on indefinitely, 
but that after decreasing for some time a value of the pressure was 
ultimately reached beyond which the product pv increased, as in the 
case of hydrogen, was first discovered by Xatterer while endeavouring 
to liquefy the so-called permanent gases — oxygen, hydrogen, and air. 
Although the ground thus broken by Xatterer ^ was of the highest 
interest and importance, nearly twenty years elapsed before the 
subject was taken up and examined more thoroughly. This was done 
sinmltaneousl}^ by Cailletet and Amagat in 1870 ; and the experiments 
of the latter - especially have advanced the knowledge of the subject 

* J. Natterer, Wii'iuir Brr., 18.50, 1851, 1854 ; royj. Ann,, vol. Ixii. [i. 13S ; vol. 
xciv. p. 436. 

■ Amagat, Ann. de Chimie cl de Physique, 4® si-v., tom. .xxix. : »>•' ser., tom. xxiii. 
p. 353. C'lhiptes Pendus, tom. Ixxiii. p. 183 ; tom. Ixxv. p. 479 : tom. cxv. p. 638. 
etc., 1892. 

Amagat {(Joniptes lltndus, tom. .xcix. p. 1153) gives the Ibllowiug table for the 
product 'pv for nitrogen and air at the ordinary temperature of 16' C. , by which the 
correct reading of an ordinary air manometer may be determined at ordinary 
temperatures ; — 


Pres.sure in 
Metri's ot 

Xitrogeii. 

Ail. 

, Pre>sure m 

1 Meties of 

Xitrugeii. 

Air. 

Mercury. 

J"'- 

?'-• 1 

1 Mercuiy. 


c'-. 

0-76 

1-0000 

1 -0000 

1 4.". 

0-9895 

, 0-9815 

20 

0-99.30 

0-9901 

50 

0-9897 

0-9808 

25 

0-9919 

0-9876 

1 55 

0-9902 

0-9804 

30 

0-9908 

0-9855 

00 

0-9908 

0-9803 

35 

0-9899 

0-9832 1 

1 65 

0-991.3 

0-9807 

40 

0-9896 

0-9824 





The pressure was determined by a column of mercury in a tube attached to a tower 
65 metres in height. 

2 H 


General 

law. 
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in a marked degree. The method of experiment consisted essentially 
in the comparison of two manometers — one containing nitrogen, and 
the other containing the gas under examination. The latter was 
placed in a bath, the temperature of which could be varied at pleasure, 
and also maintained uniform during a series of observations. A 
previous investigation of the compressibility of nitrogen, made with 
the greatest care (the pressure being directly determined by means of 
an open air manometer), furnished the means of determining the 
actual pressure by means of the nitrogen manometer. Thus in the 
present investigation the volume and temperature of the gas under 
examination were directly observed, and the pressure was determined 


a 



Kij;. 145. — llytlroiren. 


by the nitrogen manometer. All the quantities, p, r, and 9 are thus 
known, and the variations of any function of these quantities may be 
determined. M. Amagat represented the variation of the product 
at constant temperature by tracing curves, of which the ordinates 
wei>e the values of pi', and the abscissa? the corresponding values of p. 
An inspection <jf these curves shows that all the gases examined may 
be divided into two groups. Hydrogen is typical of the first group, 
and in this (Fig. 145) the curves are sensibly straight lines within 
the limits of the experiments. The lines corresponding to different 
temperatures are parallel to each other, but inclined to the axis of 
pressure in such a manner as to indicate that pv increases uniformly 
with the pressure. Carbon dioxide and ethylene are typical of the 
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second group. In this case pv diminishes to a minimum, and then 
increases indefinitely with the pressure. 

If Boyle’s law were rigorously obeyed the curve connecting -pv and 
p would be a right line, parallel to the axis of pressure, and the curve 
connecting p and v at constant temperature would be an equilateral 
hyperbola. Hence in the case of carbon dioxide and other substances 
of this group, the curve connecting p and r is at first steeper than the 
hyperbola, and afterwards becomes less steep, and is not asymptotic 
to the axis of pressure. 

The behaviour of nitrogen is shown in Fig. 146. At low pressures 
the product pv diminishes as the pressure increases, but after reaching 


> 

a 



a minimum the product begins to increase, and the curve rises like 
that of hydrogen. The figure shows the curves for experiments 
conducted at 17°-7, 30'-l, 50 -4, 75 -5, 100 1. 

The curves for ethylene are shown in Fig. 147. In this case the 
variation of pr is much more marked. The curve falls rapidly at?first 
and is concave towards the axes. It then turns and rises almost 
uniformly. It will be observed that as the temperature increases the 
marked drop in the curve as well as the concavity disappears, and it 
is to be surmised that above a certain temperature the curve rvould, 
like that belonging To hydrogen, show only an upward slope. The 
fact that the jrroduct pr always increases for hydrogen is then a 
sequence of the fact that at ordinary temperatures it is farther from 
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its critical temperature than the other gases, or at least it is so far 
removed from it that the initial downward slope has disappeared from 
the curve. At low temperatures it is to he expected that the 


a 


38 



6 
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Fiir. 147.— Ethylene. 


hydrogen curve would show a sag like that of nitrogen, and at very 
low temperatures like those of ethylene and carbon dioxide. 

The curves for carbon dioxide are shown in Fig. 148, and resemble 
generally those of ethylene. Near the critical point the variation of 
the product pv is very rapid, but as the temperature becomes more 
elevated constancy is more nearly approached, and the point of the 
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It appears from Fig. 148 that these minimum points advance to the 
right as the temperature rises, but that this displacement ceases at high 



Fig. 149.— Carbon dioxide. 

temperatures, and a retrogade motion sets in, so that the (dotted) 
curve passing through these points possesses a parabolic form. This is 
shown more clearly in Fig. 149, which exhibits the left-hand portion 
of Fig. 148 etdarged. The parabolic form of the dotted curve, 
passing through the minimum points, is here strongly brought out, as 
well as a second parabolic dotted curve, which appertains to tempera- 
tures below the critical jxdnt, and passes through those points at 
which condensation begins as well as those at which it is completed 
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(cf. Fig. 143). The two dotted isothermals correspond to the 
temperatures 32° and 35° C. 

The parabola of minimum values of pv can be found from van der 
Waals’ equation (Art. 245) by writing p = x, P’ 1 ' = //, and obtaining the 
locus of minimum values of y. 

For very high pressures the curves become for all substances a 
system of sensibly straight and parallel lines, and the equation of any 
one of these lines will obviously be 

yir 0/1 + (4, 


The quantity a depends on the nature of the substance, while 
depends on the temperature. When r = « the pressure is infinite, and 
a is therefore the least volume into which the substance can be com- 
pressed. With this meaning then the above equation would be 
interpreted by saying that at high pressures the law of Boyle is obeyed 
by all substances at temperatures above the critical point, if we take 
as the volume of the gas the whole space in which it is enclosed, 
diminished by the least volume of the substance — that is, if the volume 
of the gas be considered as the space r - a rather than the whole space 
V in which it is enclosed. 

For the ratio a r under a pressure of 760 mm. M. Amagat finds — 

Hydrogen. Carbonic acid. Ethylene. 

“ = 0-00078 0-00170 0-00231. 

V 

In all such experimental investigations the gas is compressed in a 
tube over mercury, and in testing the truth of Boyle's law a correction 
for the pressure of the mercury vajioui- must be applied. This cor- 
rection has an insignificant effect at high pressures, but at low pressures 
it leads to great trouble and doubt. For this reason a new series of 
experiments was undertaken by Amagat ' on the compressibility of 
air, hydrogen, and carbon dioxide in a rarefied condition. The same 
question had been previously treated by Mendeleetl','’ Kirpitschoff, and 
Hemilian, by Siljerstrom * and Amagat.^ The results of these in- 
vestigations differ considerably, and are attended by certain unavoid- 
able sources of error which become more and more accentuated as the 

' Amagat, Aim. dc Chimie et de Physique, 5“ scr., tom. xxii. p. 397, 1881 ; and 
tom. xxviii., 1883. 

■- Mcndeleetf and Kirpitsclioll, Ann. de Chimie et de Physique. 5“ scr., tom. ii. p. 
427, 1874 ; and tom. ix. 1876. 

■' P. A. Siljerstrom, Pogq. Ann. vol. eli. p. 451, 1874. 

■* Amagat, Ann. de Chimie et de Physique, 5“ scr., tom. viii. 1876. 


Difficultie 
at low 
pressures. 
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pressure is diminished. At low pressures the deviation from Boyle's 
law is exceedingly small, and at very feeble pressures it becomes so 
shrouded by the errors of experiment that it is impossible to be 
certain either of its magnitude or the direction in which it takes place. 
The method of experiment adopted by Amagat consisted in allowing 
the gas, enclosed in a glass cylinder of volume r and at pressure ji), to 
expand into another glass cylinder of sensibly equal volume v . Both 
the cylinders were immersed in an oil bath kept at a constant tempera- 
ture. After expansion the new volume of the gas was r + v\ and its 
pressure 7 / was measured. The quantities rp and (r h i')^/ could thus 
be compared, and the deviations from Boyle's law, if any, were deter- 
mined. In the case of air no sensible deviation was found at low 
pressures, but carbon dioxide yielded a product ]>v which diminished 
continuously as the pressure increased. This method of experiment, 
though apparently very simple, presents considerable experimental 
difficulties, and condensation of the gas on the walls of the enclosing 
vessel seems to be unavoidable. 

Numerous experiments on the compressibility of nitrogen, sulphur 
dioxide, carbon dioxide, ethylene, and ammonia have been conducted 
by F. Roth,' the temperatures being carried to 180° C. by aniline 
vapour, and the pressures ranging up to 168 atmos. The apparatus 
employed was a modification of that adopted by Pouillet. 

[The compressibility of air at low temperatures was determined 
indirectly by Witkowski,’ making use of Amagat’s values for air at 
16° C., and of his own experiments on the coefficient of dilatation of 
air (Art. 122). If /■ is the volume of a mass of air at pressure 7 ) and 
temperature d, its volume at the same pressure and at temperature 
t, Vq its volume at standard pressure and temperature t, and its 
volume at standard jjressure and temperature, then we may put 

pr = 7,p„i-„ 

tvhere »; is an unknown function of jt and. ti, but t is known for all 
pressures from Amagat’s experiments. If a volume be heated 
under constant atmospheric pressure to t, its new volume will be 
Wg' = ( 7,(1 + at), a being the mean coefficient of dilatation at atmospheric 
pressure which is practically independent of the temperature. If the 
pressure be now raised to j>, the volume becomes 

„ _ W,,' ep„r,|(l -i-ao 

If— — 

P P 


' Roth. Wied. Ann. vol. ix., 1880. 
“ Phil May., April 1896. 
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and if its temperature be now raised to 0° at constant pressure p, its 
volume will be 


therefore 


oWl + aO _ 1 + 

J> 1 + a-, A P 


T)— e(l -r at 


I f a,^e 

1 T- a,,,t ■ 


In Fig. 150 the ordinates are the values of pv, which is proportional 
to 1 ), for given temperatures and varying pressure.] 



243. Compressibility of Gases under High Pressures. — The 

compressibility of gases under very high pressures has also been in- 
vestigated by M. Amagat.‘ The- method employed was that used for 
studying the compressibility of liquids- within the same limits of 
pressure, but the difficulty was far greater, arising chiefly from the 
smallness of the volume which a gas occupies when it is highly 

' Ainagat, Comptes Reiidus, tom. cvii. p. 523, 1888. 

Ibul. torn. ixv. ]i. 638, etc. 1892-93. 
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compressed. After numerous trials perfectly regular and concordant 
results were obtained by using for gauging the tubes the method of 
reading by electrical contacts, which then served to estimate in the 
same tubes the volumes successively occupied by the compressed gas. 

For the same reduction of volume Amagat found far higher 
pressures than those obtained by Natterer. This dift'erence can be 
easily accounted for by the inevitable errors inherent in the method 
pursued by the latter. The following results refer to high pressures. 
For pressures below 1000 atmos. it was proposed to employ an apparatus 
which would enable the temperature to be raised far higher than it 
previously had been with these very high pressures, where it was 
only possibly to work between 0 and 50 . The table gives, for the 
pressures specified in the first column, the volumes occupied at 15° 
by a mass of the gas which occupied unit volume at 15° and 760 mm. 


j Atmos. 

Air. 

Nitio”en. 

OxjgPiu 

j Hyilrogeu. | 

TfiO 

0-002200 

0-002262 


1 ^ i 

1000 

0 '001974 

0-002032 

0-001735 

, 0-001688 [ 

l.'lOO 

0-001709 

0 001763 

0 001492 

1 0-001344 ! 

2000 

0-001560 

0-001613 

0-001373 

i 0-001161 ' 

•2500 

0-001409 

0-001515 

0-001294 

0-001047 1 

3000 

0-001401 

0-001446 

1 0-001235 

0-000964 

1 

It is interesting to compare the 

compressibility of strongly com- 

pressed gases 

with that 

of liquids. 

In order to 

facilitate this com- 


parison the following table from 750 atmos. to 3000 atmos. contains 
their coefficients of compressibility as usually defined, viz. - dr 'nip : — 


' Limits of PIP'-^me. 

All. 

Nitiogen. 1 

Oxygen. 

Hydrogen. 

Between 750 

and 1000 atmos. 

0-000411 

0-000407 1 



; ,. 1000 

,, 1500 „ 

0-000268 

0-000265 ; 

0-000258 

0-000408 

1 1500 

,, ‘2000 ,, 

0-000167 

0-000170 ! 

0-000160 

0-000272 

,, -2000 

,, 2500 

0-0001-23 

0-000122 i 

0-000115 

0-000197 

! „ 2:.oo 

i 

,, 3000 .. 

0-000093 

0 000091 ’ 

O'OOOOPl 

0-000158 


It is thus seen that at high pressures the three first gases have 
pretty much the same compressibility, and that it is of the same order 
as that of liquids. In fact, at 3000 atmos. it is virtuallv equal to 
that of alcohol at normal pressure. Hydrogen, however, has a much 
larger (almost double) compressibility at 3000, and it is almost equal 
to that of ether about the normal pressure. These compressibilities, 
like those of liquids, inci'ease with the temperature, as is shown in the 
following table for hydrogen : — ■ 
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Limits of Prest'Uie in Atmos. 

At O'. 

At 15 -4. 

At 47’-3. 

Between 1000 and 1500 


0-000108 

0-000416 

,, 1500 „ 2000 

0-00026-3 

0-000272 

0-000280 

,, 2000 ,, 2500 

0-000196 

0-000197 

0-000208 

,, 2500 ,, 3000 

0-000156 

0-000158 

0-00015S 


The apparent densities are easily deduced from the apparent volumes 
given in the foregoing table, and if we assume the ordinary value of 
the compressibility of glass, the following results are obtained for the 
real densities at 3000 atmospheres ; — 

Densities at 3000 Atmos, compared with Water. 

Oxygen .... 1 -0972 (apparent) 1"1054 (real) 

Air 0-8752 ,, 0-8817 ,. 

Nitrogen . . . 0-8231 „ 0-8293 ,, 

Hydrogen . . . 0-0880 ,, 0-0887 ,, 

The curves obtained by measuring ]> along the axis of abscissae 
and pv along the ordinates are nearly straight lines, but all present a 
slight concavity towards the axis of abscissfe. 

244. The Properties of Vapours. — At a time when it was supposed 
that the so-called permanent gases rigorously, or with an extreme 
degree of proximity, obeyed Boyle’s law, it had been found that 
vapours near their condensing points deviated considerably from the 
law. The experiments of Cagniard de la Tour (1822), Cahours ‘ 
(1845), and Bineau- (1846), proved that as the pressure of an un- 
saturated vapour was increased the product pr diminished up to the 
condensing point, or that the coefficient of expansion of a vapour 
decreases from the condensing point, ultimately falling to that of a 
perfect gas as the tempei-ature of the unsaturated vapour is raised. 
In the experiments of M. Cahours the coefficient of expansion appeared 
at first to increase to a maximum, and then to decrease gradually to 
that of a perfect gas as the vapour was gradually heated from the 
point of saturation. This peculiarity was explained on the supposition 
that at the saturation point condensation occurred on the walls of the 
enclosing vessel, and that as the vapour was heated this condensed 
layer evaporated and led to an abnormally high coefficient of ex- 
pansion. According to Regnault’s® experiments it appears that un- 
saturated water vapour may be regarded as practically obeying Boyle’s 
law until the pressure reaches i of the maximum vapour pressure. 

The specific volume of a vapour, or its vapour density at the 
' Aug. Cahours, Cumpteb Iie)ulus. tom. xx. ]>. 51, 1845 ; ami tom. xxi. p. 625. 

- Bineau, Ann. de Chiinie ct dc Fhitsique, 3<^ si-r., tom. xviii. p. 226, 1846. 

Regnault, Mem. dc /'Acad. tom. xxvi. p. 200. 
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point of saturation, is of great importance, as this quantity enters into 
many thermodynamic equations. The first experiments which estab- 
lished the influence of temperature and pressure on the densities of 
vapours were those of Fairbairn and Tate in 1860. These experi- 
ments (as well as those of Hirn^ and Wiillner -) proved that the density 
of a saturated vapour is always greater than the value deduced on the 
supposition that Boyle’s law is obeyed up to the point of saturation.. 
Their method also admitted of the investigation of the behaviour of 
non-saturated vapours, for by superheating the enclosed vapour the 
difference of level of the mercury surfaces and the volume of the 
enclosed vapour could be observed, and in this method the errors 
arising in the estimation of the volume are not greater than those 
which ordinarily accompany the determination of the temperature, and 
the method is consequently favourable to the correct calculation of the 
specific volume of the saturated vapour. 

An elaborate series of investigations on the compressibility of 
vapours and variations of the product pr near the condensing 
point was executed by Herwig® in 1868, but the method was not 
good for the determination of the specific volume of the saturated 
vapour. The vapour under examination was enclosed in one arm of a 
graduated glass tube in which the tmlume could be read off. The other 
arm of the tube communicated with a manometer which registered the 
pressure, and also with an air-pump by means of which the pressure could 
be varied at pleasure. The vapour tube was immersed in a bath so 
that the temperature could be varied at pleasure, and the behaviour of 
the saturated vapour studied at various temperatures and pressures. 
The saturation point was determined by observing when the pressure 
commenced to diminish as the volume was gradually increased, and the 
sensitiveness of the method depends on whether an appreciable change 
of pressure is caused by a small change of volume at this point. This, 
however, is not the case, for the value of r corresponding to the exact 
point of saturation is very ill-defined, the rectilinear part of the iso- 
thermal merging gradually into the hyperbolic, and large changes of 
volume giving rise to small changes of pressure. 

This series of experiments led Herwig to the conclusion that the 
product pv for a vapour gradually diminishes as the pressure is increased 
up to the condensing point, and that if p„ Vg, denote the pressure and 
volume of the substance at the condensing point, while p and « 
denote its pressure and volume at the same temperature when ver}^ 

^ Him, ThfOt'ic int'ottiique de la Chaleur. 

- Wiillner, Lehrh. d. i.xp. Phys. vol. iii. p. et)4. 

^ Hcrivig, Poaij. Ann. vol. exxxvii., 1S69 ; vol. c.xli., ]&70. 
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far removed from this point — that is, in the state of a perfect gas — 
then the experiments might he represented hy the formula — 

pv — 

^, ,,^=0^0 = 0-0595 ^'e, 

the constant C being the same for all the substances examined. From 
this it follows that 

pv 

where k is another constant, which will be different for different sub- 
stances. 

This formula, if true, informs us that the product pr for a saturated 
vapour varies as the square root of the absolute temperature, and 
therefore enables us to calculate the specific volume of the saturated 
vapour at all temperatures from a table of vapour tensions. It also 
leads to the conclusion that at the temperature 

0 = 1/0^ = 282" '58 abs. =9" -5S centigrade 

the product pgVg is the same as the constant value of pv under Boyle’s 
law. This consequence of the formula has not been justified by 
experiment, and as Herwig did not extend his experiments through a 
sufficiently wide range of temperature, his formula cannot be regarded 
as possessing more than a very limited range of application. 

Subsequently many of the results obtained by Herwig were veri- 
fied by Wiillner and Grotrian,i but they found from a study of the 
same vapours that the quantity C in Herwig’s formula could not be 
regarded as constant.- The method of experiment was a combination 
of that of Herwig with that of Fairhairn and Tate. The space in 
which the vapour was produced and studied consisted of three flasks 
of which the necks were downwards, and were graduated into parts of 
equal volume and communicated with a receiver full of mercury under 
a constant pressure. A fourth flask, placed in the same conditions, 
contained vapour always saturated in presence of an excess of liquid, 
which played the part of the outside vessel in the experiment of 
Fairhairn and Tate. The four flasks were placed in the same bath, 
and the volumes of the first three were in the ratio 1:2:4, and the 
weights of liquid placed in them were in the same ratio, so that they 
were all just saturated at the same instant. The temperature was 

* IVied. Ann. vol. xi. ji. 545, 1880. 

- M. Perot {Ann. dc Ohimie el de Physique, 6® ser., tom. xiii. p. 145, 1888) finds 
that iu tlie ease of water the C in Herwig's formula remains sensibly constant and 
equal to 0-0526 within the limits of the experiments (68“-2 C. to 110"-5 C.). In the 
case of ether, however, it increased from 0-0428 at 30“ C. to 0-0609 at 110"-5 C. 
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Fil'. 151. 


raised till the three were filled wdth a dry vapour, and the pressure 
was then increased very slowly till mist appeared in them or on their 
walls. This was taken as the point of saturation. The observations 
made on the three flasks always agreed, but the pressure at which the 
mist appeared in them was always a little less than the maximum 
pressure of the saturated vapour in the fourth vessel. 

This indicates, as M. Perot ' remarks, that the curvature of the 
isothermal is continuous <at the point where the substance passes from 

the state of a vapour to that of a 
mixture of vapour and liquid ; that 
it does not change suddenly from a 
hyperbola to a right line, but that 
condensation sets in at a pressure 
somewhat inferior to the maximum 
vapour pressure. This is shown in 
Fig. 151, where the isothermal is 
drawn with a rounded instead of a 
sharp coiner at AB. Here conden- 
.sation starts at A and the pressure 
gradually increases to its normal 
maximum value at B. It follows, therefore, that in the experiments 
of Wiillner and Grotrian the specific volume was measured at A, while 
in Herwig's and in those of Fairbairn and Tate it was estimated at 
the point B. 

The same conclusions have been drawn by Battelli - from the 
results of some recent experiments. The vapour pressure was always 
found to augment somewhat during the initial stages of condensation, 
so that the corner of the isothermal was slightly rounded off as in the 
figures obtained by Andrews for carbon dioxide containing a trace of 
air. This augmentation of vapour pressure was noticed by Eegnault 
in the case of vapours formed in air or other gases, and was attributed 
by him to the adhesion of the vapour to the walls of the vessel, or the 
retardation of evaporation caused by the presence of the gas. Herwig 
observed the same ett’ect when the vapour was unmixed with air or 
any other gas, and he attributed it to adhesion to the walls of the 
vessel. Wiillner and Grotrian proved the existence of this augmenta- 
tion of pressure, as the volume decreased, in a decisive manner and 
under such conditions that it could scarcely be attributed to the walls 
of the vessel. In the experiments of Battelli the augmentation of 
pressure increased as the volume was diminished, even when the 

* M. Perot. Ann. ile Chimie et dr Physique, 6^ -.er., tom. .\iii. p. 145, 1888. ■ 
Battelli, Ann. de Chimie el de Physique, ti*^ ser., tom. x.vv. p. 38, 1892. 
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walls of the vessel were covered with a deposit of dew. This 
augmentation continues only up to a certain point where it ceases, 
and then the pressure remains constant while condensation progresses. 
In the opinion of Battelli it cannot be attributed to the presence 
of dissolved air, as precautions were taken to secure the purity 
of the liquid, and if it were due to the presence of air or a gas 
it should increase regularly as the volume is diminished. It con- 
sequently appears established that condensation commences some- 
what before the maximum pressure is reached, and in Battelli’s 
experiments it was found that the ratio of the pressure at the com- 
mencement of condensation to its maximum value was the same at 
all temperatures, but the ratio of the augmentation of pressure to 
the diminution of volume increased rapidly with the temperature. 
The coefficients of expansion under constant pressure increased more 
rapidly with diminution of temperature as the vajjour approached 
saturation, and the rapidity of this increase was more sensible the 
higher the temperature. 

The coefficient of increase of pi-essure at constant volume diminished 
progressively with the elevation of temperature, and these variations 
were more rapid the smaller the volume. "With increase of volume 
the absolute values of these coefficients diminished. 

Battelli also found that the quantity C in Herwig’s formula could 
not be regarded as a constant ; but that it is a function of the tempera- 
ture, so that he proposes to replace the formula by the more general 
equation 

where A, a, h, a, are constants. This formula embraces the result 
obtained by Battelli that the product iticreases as the temperature 
rises up to a certain value and then decreases. 

The experimental investigation of the thermal properties of vapours 
has not yet, however, been sufficiently far advanced to establish the 
truth of any theoretic formula yet deduced. Grave discrepancies exist 
between the results of experiment and those deduced by theory, especi- 
ally when the range of the experiments is large, and in most cases it 
is difficult to attribute the discrepancies to error of observation or fault 
of theory, for the results of different experimenters may differ con- 
siderably on account of the probable use of substances in different 
states of purity, and traces of impurities often modify the physical 
properties of a substance in a high degree. 

245. Influence of Intermolecular Actions and the Magnitude 
of Molecules on the Characteristic Equation of the Fluid State. — It 



480 


THEORY OF HEAT 


CHAP. V 


appears conclusively established by the foregoing investigations that 
■ no substance in nature accurately obeys Boyle’s law, but that, as a 
genera] rule, the deviations from this law take place in such a manner 
that at first the augmentation of pressure with diminution of volume 
is not sufficiently great, and after a certain pressure is reached 
(which varies with the tempei'ature) the opposite effect sets in, and 
there is a universal preponderance of increase of pressure. We shall 
now consider how these two opposite effects may be accounted for by 
the dynamical theory when the size and mutual inffuence of the 
molecules are taken into account. In order that the simple equa- 
Conditions. tioii yii' = KB may be obeyed it is necessary (1) that the space 
actually filled by the molecules of the gas may be vanishingly 
small compared with the whole volume of the enclosure in which it 
is contained ; (2) the time spent in a collision must be negligible 
compared with the average interval between two successive impacts ; 
and (3) the influence of the molecular forces must be vanishingly 
small at the mean distance of the molecules. These conditions merely 
express the supposition that all intermolecular influence may be 
neglected. 

If these conditions are not fulfilled, deviations in various directions 
from the simple gaseous laws take place, which become more and more 
considerable as the molecular state of the gas corresponds less and less 
to these conditions. As the space occupied by a given mass of gas is 
diminished, the length of the mean free path becomes shorter, and the 
number of molecules in encounter at any instant bears a larger pro- 
portion to the number describing free paths. The e.xact nature of the 
effect of an encounter is unknown, but it is to be expected that when 
the number of encounters largely increases, the properties of the sub- 
stance will be determined more by the nature of the mutual action 
between two molecules when in collision {i.r. within the sphere of each 
other’s action) than by the motion of the molecules when describing 
their free paths, and for this reason deviations from the simple laws 
of gases may be anticipated. As the condensation increases the 
behaviour of the substance will become more complicated, and its 
state of aggregation may change, the mass passing partly or altogether 
into the liquid state, but the theoretical investigation of its general 
characteristics cannot be proceeded with until we know the nature of 
the action between molecules when they are so closely packed that 
each is constantly subject to the influence of the others. The experi- 
mental data for the study of this action are to be obtained from the 
study of the relations between density, pressure, and volume, such as 
that furnished by the work of Regnault, Andrews, Amagat, and 
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Cailletet, and besides this in another direction by the study of the 
rate of diffusion and the viscosity of fluids. 

Attempts have been made by several physicists ' to deduce a 
general equation connecting the pressure, volume, and temperature 
which will express the characteristic properties of any substance 
throughout the fluid state from the condition of a perfect gas to that 
of a liquid. In forming an equation which shall replace pv = R0, the 
first consideration that presents itself is the manner in which the 
molecular attraction affects the pressure and volume of the mass. It 
is clear that the result of this attraction will be to increase the 
pressure inside the mass or produce what is termed a capillary 
pressure CT due to the surface layer, so that if the pressure on the 
walls of the enclosure is the pressure in the interior of the mass 
will be + ST where tT is some function to be determined.- In the 
second place, when the size of the molecules is taken into account the 

' Rankine (P/it?. Trans., 1854, [i. 336) constructed the eijuation — 


in which R and C are constants. This equation closely resembles that derived by 
Joule and Thomson {Phil. Trans., 1862, p. 579) from their experiments on the 
change of temperature of a gas by e.xpansion. Subsequently Recknagel {Poyg. Ann. 
Erybd. vol. v. p. 563, and vol. oxlv. p. 469, 1871-72) formed the equation — 

^,=Re(i-/Ae)). 

which is the same in form as that of Rankine, the general function of B being 
placed in the final term instead of 1/B-. 

- The mutual attraction of the molecules diminishes the pressure on the walls of 
the enclosure, for each molecule in passing through the surface layer is acted on by 
an attractive force directed towards the interior of the mass by which its impact on 
the wall of the vessel is diminished. This capillary pressure seems to exist in 
steam in the form of clouds, and in tobacco smoke, as appears from the researches 
of Bosscha. In wet capillary tubes clouds show a meniscus like mercury, and are 
depressed in the same way. It probably rises into importance in the case of highly- 
compressed gases and vapours near the condensing point. The smaller the volume 
the larger this internal pressure becomes, so that it may ultimately equal or even 
exceed the pressure which the substance would exert on the walls of the vessel by 
the unobstructed motion of its molecules if molecular attraction did not exist ; 
when this limit is reached no external pressure will be necessary to keep the sub- 
stance within the enclosure ; or. in other words, the gas has liquefied. M’hether 
this occurs or not depends evidently on the magnitude of nr compared with the 
kinetic energy of the molecules, and if the latter is large — that is, if the temperature 
is high — no possible diminution of volume will render ro sufficiently great, and the 
gas cannot be liquefied. In other words, the critical temperature has been passed. 
A liquid might, therefore, be defined as a fluid substance in which the average 
kinetic energy of the molecules is unable to counterbalance the internal or capillary 
pressure caused by their mutual attraction. 

2 I 
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volume V becomes reduced by some quantity 4>, and the first step is to 
replace the equation pr = R0 by the more general equation — 

{ji- S7)(r - 0) = R6. 


In this form the equation agrees with that constructed by Him ’ in 
which </> is the sum of the volumes of the molecules and ~ the sum of 
the internal actions, or the internal pressure. In his further treat- 
ment of this equation, however, in which he seeks to determine the 
quantities trr and 4>, he makes inferences which seem difficult to justify, 
and the results of which do not seem to agree with experiment. 

The most celebrated equation of this kind was developed by J. D. 
van tier Waals in 1879, and in it the effects of the size and the 
mutual attraction of the molecitles are taken into account. This 
equation may be derived from the foregoing, from the consideration 
that the attraction between any two elements of the mass is pro- 
portional to their product, and hence in a homogeneous fluid to the 
square of the density. At any given temperature, therefore, the 
capillary pressure ~ will vary as the square of the density or inversely 
as the square of the volume. The quantity <i>, on the other hand, is 
the value of the v^olume at any given temperature when the pressure 
is infinite, or the least volume into which it is possible to compress 
the fluid This, in the case of a system of particles in motion, has 
been taken as four times the sum of the volumes of the particles. - 
Denoting this by h and the quantity ~ by a v-, where a is for the 
present considered as a constant, we obtain the equation of Van der 
Waals— 


(/' + y (r-t}=Re. 


This equation gives isothermal curves agreeing closely with the earlier 
experiments of Andrews on carbon dioxide, and exhibiting also the 
characteristic differences of form above and below the critical tempera- 
ture. On comparison, however, with later experiments the equation 
has been found not to represent the facts sufficiently, and cannot be 
brought into accordance with them by altering the constants. Tait 
has pointed out that Van der Waals’s equation does not hold for any 
real liquid. 

This arises from the limited considerations on which the term air- 

' Him, T/ii'orir „itainique de In chnlcur, 3nf edit., toin. ii. p. 2]]. 

2 The quantity b i.s called the co-volume, and is generally considered as pro- 
portional to the .space « actually occupied by the molecules in a unit volume, so that 
h = lcu where Jc is the same for all gase.s. Van der Vaals finds l from considera- 
tions based on the theory' ol probability', and the same re.sult has been obtained in 
a different way' by' Holtzmann and .leans (Jeans DyiLfmiwnl XitcuTif of pp. 

139, 172,. 



ART. 245 EQUATIONS RELATING TO FLUID STATE OF JIATTER 483 

is introduced. The capillary pressure w will obviously be influenced 
by other circumstances besides change of density. Van der Waals 
assumed it as self-evident that the mutual attraction of the molecules 
does not depend on the temperature, so that the quantity rrr is a 
function of the volume only, and the molecular attraction remains 
unaltered when the substance is heated at constant volume. This 
might be true if the motion of a molecule at difl’erent temperatures 
differed only in the quantity of its mean kinetic energy but took place 
in all other res 2 )ects in exactly the same way, the jjaths and the ratio 
of its velocities at different stages of the ])aths being exactly the 
same. In the case of a perfect gas it may be assumed that every })air 
of molecules sejjarate immediately after collision, but when a gas is 
near its condensing j5oint, it may hajqien that two molecules may not 
separate after collision, but that the molecules may collect in little 
groups and oscillate about each other. The number of such groujjs 
will increase as the temperature falls : and conse(juently, if this 
happens, the mean strength of the mutual attraction, or the jjressure 
function ttr, will increase as the temperature falls. 

It would appear, therefore, that the quantity a in the formula of 
Van der Waals very j)robably varies with the temperature. In its 
present form no universal or rigorous validity can be ascribed to it, and 
although Van der Waals obtains it as the ultimate result of an elaborate 
and ingenious mathematical investigation, yet the assumptions intro- 
duced in the various stages of the work render the final equation little 
more than a first approximation to the truth. The essay of Van der 
Waals is, nevertheless, a bold and promising attack on an exceedingly 
difficult problem. He starts ’ with the theorem of Clausius that in 
stationary motion the mean kinetic energy of a system is equal to the 
mean virial, or (p. 95) 

the final term rejwesenting the virial of the intermolecular forces. 
He then assumes that the temperature of a substance is measured by 
the mean kinetic energy of the molecules, but although this may be 
true for gases, it may not hold for liquids, or vapours near their con- 
densing points, or for highly compressed gases. Assuming, however, 
for the present, that the mean kinetic energy is proportional to the 
tempei ature, the virial equation becomes 

which shows the deviation from Boyle’s law when the virial exists. 

^ Die Continuitid drs (jnsformvjen uiul fn^snjni Zusfandes. The Memoir of 
Van der M'aals lias been translated into English by Richard Threlfall and John F. 
Adair, Physical Memoirs^ Physical Society of London, vol. i. jiart iii. 
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Experiment has proved that in gases the product in- diminishes at 
first, and after a certain stage increases, whereas in vapours pv diminishes 
up to the condensing point, and in the case of liquids p increases 
rapidlv', while r remains nearly constant, so that pr increases rapidly. 
The diminution of pc points to an increasing positive virial, and hence 
to an attractive force </>(/■) between the molecules. The increase of pv 
wouhl, on the other hand, point to a negative virial and, at first sight, 
a negative value of </>(/'), or an apparent repulsion between the molecules. » 
Before a mutual repulsion between the molecules is assumed, it should 
be inquired if this apparent repulsion could be explained by the 
motion and mutual impacts of the molecules, just as the pressure of 
a gas on the walls of the enclosing vessel may be explained by the 
motion of the molecules without assuming the substance to be self- 
repellent. This apparent molecular repulsion at small volumes must 
be accounted for by the mutual impacts of the molecules, and in deal- 
ing with a system of moving molecules the complete characteristics of 
the substance cannot be deduced by con.sidering the impacts on the 
walls of the enclosure alone. The term depending on the mutual 
collisions of the molecules must also be extracted from the virial,^ but 
until the nature of a collision is fully understood the exact influence 
of this term cannot be ascertained. Van der AVaals assumes the 
molecules to be elastic spheres which attract each other when not in 
contact, and he considers the etteet of the size of the molecules in 
diminishing the length of the free path and finds this effect, in the 
case of a rarefied gas, to be the same as if the volume of the enclosure 
had been diminished by four times the sum of the volumes of the 
molecules. At a constant temperature the effect of the molecular 
attraction is to diminish the pressure on the walls of the enclosure 
bv a quantity varying as the square of the density so long as the 
encounters take place, on the whole, between two molecides at a time 
and not between three or more. 

The failure of the equation of Van der Waals to sufficiently repre- 
sent the facts led Clausius - to construct an equation, which appeared 
to him to retain all that was correct in previous formuhe, and which 
also made allowance for the variation of molecular attraction with 
temperature. This equation gives the ja essure in terms of the tempera- 
ture and volume in the form 

RB ^ 

r - a 0i r — p)-' 

’ In coni-nlci'ing the I'll'pi-t of molecular attra<'tiou on tlie form of the virial, it 
appears tliat the ilitferenee of the average kinetic energies of a free and an entangled 
molecule is of special importance in the physical interpretation of the virial. 

- Clausius, irh-if Ann. vol. ix. p. 337. ISSO ; Phil Mnr/., .June 1880. 
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where E, c, a, /i are constants. This equation, like that of A'an der 
Waals, gives a cubic for r for any given values of the temperature 
and pressure. As every cubic equation has either one or three real 
roots, both these equations furnish either one or three real values of r 
for any given condition of temperature and pressure. The one real 
root applies to the gaseous con- 
dition where a definite volume 
exists for every value of p and 
0. The three real roots apply 
to that region in which for 
given values of p and 0 the 
substance can e.xist either 
wholly as a saturated vapour, 
or altogether as a liquid, or as 
a mixture of the two. The 
latter volume does not exist 
as a definite volume, but the 
root corresponding to it is re- 
presented on the diagram (Fig. 

152) by the point in which 
the rectilinear part of the 
isothermal, parallel to the hori- 
zontal axis, meets the. curved 
or hypothetical part of the 
isothermal suggested by Janies Thomson. 

The equation of Clausius embraces four constants, to be determined 
by comparison with the results of four experiments on the values of 
p and V at four different temperatures. The equation of Van dei' 
Waals, on the other hand, embraces only three constants, which can 
be determined by three experiments. Hence, if both be regai'ded 
merely as empiric formul®, a greater range and more general agree- 
ment with experiment would be expected from the equation of 
Clausius. 

In the case of carbon dioxide the values of the constants deduced 
by Clausius were, using the kilogramme and metre as units — 

R = 19-27:i, f-Sr.-S-S, o = 0-00042i;, /t = 0 0004P4. 

The tables calculated by this formula show in general a satisfactory, 
and in some cases a strikingly good accordance with the results of 
experiment. 

M. Sarrau ^ has further shown that the formula of Clausius repre- 
* Sarrau, Coraptes Eendus, tom. xciv. pp. 6-39, 718, 845, 1882. 
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sents the results of Amagat’s experiments very satisfactorily in the 
case of hydrogen, nitrogen, and methane ; but for carbonic acid and 
ethylene the range of accordance is much more limited. 

From the consideration of the curves representing the results of 
his experiments M. Amagat ' was led to replace the term ajv'^ in the 
equation of Van der AVaals by a general function of v, so that the 
equation takes the form 

This contains the formula of Van der Waals as a jrarticular case, but 
even in this more general form it fails to embrace the laws of com- 
pressibility of both the gaseous and liquid states throughout. In order 
to express the compressibility of a substance by a formula which rvill 
apply both to the liquid and gaseous states, recourse must be had to 
a more complicated type, such as 

which merely introduces the consideration that the internal pressure uT 
is a function of both volume and temperature. Of the foregoing, the 
formula of Clausius, which may be writteii in the form 

D' ’eu--, .tr]' '■■“> = 

is a j)articular case. 

This equation was constructed by Clausius - to represent the experi- 
ments of Andrews on carbon dioxide, under the supposition that it 
would apply to other substances by changing the constants only. On 
trial, however, it was found that the equation, in this form, would not 
yield a satisfactory agreement with the results obtained from experi- 
ments on other substances ; and in order to meet this deficiency, 
Clausius changed the (quantity r 'O in the final term of the equation 
(p. 484) into a general function of the temperature, and for this 
purpose he first wrote the equation in the form 

_ J 

RB i* -- a KB"t i' ^ fir' 

and then replaced E6- r by a general function 'F of the temperature 
which vanishes with the temperature. The equation thus becomes 

^ 1 1 
KB /• - a 't'f r r fi )- 

- - -- r 

^ Amagat, Au/i. Chiiiu>' et <h: Phtjsiqve. o'-' bc-r., tom. xxviiL, 1883. 

" Clausius, fi o’'/, A/i/i. vol. \iv. 2i9, 1881 ; A/in. de Chimie et de p}tysiqui\ 
scu’.. tom. XXX. p. 433, 1SS3. 
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This equation may of course be written in the form 

jy 1 27(a + ffl 

RO = i> - a 8-F(r a>)-’ 

where <f> is a function of 0 which vanishes with 0, and which, on 
account of the introduction of the factor 

is in addition equal to unity at the critical temperature (see p. 491). 
[If we write Clausius’s equation in the form 

inr- a)=*KB - „ 

' e(r + /i)- 

and neglect a and /I in the last term, which is small, we get 


/>(r - a) = H0 - 


er’ 


and substitute E0;/i for v in the last term, we have 


ji(v - a) = Re ■ 


pc 

Re-’ 


or 


Re c 


a modification of Clausius’s equation which has been used by Love and 
Callendar.] 

The form assumed bj^ Clausius for the function <i> is 


and since <I>^. = 1, we have 


2-iL h 
<t> e" ’ 


n = e,."( 1 1 


so that the relation becomes 

+ (-eO"-''- 

In the case of carbon dioxide n = 2 and h-0, and the equation reduces 
to the well-known form 

Re 

^’~v-a 0{r + P)-' 

Clausius has compared this formula with the experiments of 
Eegnault ^ on ether ; from these he finds 

(/ = 2665, 5 = 0‘767St), and ?( = 1 ■19238. 


* Fiflatioti lies E.rperiences, tom. ii. ji. 393 ; and Sajotchewski {EiiUMter, vol. iii. 
p. 741, 18791 
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The table of .vapour pressures calculated by means of the formula 
agrees very well with those obtained by experiment. 

A comparison with Regnault’s experiments on water gave 

(/ = 5210, i = 0'b.'i, 71 = 1-24 

a = 0-00754, 7 = 0-001815. 

The formula has been further compared by Professor G. F. FitzGerald ^ 
with the more recent experiments of Ramsay and Young on alcohol, 
and very fair agreement was found. Constant values of a and /3 did 
not, however, satisfy the observations accurately, for a varied from 
1-087 at 0 ' C. to 0'184 at 240 C. Thus a diminished with rise of 
temperature, and it was also found to increase with increased pressure. 
Xotwithstanding this, the formula of Clausius gives an exceedingly 
accurate general representation of the more important changes of 
state. - 

[Another form of the characteristic equation of a gas has been 
proposed by C. Dieterici.^ Dieterici observes that if we calculate 
the values of the critical constants Pc, from Van der Waals’s 

equation (see next article), and if we put v„ = RGc fy, so that is the 
value of the critical volume derived from the equation of a perfect 
gas by substituting the values of the other constants, then = 
= 2’67. But the value of v„ I'c obtained for a considerable number 
of organic substances by using the observed values of the critical 
constants lies between 3'67 and 3'!.>5, so that Yan der Waals’s 
equation gives too small a value. By an argument based partly on 
the kinetic theory, Dieterici arrives at the formula 

RH no. 

an equation which, like Yan der Waals’s, contains only two arbitrary 
constants, and from which the value 3-69.3 is obtained for v„jvc. 
This equation agrees with Yan der Waals’s to the first order of small 
quantities, for if we put 

,, it 

= 1+^ approx. 

' G. F. FitzGerald, Proc. Itoy. f>oc. vol. xlii. ji. 218, 1887. 

M. Sarrau {Complex Kemlus, tom. ci. ]p. 941, 1885) em]iloys the exponential 
form ■j> = i-e‘* in the formula of Clausius, and JI. Battelli used the equation in the 
more general form 

_ Rt) oe-"* - bQ-" 
r - a ( /,- - 1 - fi)- 

“ n'kd. Ann. 69, p. 685, 1899. 
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we get 

It 

p(v~h )c^^' = (p+ “ j (-«-*) = RO, 

which is Van der Waals’s equation. Dieterici’s equation seems to 
accord with the experimental facts over a wider range than Van der 
Waals’s equation.] 

246. The Critical Constants. — The critical constants, or the pres- 
sure, volume, and temperature at the critical point, may be easily 
obtained in terms of the constants which appear in the equation of 
\ an der Waals. Writing this equation as a cubic in r, thus 

2)1"’ - {hp + = 

then at the critical point the three roots of this equation are equal, 
and hence the critical constants are determined by the equations 

3 1'cpc — ROf , 

= <'• 
v,% = ah. 

From the two last of these it follows at once, by division, that 



r,=Sb. 

Hence 

a 


?'-27t^ 

and 

S'" 


^■~27Rf 


In this manner V an der Waals, having determined the constants a and 
h from Eegnault’s experiments on the compressibility of carbonic acid, 
found for this substance 0c=32°'5 C., the close agreement of which 
with the experimental result of Andrews is remarkable. 

Taking one atmosphere as unit pressure, and the volume occupied 
by the gas at zero centigrade and one atmosphere pressure as unit 
volume, the values of the constants were 

273R = 1-00646, a = 0-00874, * = 0-00-23. 

Treating the equation of Clausius (p. 484) in the same manner, we 
find the critical constants determined by the equations 

.3p!- = pa4-RO-2/j/> (1) 

3;jr2e=pe/3'--2i3e(j)a + Re)-i-i- .... (2) 

j)i,-*6 = ca-l-^-0(^a-fR9) ..... (3) 

Substituting in the second the value of pa. + EG found from the first, 
viz. p(3r 2/3), we obtain 

Si>0[c+^)-=c (4) 
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and making the same substitution in (3) we obtain 
Cd =pei I = pH. V - 2fiX '■ + (3)- 

Now equation (4) may be written in the form 

3j>-. 


eu+fiy- ■ 

Hence at once by the original equation we have 

, RO 

r a 

Now (4) and (5) give at once 

r, =;ja+2,S, 

and hence by multiplication of (6) and (7) we find 

/,„= 


(til 


Hence 


V 27K(a 


+ /3) 


Tliese results may aKu lie easily (ilit.iined by evjiressin;' that at tlie critical point 


and also 


c 




Applying this method to the e.|nation 


' - A. 

RO v-a 'F'l'-fdi-' 


where 4' is a funetion of O, we have from 

dp 

dc 


the equation 
while 


1 


! r - af 'F(r- + fj / 


f/i- 


^ ‘ ir-ay + 

Dividing (1) by (2) we obtain at once the critical volume 

ic = 3a + 2/3, 

and substituting this value of r in 1 1) or (2) we find 


(1) 


(2) 
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which, sub.ititutcd in the original equation with Cc, yields 

RO, 87 ' 

The above value of 'h, show.? wliy it is iiece.ssary to write the equation in the form 

J' _ 1 27(a + ;j) 

RO r-a 84>{r + ^l“ 

it it be desired to have di a function of H, which equals unity at the critical tem- 
perature. 

247. Corresponding States. — A deduction of Van der Waals’s from 
his equation concerns what may he termed corresponding states of 
matter. If the pressure, volume, and temperature of a substance be 
expressed as multiples of their critical values — that is, if we write 

P = \jK, r = M(V, e = i/0„ 

then any other substance will be in a corresponding state when its 
pressure, volume, and temperature are the same multiples A, fi, v of 
their critical values. Substituting in the equation 

^7'”' tc-l'} = Rt», 

and replacing /\,, 0,. by their values in terms of a, R, we have 

(n,^,)(:V-1) = Sc, 

an equation in which everything depending on the nature of the sub- 
stance has disappeared, and which should apjdy to all substances, just 
as pv = R0 applies to all perfect gases. Hence if pressures, volumes, 
and temperatures be expressed in terms of their critical values, the 
isothermals become the same for all substances. 

At the time when A’an der AVaals published his work sufficient 
experimental data were not available to test the accuracy of these 
deductions, and since that time they have been subject to much criti- 
cism, both favourable and adverse.' From the recent experiments of 
Dr. S. Young,- it appears that the conclusions of Van der AVaals are 
very approximately tiue for the halogen derivatives of benzene, or at 
least that these substances show very much smaller deviations than the 
others examined. The law, therefore, seems to be not quite, but very 
nearly, true for these substances : but in the case of the other sub- 
stances examined the majority of the generalisations were either only 
roughly true or else altogether departed from. 

' A discussion of this equation, in which Lonl Rayleigh, Professor P. G. Tail, 
and Professor Korteweg took part, ajqieared in Xatiire. vols. xliv. and xlv,, 1891-92. 
- S. Young, PItil. Mu'j. vol. xxxiii. p. 15.3, 1892. 
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Ej'aniple 

1. Employing Loray’^ «*«}uatn)n 



'It'iluce tin* e<|uations of Win dor Waals and Clausius. 

}If wo replace n by which oxpres^5es that n decreases as the pressure 

increases, and if w<‘ suppose «• .iml e so sm.d! that their ''<|uares may be neglected, we 
have 

y. il-./.i - //-i rp\ .iihI ,•/( 1 (■; 


and hence 


■ /) rf'jr' r - (J i -= 

Replacing p~ by llto appioxmiate value /^;v~, and writing we have 






which is Van del' Waul.- s i‘(juathiu. 

It', Iioivcvei, we also take aceoniit ol' the vai-iation.s of teni|a'iivtni'(‘ and write 


tlie foimiila hecomes 


a -■ a„( 1 - ), 





ami as y) doos not \'ary ex.ietly as tiie inverse of r, it ina\ be taken more a]iproxi- 
inately as the iii\‘*rse o| r- .i'. and we oldain 

[r-y/ Je e KH, 

which is the equation of Clausius. 

Finally, it we write 1 v'f ). '"e obtain the tonnula of il. Sarrau— 

KH /ce~^ \ 
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RADIATION AND ABSORPTION 

SECTION I 

(iENERAI THEORETIC.VI. CONSIDERATIONS 

248. Propagation of Heat. — There are three methods commonly 
recognised by which heat may be propagated or conveyed from one 
place to another. The first of these is that which we are about to 
consider at present, and is termed raclwtion. It is by this method that 
heat and light reach us from the sun, or from a lamp or fire, and 
during the period of transit the heat is spoken of as radiant heat, or 
simply as radiation, this term embracing light as well as heat. This 
method of propagation is distinguished from the other two, known as 
convection and conduction, in which the transfer of heat is effected 
wholly or largely by the agency of matter. In the former the heat is 
carried from place to place by the matter with which it is associated, 
so that the flow of heat depends altogether on the motion of matter. 
It is by this method that heat is conveyed through buildings heated 
by hot-water pipes, and it is chiefly in this way that uniformity of 
temperature is established in unequally heated fluids. 

The process of conduction, on the other hand, does not depend on 
any visible motion of matter. It is by this method that temperature 
equilibrium is established in solids, and that heat passes from the 
warmer to the colder parts of the same solid. Thus if one end of an 
iron bar be placed in a furnace, and the other in a vessel of ice, a flow 
of heat will take place along the bar from the furnace to the ice ; and 
if radiation from the sides of the bar be prevented as far as possible, 
the rate at which the ice melts will afford a rough measure of the 
flow of heat along the bar. This method of conveying heat from one 
place to another is usually attributed to molecular action or propaga- 
tion by contact, the warmer molecules heating the colder by contact 
or otherwise. This process, however, will be considered in fuller 
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detail in the next chapter ; at present we shall confine our attention 
to the process of radiation which does not appear to depend in any 
way on the presence of matter, but which takes place through the 
best vacua, and through interstellar spaces, and is further distinguished 
from the comparatively slow processes of convection and conduction 
by advancing with the enormous velocity of 300,000,000 metres per 
second. 

In approaching the study of such a subject as the nature of 
radiant heat, and the process by which it is emitted and propagated 
through space, the most philosophic method of procedure is to 
determine as far as possible the laws which govern its jiropagation 
through different media, as well as its passage from one medium to 
another, before any hypothesis is framed as to the nature of the 
emission or the mechanism by which it is propagated. Thus, without 
any hypothesis, the laws of its reflection and refraction, and the 
manner in which its intensity varies with the distance from the source, 
may be examined and determined. Whatever the mechanism may be 
by which radiant heat is emitted and propagated, we have the most 
complete experimental evidence that the process is precisely the same 
as that employed in the propagation of light, and any evidence which 
can be adduced in favour of the suppo.sition that light is a wave 
motion propagated through a medium can also be stated with regard 
to radiant heat. Radiation in this sense consists essentially in the 
propagation of a wave motion through the ether. AVhat is propagated 
and radiated in all cases is energy, and all phenomena connected with 
it are to be explained as the consequences of the interchange of energy 
between the ether and matter, and it is purely as the recipients or 
donors of such that we ourselves become sensible of heat and cold. 

249. On the Formation of a Theory. — The phenomena of radiant 
heat and light having been proved to be subject to the same laws of 
reflection, refraction, polarisation, and interference — in fact, the two 
being reducible to, and merely different effects of, the same physical 
agency — a definite hjqiothesis is framed, and the investigation proceeds 
from the direct study of the jihenoniena to the elaboration of a con- 
nected theory which accounts for the facts, and exhibits their seipience 
and relations. The existence of atoms and molecules of matter is 
first admitted, and a medium is then assumed in which they vibrate 
and generate waves, or a periodic disturliance of some sort, travelling 
with the enormous velocity of 300,000,000 metres per second. In 
this manner a mental picture is formed of the unknown process by 
which energy is emitted by a body and propagated through the space 
around it — a picture which has proved of enormous advantage in 
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grappling with the investigation of the phenomena, but which 
may, or may not, have a similitude to the processes actually in 
action. 

In forming such a picture, or in framing any hypothesis as to the 
mode of propagation of radiant heat and light, we fall back upon 
analogous phenomena which we can thoroughly examine, and with the 
ideas formed in the study of the latter, we approach the investigation 
of the former. We thus proceed to the interpretation of the unknown 
processes in terms of well-conceived analogies derived from the known. 
The ideas by which we picture and conceive of the propagation of heat 
and light are derived from the study of the phenomena of sound. A 
sounding body is the source of an influence which is radiated from it 
in all directions through the surrounding medium with a definite 
velocity. When this phenomenon is examined, it is found that the 
sounding body is in rapid vibration, and that these vibrations are 
communicated to the air, that sound waves are thus generated in the 
air which spread out from the vibrating body and break upon the ear, 
causing the impression which we call sound. Here the vibrating body 
is recognised as the source of an influence which is radiated from it in 
all directions with a definite velocity, and which causes a certain 
impression on one of our organs of sense. With the knowledge thus 
gained, we proceed to the explanation of the phenomena of heat and 
light, and make the very promising and attractive assumption that 
they too are due to wave motion propagated through a hypothetical 
medium named the ether. 

In this case, however, as the nature of the medium is entirely 
unknown, as well as the exact character of the waves, we consider 
it prudent in the present state of knowledge to stop at this stage of 
the hypothesis, and we hesitate to ascribe any particular type or 
character to the vibrations and wave motion. In one respect, how- 
ever, the study of light seems to restrict the character of these waves. 
It appears from the consideration of certain phenomena that they 
cannot be propagated by longitudinal vibrations, as in the case of 
sound, or at least that such vibrations do not play an essential part in 
the production of light or vision. With this one restriction, we make 
no further hypothesis, except for particular purposes of explanation 
and illustration. We have distinct evidence that the propagation is 
that of a periodic disturbance or a periodic change of some property 
of a medium ; but beyond this no other assumption is warranted by 
the facts, except for the purposes of working out some particular 
theory, and the extra assumptions thus introduced should be clearly 
laid down as the hypotheses on which the theory is built, and these 
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are justified only in so far as all the deductions following from the 
theory are substantiated by direct appeal to experiment. 

250. Dynamical Analogy. — Let us now consider the radiation 
and absorption of sound, in order that we may approach the analogous 
phenomena of light and heat with a distinct mental picture which will 
be exceedingly convenient and fruitful, but which at any stage may 
be modified or entirely discarded when it is found to be misleading or 
inconsistent with the new facts. Let us suppose that we have two 
mounted tuning-forks of the same pitch placed in air and at a distance 
from each other. If one of the forks is set in vibration, the waves 
which it radiates through the air fall upon the other, and set it also 
in vibration, because they are of the same period as those waves which 
it would itself emit when sounding. Thus, while one is losing energy 
the other is gaining it, or as we might put it with reference to the other 
radiation, while one is growing colder the other is growing warmer. 
That the second fork absorbs the radiation emitted by the first may 
be distinctly placed in evidence by stopping the vibration of the first, 
in which case the sound emitted by the second can be distinctly heard, 
although at the beginning of the experiment it was silent. It has 
consequently been set in vibration by the waves emitted by the other 
fork. Here, then, \\ e have a distinct case of radiation and absorption 
of sound, the essential condition for absorption being that the pitch 
of the absorbing fork should be the same as that of the emitting. 
This single principle permeates the whole science of radiation and 
absorption, and is embraced in the general statement that a body 
absorbs waves which are of the same period as those which it emits 
when it is itself in vibration. 

In order to apply this idea more comprehensively to the case of 
radiant heat and light, it is necessary to take into account the supposed 
molecular structure of matter. TVe must, from this point of view 
not merely regard a radiating body as analogous to a single tuning- 
fork, but rather as a swarm of tuning-forks, each molecule correspond- 
ing to a fork in vibration, and emitting waves peculiar to itself. If 
the forks of such a swarm be relatively fixed and not entangled, the 
waves radiated from the system will depend only on the periods of 
free vibration of the forks ; but if the forks be not relatively fixed, but 
have motions of translation amongst each other, such as has beenascribed 
to the molecules of a fluid, the waves radiated will be influenced both 
by the motion of the forks and by their mutual collisions, the pitch of 
those forks which are moving at any instant towards the observer 
will be somewhat raised, while that of those which are moving away 
from the observer will be lowered. For this reason, if the forks are 
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all identical and possess the same free period, the sound emitted by 
the moving system will not be a pure tone, of a single wave-length, 
but will consist rather of a group of waves lying within certain limits 
determined by the velocity of motion of the forks, some of the waves 
being longer and some shorter than that emitted by a single fork at 
rest. It is in this manner that the finite width of the spectral lines 
of an incandescent gas has been explained.' Instead of having a line 
representing a single wave-length of light, we are presented with well- 
defined narrow bands arising from the broadening of the lines already 
referred to by tbe motions of translation of the molecules of the 
radiating substance. The same motion promotes the absorption of 
groups of waves rather than of waves of a single period, so that the 
absorption bands are also of finite width. 

If now the radiation from such a system of vibrating forks falls 
upon another system in silence, any waves which are of the same 
period as those peculiar to the second system will be absorbed by it, 
and the forks of this system will be set in vibration. This absorption 
will continue till an equilibrium is established between the rate at 
which the energy is absorbed and emitted by the second system. This 
corresponds exactly to the method by which a cold body is supposed to 
become warmed in the presence of a hot one. The temperature of one 
falls by radiation, while that of the other rises by absorption until an 
equilibrium is established between the radiation and absorption of 
each. From this point of view every body at a stationary tempera- 
ture must be regarded as radiating energy at a constant rate ; but 
since the temperature remains stationary, it must be regarded as also 
absorbing energy at the same rate, so that, on the whole, the loss by 
radiation is exactly compensated by absorption from other sources. 
The equilibrium here attained is not one of rest but rather one of 
activity, such as exists between a liquid and its saturated vapour in a 
closed space when the stage is reached at which as many molecules 
return to the liquid per second as are projected from its surface. 
In this case too there is an equilibrium ; but there is also constant 
evaporation balanced by an equal condensation, and matters remain 
as if the equilibrium were one of death rather than one of active 
life. 

It may be remarked here that a large swarm of similar tuning- 
forks, such as we have just considered, would be highly opaque 
to a note or sound wave of the same period as themselves, for 
they rapidly absorb such a wave, and it would be almost com- 
pletely used up before it had penetrated far into the system. 

' See the author's Theory of Light. 

2 K 
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In analogy to this it was discovered by De la Eoche, and 
abundantly confirmed by Mellon! and others, that when radiant heat 
is passed through one screen the transmitted beam is almost com- 
pletely tr.insmitted by another screen of the same material, and it has 
also been established that all substances are highly opaque to their 
own radiation. 

251. The Theory of Exchanges. — The foregoing considerations 
prepare us to grant that each body whose molecules are in vibration is 
a source of radiation in the ether, and that the amount of radiation 
thrown oft' in this manner by any body depends only on the nature and 
temperature of the body itself. Eeturning again to the system of vibrat- 
ing tuning-forks, we may admit that the sound-radiation from each fork 
takes place independently of all the others. Each fork is in vibration, 
and must be regarded as the centre of a system of waves as if all the 
others were at rest. The rate at which any fork parts with its energy 
may he, however, considerably modified. Thus if two or more of 
the forks happen to be of the same pitch, each will absorb part of the 
energy emitted by the other and will thus recruit its stock, so that 
the energy lost per second by any fork will now be only the difference 
between that radiated through its own vibration and that absorbed 
from the others. M hen these two parts are equal the energy of the 
fork remains constant ; but still we regard it as radiating at a constant 
rate, while it absorbs at the same rate, and it is in this sense that the 
radiation of any body at any temperature is said to be equal to its 
absoiption at the same temperature. 

In this manner we are led to believe that the equilibrium of tem- 
perature which ultimately becomes established among a system of 
bodies contained in an enclosure impervious to heat, and which con- 
tains no source of heat, is attained not merely by the warmer bodies 
radiating to the colder, but by a mutual process of radiation and 
absorption, all the bodies being supposed to radiate simultaneously 
each to an amount depending on its constitution, surface-condition, 
and tempeiatuie. further, ivhen the ecpiilibrium of temperature is 
once attained, the process of radiation is not supposed to cease, hut 
to continue as actively as before, equilibrium being maintained by 
simultaneous radiation and absorption. 

From this point of view there is a continual interchange of energy 
between the bodies within the enclosure, while at the same time the 
energy of each remains constant. Before equilibrium is reached the 
hotter bodies radiate more than they absorb, while the colder absorb 
more than they radiate ; the quantity which each radiates per second 
at any stage is, however, independent of whether its temperature 
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happens to be rising or falling, and is supposed to be determined by 
the nature and temperature ’ of the body. 

This view was introduced by Prevost- of Geneva in 1792, when 
endeavouring to explain the supposed radiation of cold.® According 
to Prevost’s line of thought any body is not merely regarded as 
radiating heat when its temperature is falling, or absorbing heat when 
its temperature is rising. What it is wished to express is that 
both processes are continually and simultaneously going on, the 
radiation depending only on the body itself, while the al)sorption 
depends on the nature of the body itself as well as on the condition 
of neighbouring bodies. 

In order to illustrate this point let us consider the case of a 
thermometer suspended in a warm room at a steady temperature. 
In this case all the bodies in the room are radiating heat, part 
of which is absorbed by the thermometer, and if the temperature 
of the thermometer is stationary, the quantity of heat absorbed 
by it is balanced by an equal radiation. If now a cold body be 
brought into the room and placed in the vicinity of the thermo- 
meter, this body will screen the thermometer from some of the radia- 
tion which previously fell upon it, and will not itself radiate an equal 
supply. The total radiation received l>y the thermometer will conse- 
quently be diminished. The equilibrium which previously existed 
will thus be broken, and the temperature of the thermometer will fall 
to that point at which its emission is precisely equal to its absorption 
under the new circumstances. This is a case of what was designated 
as the radiation of cold. It illustrates how equilibrium is reached and 
maintained, not merely by the warmer bodies radiating aTul the colder 
absorbing, but rather by the mutual process of simultaneous emission 
and absorjjtion. 

It also illustrates how largely the indications of a thermometer 
depend on the nature of the radiation of the bodies around it as well 
as on the temperature of the medium in which it is immersed. The 
indication of a thermometer may differ very much from the tempera- 
ture of the air at the point where it is suspended. If the waves 
emitted by any neighbouring body are such as the thermometer can 
absorb, it will be influenced by them in a corresponding degree ; but if 
they are such as it does not absorb — that is, if they are dissimilar to 

* Oil tliib point oee Vhd. Ma'j., October 1881, p. 2t;i, Artliur Schuster. 

- Prevobt, Sur I'&iuililjrc du feu, Geneve, 1792 ; Dv. ealurique myvnnatd, Gen.. 
1809. 

® Tlie experiment illustrating the rellection of cold was revived hy Pictet, but 
was originally made some centuries befoie by PlempiUb, and tlie Acadeiiiiciaiis del 
Cimento. — Young's Lectures, p. 489. 
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those which it emits, then they will be without influence on the indi- 
cations of the instrument. Whether a thermometer detects a .certain 
class of waves or not depends on the nature of the material, thus if the 
thermometric substance absorbs only waves of a certain length, then it 
will respond only to these waves, and although it may be traversed by 
copious radiation of other wave-lengths, its indication might still be 
the same. The indication of a thermometer is thus determined by 
the resultant effect of all the various waves which influence it. 

The indication of a thermometer is found to be ultimately the 
same in all parts of an enclosure impervious to heat, and which con- 
tains no source of heat ; and ft is in this statistical sense that we assert 
that all parts of, and all objects in, such an enclosure ultimately come 
to the same temperature. The indication of the thermometer is inde- 
pendent of the shape or material of the walls of the enclosure, and if 
the bulb be coated with lamp-black, or silver-foil, or any other sub- 
stance, the temperature recorded will remain the same. Xow, of the 
whole radiation falling upon the thermometer in such a case, part is 
absorbed and part is reflected either regularly or irregularly. The 
reflected part when the bulb is silvered is enormously greater than 
when it is coated with lamjt-black, and consequently the absorbed 
portion must be so much less in the former case than in the latter. 
But since the temperature of the thermometer is the same whatever it 
be coated with, it follows that the heat absorbed by it when coated 
with any substance must be exactly the same as that emitted, and 
hence the emission of any substance at any temperature must be 
exactly equal to its absorption at the same temperature. If we con- 
fine our attention to a body A, then when the flow of heat takes place 
from the surrounding space B into A, we .say that A is absorbing heat 
from B ; but if the flow takes place from A to B, we say that A is 
radiating, oi, if Me like, that B is absorbing heat from A. The direc- 
tion of the floM, then, determines whether we say that a body is emit- 
ting or absorbing heat, and the assertion of the equality of the emitting 
and absoi bing pou ers a.ssumes that for the same infinitesimal difference 
of temperature the flow will be the same whether it takes place from 
A to B or from B to A, across the surface of separation.^ 

252. Emissivity or Surface Conductivity. — It was established by 
Sir John Leslie, by his researches in radiant heat, that some substances 
emit heat under the same conditions much more copiously than others. 
For this reason it is customary to speak of the emissivity or emissive 
power of a substance or of the surface of a body. The radiating 

' [Tlie term» emissive and absorbing jwwers are used in a different sense in 
Section V.] 
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body employed by Leslie was a cubical vessel of block-tin, filled with 
hot water, the sides of which could be coated with any s\ibstance 
whose emissivity it was desired to study. This vessel is known as 
Leslie’s cube. It is constructed so that it may be rotated round a 
vertical axis, and any face can be brought into action when ilesired. 
If the cube be filled with hot water, and if one side be coated with a 
thin sheet of gold, another with polished silver, a third with copper, 
and the fourth with varnish, it is found, when these faces are allowed 
to radiate in succession against the face of a thermopile or other 
delicate radiometer, that the faces coated with the metals radiate only 
very feebly ; but when the varnished face is turned towards the pile, 
the indication of the instrument shows that the radiation from this 
face is very copious. The polished metals are consequently much less 
efficient as radiators than the varnish. It is for this reason that hot 
liquids contained in polished metal vessels retain their heat much 
longer than when the surface is unpolished. The refiection at the 
surface increases with the polish, and this whether the radiation is 
passing from the inside outwards or from the outside inwards. The 
polished surface is a good reflector, and therefore a poor radiator. 

Without adopting any hypothesis as to the process by which 
radiation occurs, or as to the nature of heat or the structure of 
matter, the surface emissirit>t of a body may be defined as measured by 
the quantity of heat which the body loses per unit surface per unit 
time under given conditions — such, for example, as when its tempera- 
ture is 1° C. higher than that of the enclosure in which it is situated, 
and when the air in this enclosure is at a definite pressure or entirely 
removed. This definition does not involve reference to the radiation 
of any other body, nor does it involve any hypothesis as to the law 
of variation of emissivity with temperature, but leaves its dependence 
on temperature and other circumstances to be determined by direct 
experiment. 

This quantity is also termed the surface rondiidiriti/, and sometimes 
the external conductivity, as distinguished from the internal conductivity 
or property by which heat is conveyed through solids from places 
of higher to places of lower temperature. In practice all we can 
determine is the rate at which a body loses heat when cooling under 
given conditions, so that the so-called coefficients of emission which 
have been as yet determined are only rough measurements involving 
what might be termed the emissivity proper of the substance as well 
as the internal conductivity of the material and other quantities 
depending on the nature of the enclosure. 
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COOLING 

253. Empipieal Laws of Cooling. — When a hot body is suspended 
in the air it is easily determined that the cooling proceeds by two 
very distinct processes which act simultaneously. One of these is 
the radiation already considered, which takes place equally in all 
directions, and the other arises in the convection and conduction of 
the air surrounding the body. The air in immediate contact with the 
body becomes heated and rises through the colder and denser air 
above. In this manner an ascending current of air is established 
around the body, and fresh supplies are continually brought into con- 
tact with it beneath, which become heated in turn, and rising carry 
off part of its heat. This is the process termed convection, and the 
amount of heat carried off in this manner will depend on the pressure 
and nature of the air or gas in which the body may be immersed. 
The rate of cooling will con.sequently be determined by the sum of 
two functions, one of which represents the loss of heat by radiation, 
and the other that lost by the convection and conduction of the sur- 
rounding medium. 

For the sake of simplicity we shall first consider the case of a 
body suspended in an enclosure which is free from air or other gas, 
so that the cooling takes place by radiation to the walls of the en- 
closure alone. If the temperature of the body be ti, the heat lost per 
second by radiation will be some function of the temperature 0 ; and 
if the walls of the enclosure be maintained at some temperature 
then by the considerations reviewed in the last section a mutual 
process of radiation and absorption takes place between the body and 
the walls of the enclosure. The heat absorbed per second by the 
body will be a function of the temperature, dj, of the walls of the 
enclosure, and this (piantitv will be the same as that which would 
be radiated by the body at 0^^, for at this temperature there would 
be equilibrium of temperature between the body and the enclosure. 
Hence, if f{d) denotes the heat lost per second by radiation when the 
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body is at the temperature 6, the same function will represent the heat 
gained by absorption when in an enclosure at the same temperature, 
since by the theory of exchanges the radiation at any temperature is 
equal to the absorption at the same temperature. Hence, if f{ti) 
represents the rate of loss by radiation, /(<^„) will represent the rate of 
gain by absorption,^ and their difference 

will determine the rate of cooling of the body. 

Xewton seems to have been the first to consider the law of cooling 
of a body subject to any constant cooling action — such, for example, as 
the influence of a uniform current of air. In such cases he supposed 
that the rate of cooling was proportional to the excess of the tempera- 
ture of the body above that of the medium in which it was immersed. 
This admission amounts to assuming/(0) = A(^ -t B in the foregoing 
expression, or if the temperature be measured from the absolute zero, 
then B = 0, and the assumption is that the total radiation of a body 
is proportional to its absolute temperature. In this case we have 
for the rate of cooling — 

r r • 

or since the rate of cooling is - 
we may write 

It- 

where E is a coefficient depending on the nature of the body and its 
surface condition. This formula has been found to represent the 
facts fairly well for small dififerences of temperature, and may be used 
to determine the radiation correction in such experiments as ordinarily 
occur in calorimetry, where the excess of 0 over 0,, never exceeds a 
few degrees centigrade. For differences exceeding 40 or 50° C., 
this law was found oven by such early experimenters as Martine,- 
Kraft, Eichmann, Leslie, and Dalton to deviate seriously from the 
truth when temperature is measured in the ordinary way by a 
mercurial thermometer, and Dalton for this reason proposed a new scale 
of temperature, according to which the law of Newton would be exact. 

In consequence of these discrepancies Dulong and Petit under- 
took an elaborate series of experiments on the cooling of thermometers 
in an enclosure maintained at a constant temperature, and which 
could be either exhausted or filled with a gas at any pressure desired. 
From the results of these experiments they were led to propose the 


^ This is the assuinptifm. 


- Dissrrtcftions siir la chaleur, 1740. 
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formula Aa^ + B for f{d), the rate of radiation of a surface at tempera- 
ture d. In this formula 0 may be taken as the absolute temperature 
if desired, as the effect is only to alter the value of the coefficient A. 
If the absolute temperature be chosen, then the radiation will be zero 
when = 0 and we shall have B = - A. By the same reasoning as 
before it will follow that the absorption from the walls of the en- 
closure at Ofy will be Aa*'> + B, so that the rate of cooling will be 


or 


.m -/ie„) = A(o«-a»o), 

ja 


In the same memoir * Dulong and Petit have investigated the rate 
of cooling under the simultaneous action of radiation and convection, 
and have represented it by an empirical formula of a highly artificial 
character. The term representing the loss by radiation being the 
same as that given above, while that which represents the loss by 
convection and conduction depends on the pressure of the gas, being 
jointly proportional to a power of the pressure varying with the nature 
of the gas and a power of the temperature excess which is the same 
for all gases. The formula of Dulong and Petit seems to apply with 
considerable accuracy through a much wider range of temperature 
difference than that of Newton. Wo shall consequently review the 
experiments by which they were led to the law which bears their 
name. 


Dulong and Petit's E.xperiments 

254. Principles of the Research. — In their classical investiga- 
tions of the laws of cooling, MM. Dulong and Petit operated entirely 
by observing the rate of cooling of large liquid-in-glass thermometers 
under various conditions. In studying the influence of the nature of 
the surface on the rate of cooling the advantage of using a liquid which 
is a good conductor is twofold. In the first place, when the tempera- 
ture of the outside layer falls, convection currents are set up which 
equalise the temperature of the mass, and the greater the conductivitv 
of the liquid the more rapidly will this equality be attained. For 
this reason the temperature of a good conducting liquid like mercury 
will be approximately the same throughout, and the rate of cooling 
will depend chiefly on the nature of the surface of the bulb, and this 
can be varied at pleasure. 

The thermometers employed by Dulong and Petit in this research 

' Dulong and Petit, Ann. Ae Chimie et i(e Physique, 2“ ser.. tom. vii. pin 225 
and 337, 1817. 
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were constructed after the fashion represented in Fig. 153. Each 
was provided with a large bulb E .and a wide stem CD joined together 
by a tube DE of capillary bore, which 
prevented convection currents passing 
between the liquid in the bulb and that 
in the stem. In making an experiment 
the bulb alone was heated, while the 
stem was screened, so as to be always as 
nearly as possible at the temperature of 
the air, and on account of the width of 
the upper portion of the stem, the bulb, 
even though large, could be heated if 
necessary almost to the boiling point of 
mercury. During the process of cooling, 
the cold mercury from the stem enters 
the bulb and lowers the temperature of 
the mass within the bulb, so that the 
apparent velocity of cooling is rendered 
too high. Hence all observations had 
to be corrected for this inequality of 
temperature. fig. 153 . 

The main object of the inquiry was 
to determine the velocity of cooling of any body under given con- 
ditions as a function of the temperature. Thus, if the rate of cooling 
be expressed by the equation 



the object is to determine the form of the function the temperature 
of the enclosure being given. From an experimental point of view, 
however, it is easier to, express the tem])erature of the body at any 
time as a function of the time. Thus, if we have 

... . . ( 2 ) 

then by differentiating (2) and comparing with (1), we see that 

/i 0} - ~ <f)\t), 

or the velocitv of cooling is the first derived of the function f/>. 

In order to determine this function Dulong and Petit, having 
heated the thermometer, placed it under the conditions in which its 
cooling was to be studied, and they observed its temperatures 
8 „. 0 .,, tf.., . . 0 „. 

at the times 

0, q, t.,, t. . 
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From these observations they concluded that the temperature at any 
time could not be found by the simple formula of Newton, but by 
the more general expression 

0 = (3) 

where 0 is the excess of the temperature of the thermometer over that 
of the enclosure at the time /, the excess at the beginning of the 
experiment, t = 0, and a, », fi are constants which can be determined 
by a knowledge of any three values of 0 at the corresponding times. 

Dilierentiating (3) we have 

'^^ = S(a + 2,8/) loga (4) 

and by eliminating f between (3) and (4) the velocity of cooling is 
determined as a function of the temperature excess 0. 

In order to diminish the time of observation in this investigation 
two thermometers were used. The larger, having a bulb of 6 cm. 
diameter, was used at high temperatures, and the smaller, with a bulb 
of 2 cm. diameter, was employed for the lower temperatures, the 
observations with the smaller being commenced at a temperature 
somewhat above that at which those with the larger were stopped. 

255. Preliminary Experiments. — The various circumstances 
which may influence the rate of cooling of a thermometer placed in a 
vacuum arc, the form and extent of the surface of the bulb as well as 
its nature or coefficient of emission, the total mass and nature of the 
li(piid encloseil in the bulb, and finally the temperature of the 
enclosure, as well as the excess 0-0^ of the thermometer. If, 
however, the thermometer be .suspended in a gas, the rate of cooling 
will be influenced by the conduction and convection of the gas. In 
this case, then, the whole velocity of cooling will be the sum of two 
functions, one of which determines the cooling by radiation to the 
walls of the enclosure, and the other the cooling action of the gas. 
The latter will be influenceil by all the circumstances mentioned 
above, and in addition by the nature and pressure of the gas. Besides 
this, the rate of cooling will depend on the magnitude and shape of the 
enclosure, as well as upon the nature of its walls, and the rate of cool- 
ing for one species of radiation may, in a given enclosure, be very 
different from that for another. These considerations have not, how- 
evei', been investigated by Dulong and Petit. 

AVriting the total velocity of cooling in the form 

\ E. d — Off X, S, E, 0 — Pf (t), 

where M and N refer to the mass and nature of the liquid respectively. 
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S the area of the surface of the bulb, and E its coefficient of emission, 

the temperature of the enclosure, and d that of the thermometer, 
p the pressure, and G the nature of the gas, Dulong and Petit pro- 
ceeded by some preliminary experiments in air to test how far the 
rate of cooling was influenced by the mass M and nature N of the 
liquid, and by the surface S of the bulb. By taking thermometers 
whose bulbs were of different sizes in one series of experiments, of 
different shapes (spherical and cylindrical) in another series, and 
filled with different liquids in a third serie.s, they found that for 
equal excesses of temperature the rates of cooling bear constant 
ratios to each other. 

These experiments show that the total rate of cooling may he 
expressed as the sum of two f\inctions, one a function of E, tf, ff - 9^, 
and the other a function of these quantities, as well as of p and G, 
both of these functions being also multiplied by the same quantity A, 
which is itself a function of the mass and nature of the liquid, and of 
the surface S of the bulb. The expression for the rate of cooling 
thus becomes simplified into the following form : — 

V = A/{E, 8„. A^iE, 8,„ $- 9„. p, G). 

The remaining variables do not submit to the same simplification. 
Thus if the quantity E, which depends on the nature of the surface of 
the bulb, be made to vary (if, for example, two bulbs be investigated, 
one of glass and the other of some metal), then it is found that when 
both are filled with the same liquid the rates of cooling do not bear 
a constant ratio for the same excess of temperature. From this we 
conclude that it is no longer sufficient to multiply the two functions / 
and by the same factor to express the influence of a change in the 
nature of the surface. Analogous results were found for the othei- 
variables. 

These preliminary investigations terminate with a table exhibiting 
the rate of cooling of water in three differently shaped bulbs of block- 
tin. The first was spherical, the second a cylinder of diameter equal 
to half its height, and the third a cylinder of height etjual to half its 
diameter. 

256. Experiments in a Vacuum — Determination of the 
Function/. — In the general expression for the rate of cooling the 
function / exjn'esses the cooling eflect of the gas within the enclosure, 
and conse(prentlv if the enclosure be exhausted so that the thermo- 
meter cools in a vacuum, the function disappears from the expres- 
sion for V, and we have simply 

V^Ay\E, $~8„). 
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The observations under these conditions will therefore lead to 
the determination of the function /. It must be remembered, 

however, that we know nothing as yet of 
the jiroperties of any space totally devoid 
of matter, all that has ever been obtained 
is a partial vacuum. 

The apparatus employed in these ex- 
periments consisted of a large copper globe 
(Fig. 1.54) about 30 cm. in diameter, and 
E blackened on the inside. This globe formed 
the cooling chamber or enclosure in which 
the cooling of the thermometer was ob- 
served. It was immersed in a large water 
bath which could be kept at any desired 
temperature 0,^ by means of a regulated 
current of steam. The dimensions of the 
thermometer were previously calculated, so 
that ob.servations on its cooling could be 
commenced at about 300^ C. The ther- 
mometer, when heated to about 350°, was 
placed with its bulb at the centre of the 
enclosure, which was then rapidly ex- 
hausted, and the rate of cooling noted. 
A small correction was still necessary for 
the cooling effect of the residue of air left 
in the cooling chamber, the exhaustion being seldom pushed beyond 
3 or 4 mm. The rates of cooling, Vj, V., etc., were observed, corre- 
sponding to the temperatures 0 , '20°, 40 , CO , and 80 at which 
the chamber was kept. 

When the quantities Vj, V.„ etc., at the different temperatures of 
the enclosure walls were compared, it was found that the ratios 
V.j'V.,, etc., were approximately the .same (IT 6) for all values of the 
excess. 

Hence, if we consider the influence of the temperature of the 
chamber, we see that the rates of cooling for the same excess 0 - 
with different values of viz. 0°, '20”. 40 , 60’, increasing in arith- 
metical progression, are such that the ratios Vj 'V, V., 
equal to each other, and we consequently conclude that, for the same 
excess of temperature, if the temperature of the rhamher he increased in an 
arithmetical progression, the retoritg of cooling ivill increase in a geometrical 
progression. 

It follows, therefore, that the velocity of cooling for a given excess 
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can be represented in the form 

V=^Aa»», 

where A is a function of the excess 6 - 0^. Denoting this excess by i], 
for brevity, we have 

v = ««'V{’;) (1) 


In order to determine the constant a it is only necessary to observe 
two rates of cooling, Y„ and corresponding to the same excess, 

with different values of y,-,. In the above table we have for 0^ and 

0Q + 20" 


«2"=V„+,/V„ = i-i6. 


Therefore 


a = (l-16>’" = l-0075. 


Now by the theory of exchanges the velocity of cooling must be 


of the form 
or 


V=/«j-/Ab 
V=/(^ -JW. 


Hence by the above experiments we have, using equation (1) 


+ = ( 2 ) 


From this we obtain, by writing ^1^ = 0 while the excess remains 
the same, 

Av)-f(0) = Hv' ■ ■ . . (3) 


Therefore, by subtracting (3) from (2), we have 

Av-i- «o) - -f\v) ^/lO) = - 1). 

Interchanging i; and 0^ the left-hand side of this equation remains 
unaltered. Therefore the right-hand member must also remain un- 
altered in value when rj and are interchanged, or 


That is 


Av) ^ _f. 


or 

where k is the above function of 0^. 

The general expression for the velocity of cooling becomes therefore 

V = /.«««(«’! - 1 ) = k(a^ -a^). 

When the observed values of V were compared with their 
corresponding values calculated by this formula, the close agree- 
ment exhibited showed that the equation is capable of represent- 
ing the facts with considerable accuracy. On the whole, however, 
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it cuiinot be regarded as having any sound theoretical basis, but 
must be looked upon merely as an empirical formula of wider range 
than Newton’s. Its simplicity might lead us to fancy that it could be 
obtained theoretically, but until we possess more information about 
the mechanism of emission we have no ground on which to base a 
theory. 

To terminate their vacuum experiments, Dulong and Petit observed 
the effect of varying the surface of the thermometer bulb. They 
found that the rate of cooling when the surface was naked differed 
from that when it was coated with silver-foil or any other substance. 
The quantitv « was found, however, to remain unaltered, so that it 
does not depend on the surface emissivity, or on the mass or nature 
of the liquid, and the coefficient /.' alone was found to vary with the 
nature of the surface. 

257. Experiments in a Closed Chamber containing a Gas. — A 
serie.s of experiments on the cooling of a thermometer in a vacuum 
having been completed, a further series on the cooling of the same 
thermometer in the same chamber when occupied by a gas will furnish 
the data necessary to the calculation of the cooling influence of the 
gas. In this case we have already written the general expression for 
the velocity of cooling in the form 

V = A/( E, t) - + A 0 ; E, 9„. e - p, G), 

and since the first term of the left-hand member of this equation 
represents the cooling in a vacuum, it may be replaced by the quantity 
k{a^ - a^«), and if the velocity Y be observed we have then for 

The fir.st point investigated by Dulong and Petit ‘ was the influence 
of the nature of the surface of the bulb on the cooling function <f> of 
the gas. Having determined the rate of cooling in a vacuum when 
the bulb was naked, and also when it was silvered, they repeated the 
same experiments in air and other gases, and the results showed that 
the cooling power of the gas did not depend on the nature of the 
surface ; or, in other words, the coefficient E of the surface does not 
enter into the function (/>. 

This result appears to have been first remarked in a general wav 
by Sir J. Leslie, and is a fact of great importance in the study of the 
conductivity of gases. 

The influence of the temperature of the enclosure on the cool- 
ing power of the gas was next examined. The pressure being kept 
constantly at 7'20 mm., the temperature of the enclosure was broimht 

O 

^ A/iii. dc Chiniie et de Phtjsique, 2^‘ 5 ?er., tom. vii. p. 3 : 37 ^ 1S17 
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successively to 20^ 40", 60 , 80“, with the result that the cooling 
effect of the air for a given excess was found to be the same for all 
values of 0^. * 

As a result of these experiments, it appears that the cooling 
function depends only on the excess of temperature 6 - = </, 

and in a manner yet to be determined on the pressure p and nature (I 
of the gas, so that it may now be written in the form </j()/, p, G). In 
order to determine the influence of variations of pressure, Dulong and 
Petit experimented in air at a series of pressures, 720, 360, 180, 90 
mm., decreasing in a geometrical progression. The results of these 
experiments show that for any given excess the cooling effect of a 
given gas increases in a geometrical progression of ratio 1'366 when 
the pressure increases in a geometrical progression of ratio 2. 

It thus appears that when the pressure p is related to the pressure 
p by the equation 

i'=2y (1) 

the corresponding cooling powers ttr and of the air are related by 
the equation 

t3 = (l-36e)"ST' (2) 


From (1) and (2) it follows at once that 


log (ct/c 0 _ l<lg ( 1 ' _ 0 .45 

log (pip) log 2 

and therefore 



or denoting the value of this ratio by p, we have for the general 
relation between the cooling power of air and the pressure 

TS = (Xl) ^ . 

The equation connecting the cooling power and pressure of any gas 
may therefore be written in the form 


where /t is a function of the excess of temperature and of the nature 
of the gas. The index c is different for the different gases examined 
by Dulong and Petit, as follows : — 

Air .... c = 0'45 Hydrogen . . . c-0-3S 

Carbonic acid . . r^O'.'jlZ Olefiant gas . . . c = 0‘501 


The influence of the excess of temperature still remains to be 
examined. From a comparison of the cooling powers correspondin 
to different values of the ex'cess 6 - but the same value of p, it 
appears that as the excess increases in a geometrical progression of 


" CfQ 
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ratio 2, the cooling power increases in a geometrical progression of 
ratio 2‘33, and hence, if 

T) — 

we have for a constant pressure 


nj = (2-33)"s'. 

Therefore 

log (ra/ro') log ('2-33) _ 
logWV) log 2 

and consequently 

rs _ zu' 

Denoting the common value of each of these ratios by m, we have 
for the relation between the cooling power of air and the excess of 
temperature ■>) the equation 

The experiments further prove that while the coefficient m is different 
for different gases, the index 1'233 remains the same for all, so that 
the complete expression for the cooling power of any gas may be 
written in the form 

= mp''i 0 - e,,) * 

and hence the whole velocity of cooling in a gas is determined by the 
equation 

V “ kyifi - «*") + inp''i0 - S,,)’ 

Such is the general expression to which the experiments of Dulong 
and Petit have led. The first term relates to the radiation alone, 
while the second deals with the cooling effect of the ambient gas. 
The whole, however, must be regarded simply as an empirical formula 
founded on one of the most elaborate series of experiments ever 
conducted. 

258. Experiments of De la Provostaye and Desains. — The range 
of applicability of the formula of Dulong and Petit has been made 
the subject of a careful investigation by MM. De la Provostaye and 
Desains.' The result of the new researches proved that the formula 
could be applied only within a limited range, like all other empirical 
formulae, in the neighbourhood of the experiments from which the 
various constants happened to be determined. Thus the quantity h 
was found to be only approximately constant. Its value varied little 
with a naked-bulbed thermometer, but with a silvered bulb it changed 
from 0'0087 at 150 C. to 0'0109 at 63 C. The constant in was 
also found to depend to some extent on the emissivity E, being 

1 F. De la Provostaye et P. Desains, Ann. de Chimie ct de Physique, 3** ser., 
t. xvi. p. 337, 1846. 
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greater for a metallic surface than for the naked glass. But perhaps 
the most important result of the investigation was that the cooling 
power To of the gas was found not to be proportional to a power of the 
pressure (i/) when the pressure was feeble. The experiments appear 
to show that as the pressure diminished from 760 mm., the value of Tn 
decreased at first, and then remained constant from a value to a 
value p.2 of the pressure, after which it augmented with reduction of 
pressure. These limiting ju-essures and ji, were further found to 
be more elevated and more widely separated the smaller the dimeiu 
sions of the enclosure. This behaviour is to be attributed to the 
effect of the diminution of pressure and of the smallness of the 
chamber on the convection currents. Under these circumstances the 
cooling effect due to convection will be almost entirely eliminated, 
and the cooling due to the gas takes place entirely by molecular 
convection. 


Emissivity IX Absolute Mea.sure 

259. M‘Farlane’s Experiments.— The first trustworthy exjieri- 
ments, yielding emissivities in absolute measure, were those made by 
Dr. Donald MT’arlane ‘ in Glasgow, under the direction of Lord 
Kelvin. The method adopted consisted in observing the cooling of a 
copper sphere about 4 cm. in diameter. This sphere was suspended 
inside a double-walled tin-plate vessel, which had its interior coated 
with lamp-black and the space between its walls filled with water at 
the temperature of the atmosphere. Its temperature was taken by 
means of a thermo-electric couple, one junction of which was situated 
at the centre of the sphere, and the other junction was in metallic 
contact with the outside of the tin-plate vessel, the circuit being 
completed through the coil of a sensitive mirror galvanometer. One 
junction was thus kept at a constant temperature of about 14 C., 
while the other had the gradually-diminishing temperature of the 
centre of the sphere. 

In making an experiment the copper ball was heated in the flame 
of a spirit-lamp till its temperature was considerably above that 
required to throw the spot of light off the galvanometer scale. It was 
then placed in position within the tin-plate water jacket, and as soon 
as the spot of light came within range, the deflections from the zero 
position wei-e noted at intervals of one minute until the change of 
deflection was reduced to about two scale divisions per minute. 

Two series of experiments were made in this way. In the first the 

' D. M'Farlane, I’roe. Roy. Soc. vol. xx. p. 90, 1871. 

2 L 
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surface of the ball was bright, and in the second it was coated with a 
thin covering of soot from a lamp Hame, and in both the air was kept 
moist by a saucer of water placed inside the enclosure. The heat 
emitted per second was calculated by the formula (} = a ^ hO + c0-, 
where 0 is the ditlerence of temperature. 

The couple was standardised by tying its ends to the bulbs of two 
previously compared thermometers, placed in two vessels of water, one 
at the temperature of the air and the other heated by small additions 
of hot water. The results show that for all differences of tempera- 
tures the rates of emission of heat in the two cases are nearly in a 
constant ratio. 

260. Bottomley’s Experiments. — The same subject was also 
attacked by Dr. J. T. Bottomley.' In this investigation the radiating 
body was a platinum wire stretched inside a long copper tube which 
was blackened on the inside and kept cool by a water jacket. The 
wire was heated by an electric current, and its surface might be 
bright and polished or might be coated with lamp-black, platinum- 
black, oxide of copiter, or some other material. 

Two methods of estimating the electric energy were employed. 
One consisted in measuring the current and the difference of potential 
between two chosen points on the radiating wire; the other consisted 
in measuring the current and determining simultaneously the resist- 
ance of the wire by means of a specially-designed Wheatstone’s bridge. 
The resistance when known gives the temperature of the wire. The 
energy supplied to the wire by the electric current is lost through 
radiation and by conduction at its ends, but the latter .source of loss 
is negligible, and when the dimensions of the wire are known the area 
of its surface is known, and the rate of loss of heat per unit area 
becomes determined at any temperature. 

In order to obtain data for the elimination of the cooling effect of 
the air, the copper tube was connected with a five-fall Sprengel pump, 
so that the air pressure could be reduced, and in the extreme vacuum 
it was measured by a M‘Leod’s gauge. 

A long and very complete series of determinations was made in 
this manner at various constant pressures and at different gradually 
increasing temperature.-;. Several series of observations were also 
taken at constant temperature while the pressure was gradually 
diminished. This mode of procedure proved by far the most ap- 
propriate to the purpose in hand, and required the use of a special 
cmTent-meter. On reducing the pressure it was found that a point 
was reached at which further exhaustion did not affect the emission. 

* J. T. Bottomley, Phil. Trons., 1857, p. 429. 
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In this way a condition seems to be gradually reached in which the 
radiation is independent of everything removable by a Sprengel pump. 

The temperature of the envelope being 15° C., the value of the 
emission per square centimetre of a bright platinum wire was in 
water-gramme-centigrade units — 

At 408° C . . 378-8 X 10 -L 

,, 505° C 726-1 X 10--“. 

Dr. Bottomley considers that these experiments do not support 
the fourth power law of Stefan (Art. 275)iind that a similar series 
of experiments by Schleiermacher ' contradicts this law in the same 
manner. 

Some interesting results obtained by Mr. Evans - as to the energy 
necessary to maintain a given candle-power in an incandescent lamp 
were confirmed during this investigation. The object of Evans’s 
experiments was to compare the radiation of the carbon filaments of 
incandescent lamps having a bright polished surface with that from 
those having a dull surface like lamp-black, and he was led to an 
important practical conclusion as to the superior light-giving efficiency 
of the bright-looking filaments. If it be allowed that the temperature 
of a carbon filament can be measured by its resistance (this diminishing 
as the temperature increases), it follows from Evans’s results that the 
temperature to which a filament must be raised, in order that it may 
furnish light of a definite candle-power, is higher when the surface is 
dull than when it is in the brilliant metallic-looking state. This 
result was so unexpected that Bottomley put it to the test of direct 
experiment. The result confirmed the conclusions derived from the 
experiments of Evans, and showed that the temperature which pro- 
duces red-heat (for example) is very much higher when the surface 
of the heated body is dull than when it is bright and polished. Thus 
in the case of two platinum wires contained in vacuum tubes, one wire 
being bright and the other dulled with a thin film of smoke, when at 
the same dull red-heat the glass tube which contained the bright wire 
was not unpleasantly warm to the hand, while that containing the 
other wire was hot enough to blister the skin. The ratio of the 
resistances of the wires in this state was as 130 : 93, so that their 
difference of temperature must have been considerable." 

* Schleiermacher, Wied. Ami. vol. xxvi. p. 257, 1885. [Stefan’s law is only 
true for the radiation within a closed space at uiiifonn temperature. These con- 
ditions are not here fulfilled. ] 

^ JI. Evans, Proc. Moy. Soc. vol. xl. ji. 207, 1886. 

Sir W. Crookes [Pruc. Puy. Soc. vol. xxi. p. 239, 1881) has given a valuable 
comparative determination of the loss of heat from the same surface (the bulb of a 
mercury-in-glass thermometer) at different pressures, varying from one atmosphere 
down to two-millionths of an atmosjihere. I 


Evans’s ex- 
periments. 
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DIATHERMANCY 

Diathermancy of Solids and Liquids 

261. Melloni’s Experiments. — Substances like glass which transmit 
light are said to he transparent, and in a similar manner those 
which permit radiant heat to pass through them are said to be dia- 
thermanous. At first sight it might be surmised that those bodies 
which most freely transmit light also most copiously transmit the non- 
luminous rays, such as the radiation from hot-water pipes, and that 
substances which are opaque to light are also opaque to radiant heat ; 
but a little consideration will prepare any one possessing a knowledge 
of the fundamental principles of the wave theory to expect that 
different substances may behave very differently in their transmission 
of non-luminous radiation. The marked difference of behaviour in 
the transmission of light is detected at once by the eye, and may be 
more closely studied by an examination of the spectrum of the trans- 
mitted light. Thus blue glass and sulphate of copper transmit onl}' 
the blue end of the spectrum, and red glass intercepts this end and 
transmits only the red ; and the striking feature of these cases is the 
powerful effect of an almost infinitesimal amount of colouring matter 
on the transmission of light. 

A solution of permanganate of potash intercepts the middle portion 
of the spectrum and transmits both ends, the mixture of red and blue 
giving rise to the gorgeous colour of the solution. Various substances 
are thus proved to possess what is termed selective absorption as 
regards the waves of light, singling out certain waves for destruction, 
while they permit others to pass. Hence if the non-luminous radia- 
tion, like the luminous, lie a wave motion in the ether, we are prepared 
to find that transparency to light does not necessarily imply trans- 
parency to radiant heat, and that a substance which is opaque to light 
may freely transmit non-luminous radiation, and further, that a sub- 
stance which is transparent to the radiation from one source may be 
practically (^aque to that of another. 
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When light and radiant heat were considered to be essentially 
different, how'ever, this view was not so easily entertained. Those 
who espoused the caloric theory found it very difficult to admit that 
heat could be transmitted through any substance in the same manner 
as they conceived light to be. All cases in which heat appeared to 
be so transmitted were explained by supposing that the heat was first 
absorbed by the substance, and afterwards radiated by it when it 
became hot. That heat can be transmitted almost- instantaneously 
like light seems to have been discordant with the ideas of the 
calorists, and the point was combated by them for some time after 
the conclusive experiments of De la Roche and Melloni. 

The transmission of heat and the property of selective absorption 
by bodies for the dark rays was first established by De la Roche, who 
concluded from this that radiant heat consists of a mixture of different 
rays, or, as we should now say, a multitude of waves of different 
lengths, just as white light is a mixture of different waves or 
differently coloured rays. 

The work of De la Roche was subsequently confirmed by the 
elaborate researches of Melloni ^ with the thermopile. The method 
of analysis adopted may be briefly described as follows. The source 
of heat was placed at one side of a screen jmovided with an aperture, 
and the thermopile was placed at the other, so that the radiation, 
after passing through the aperture, fell upon it either unobstructed 
or after passing through a thin plate of the material under examina- 
tion. In this manner Melloni found that rock-salt was exceedingly 
diathermanous, transmitting over 90 per cent of the incident radia- 
tion, whereas plates of alum and pure water of tHe same thickness 
scarcely transmitted the tenth part of the radiation from a lamp flame, 
and an inappreciable amount of the radiation from low temperature 
sources, such as a blackened copper ball heated to 390° C., or a 
Leslie’s cube.- 

* ilelloni, Ann. de Chiiaie ct de Physique, y’-'&cr., tom. liii. p, 5, 1833, and tom. Iv. 

- Rock-salt transmits a very large j)ercentage of the radiation from all the sources, 
whereas alum transmits, according to Melloni, only the luminous rays (this, hoiv- 
ever, is not unite correct). Hence if, as Melloni supposed, the rock-salt transmits 
all the radiation, the difference between the quantities transmitted by a plate of rock- 
salt and a plate of alum should give the value of the obscure radiation as compared 
with the luminous. Tested in this way Melloni found the following proportions for 
the three sources emploved : — - 


J^ouice. 

Luminous. 

Obscille. 

Oil liaiiie 

10 

no 

Incandescent platinuiii . 

• • 'Z 

98 

I lame of bpirit-lamp 

1 

99 
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The results of experiments with four different sources of heat 
are contained in the following table, which exhibits not only the 
difference of diathermancy of different substances for the radiation 
from the same source, hut al.so the difference of behaviour of the same 
substance towards the radiation from different sources. The numbers 


represent the percentages of the incident radiation transmitted by the 
various substances. Four sources of heat were employed : (1) a 
Locatelli lamp without a glass chimney ; (2) a platinum spiral heated 
to incandescence in the dame of a spirit-lamp ; (3) a copper plate 
heated to nearly 400 C. by a spirit-lamp ; (4) a thin copper vessel 


blackened on the outside and filled with boiling water. 


i 


hieautU"'- 

oent 

1 Piatimim. 

Bhickenpfi 

Blackened 

' Tliickuess ‘i'r* iiini. 

Lucat^^lli 

Laiiip. 

Copper 
heuted to 
3'<0 . 

Copper 
heatetl to 
10y^ 

Kock-salt (clpar) . 


92 

92 

92 

Fluate of lime {ck-di-' . 

78 

69 

42 

33 

Rock-salt (dull) . 

65 

65 

6.0 

65 

i Iceland spar . 

» J « J • 

1 -Minor {,dabs . 

39 

1 28 

6 

0 

3S 

28 

5 

0 

39 

24 

6 

0 

J5 ?>•••• 

Rock-crvstal ^clealp 

38 

26 

’ 5 

0 

38 

' 28 

6 

0 

,, ,, (smoky) . 

Acid cliiomate of [lotash 

'61 

28 

6 

0 

34 

2S 

i.'i 

0 

Sulpliatc of tai vtes r pure'i . 

24 

: 18 

3 

0 

i Sulphate of lime . 

14 

5 

0 

0 

Alum ..... 

9 

2 

0 

0 

Ice (very pure. 

6 

: 0 

0 

0 


This table shows how difterent substances differ in diathermancy, 
and it also shows that, with a single exception, the diathermancy of 
each substance varies with the nature of the source of heat. Kock- 
salt alone appears to he equally transparent to the radiation from all 
sources. Melloni supposed this substance to be perfectly transparent 
to all kinds of radiation, and that the 8 per cent deficit in the fore- 
going table arose from reflection at the surfaces of the plate and not 
from absorption in the interior. More recent experiments, however, 
by MM. Provostaye and Desains have proved that rock-salt does 
exhibit selective absorption, and Balfour Stewart demonstrated that 
it is particularly opaque to the radiation from a heated piece of the 
same substance. 

In the case of liquids the diathermancy was examined by enclosing 
them in a glass cell with parallel faces. The source of heat was an 
Argand lamp furnished with a glass chimney, so that in considering 
the results of the following table it must be remembered that the 



ART. 261 


DIATHERMANCY 


519 


diathermancy of the liquid is for the radiation of the lamp in question 
after passing through glass : — 


LkIUuIs. thickness 9"J1 nini, R<iy‘< transmitted. 

Xo screen . . . . . . .100 

Mirror glass (same thickness as liquid) ... 53 

Carburet of su]|thur (colourlessl .... t»3 

Xaphtlia (rectified, colourless) . . . 26 

Sulphuric ether (colourless) . . . .21 

Pure sulphuric acid (colourle.ss) . . . .17 

Hydrate of ammonia (colourless) .... 15 

Nitric acid (pure and colourless) .... 15 

Alcohol (absolute and colourless! ... 15 

Hydrate of potassium (colourless . . . .13 

Acetic acid (rectified, colourless) . . . .12 

Alum water (colourless) ..... 12 

Distilled -water ... . . 11 


This table shows that pure water is exceedingly opaque to radiant 
heat, and that the solution of a salt in it increases rather than 
diminishes its diathermancy. The position of a solution of alum is Alum cell, 
worthy of remark in this respect, for it seems to have been very 
generally supposed that this solution is practically opaque to non- 
luminous heat. The above table shows that Meiloni found it more 
diathermanous than pure water, and this conclusion has been verified 
by Mr. Shelford Bidwell.* The ordinary supposition may jierhaps 
have arisen from the fact that a plate of alum is highly opaque to 
thermal radiation (but not so much so as sugar-candy or ice), and 
it may have been inferred that its solution would also be highly 
opaque. 

The diathermancy of any body to radiation which has already sifting, 
passed through another was also examined by Melloni. Some of the 
results are contained in the following table. It appears that any 
substance is particularly transparent to radiation which has already 
been sifted by a plate of that substance. Thus a plate of alum which 
only transmitted 9 per cent of the heat from a naked lamp transmitted 
90 per cent of that which had already passed a plate of this material. 

The same remark applies to the other substances, so that all are 
capable of sifting heat in such a manner that a second plate will 
transmit a large portion of the heat which has already passed through 
a plate of the same material. This of course is what we should 
expect theoretically, for when the radiation passes through a plate of 
any substance the emergent beam consists chiefly of those waves 
which the substance freely transmits, and this will be almost entirely 
transmitted by a second plate of the same substance. 

* Brit. Assoc. Meport, j>. 309, 1S86. 
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Gla.«s. 


Examples of athermanous combinations are also contained in the 
table, just as red and green glass together make a combination opaque 
to light. Thus rays which have passed through alum are very feebly 
transmitted by black mica or black glass. 


PUktfs iiut hpFCiailj iiulicatt**! weie 

nun. 

O 

c ^ 

~ 

s P 

^ IM 

X S 

S "v 

O "z 

>. 

C 

■f 

^ ' 

c — 

T. ! 

c: 

5 

'5 £ 

_ *0 

O r- 

Rock-salt ..... 

92 

92 

92 

92 

92 

92 

Filiate of lime .... 

78 

90 

91 

88 

90 

91 

Iceland spar ..... 

39 

91 

89 

56 

59 

55 

Glass (0‘5 nini.) .... 

.54 

90 

85 

68 

87 

80 

., (0-8) 

34 

90 

82 

47 

56 

45 

Rock-crystal ..... 

38 

91 

85 

52 

78 

54 

Cliromate of pota.sh 

34 

a7 

53 

71 

28 

24 

Sulphate of barytes 

•24 

36 

47 

2.5 

60 

57 

Black opaque mica (0'9j 

20 

0-4 

12 

16 

38 

43 

.Sulphate of lime . 

14 

.')9 

54 

22 

9 

15 

., ,. tliick (12 iimi.) . i 

10 

.'>6 

45 

17 

5 

0-4 

Alum 

9 

90 

47 

15 

0’2 

0-3 


262. Influence of the Temperature of the Source. — It was for 
some time supposed that the transmissibility of heat through dia- 
thermanous substances augmented with the temperature of the source. 
Knoblauch ' was the first to prove that this is not the case, but that 
the passage of radiant heat through any substance is determined alone 
by the nature of the substance. He showed in these researches that 
the heat emitted by an alcohol flame was more absorbed by certain 
substances than the heat emitted by a platinum wire placed in the 
flame, and he argued that the temperature of the flame cannot be 
lower than that of the sj)iral. Thus a plate of transparent glass 
placed between the incandescent platinum spiral and the thermopile 
transmitted a greater percentage of the radiation than when the source 
of heat was the flame alone without the spiral. This showed that 
the heat from the spiral, or source of lower temperature, was best 
transmitted, and this result was afterwards verified by Melloni. 

Transparent glass allows the luminous or shorter waves to pass 
freely through it, but it is highly opaque to the longer, or ultra red- 
waves, that is to the obscure or non-luminous radiation. Eeference 
to the foregoing tables shows that a plate of glass of the kind 
employed by Melloni, and only one-tenth of an inch thick, intercepts 
* Knoblaucli, I’v'j'j. Ami., 1.''47 ; and Taylov’.s Sdcntijie Memoirs. 
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all the radiation from a source at 100° C., and transmits only 6 per 
cent of the heat emitted by a source at 400° C. It is for this reason 
that a glass plate is often used as a fire-screen. Now the radiation 
from the flame of a spirit-lamp is nearly all non-luminous, but when 
a platinum spiral is plunged in the flame the luminosity is largely 
increased. The spiral becomes incandescent, absorbing the non- 
luminous waves of the flame, and emitting in return a copious supply 
of the shorter luminous waves. In this manner the percentage of 
waves which are easily transmitted by glass, is increased, and the 
presence of the spiral augments the transmissibility of the radiation. 
Thus Melloni found that a glass plate transmitted 4T2 per cent of 
the radiation from the flame alone, and 52'8 per cent of that from 
the flame and spiral. A plate of selenite transmitted in the same 
way 4'4 per cent from the flame, and 19'5 from the spiral. 

In the case of substances which are opaque to the waves of higher 
refrangibility, the presence of the spiral would be expected to produce 
an opposite effect and reduce the transmissibility, for in this case the 
action of the spiral is to increase that portion of the radiation which 
is not transmitted by the substance. This was also verified by Melloni. 
Thus for black glass he found a transmission of 52 ’6 per cent from the 
flame, and only 42‘8 from the spiral, and for black mica a transmission 
of 62'8 from the flame, and 52'5 from the spiral. 

* Diathermancy ok Da.ses and Vapovrs 

263. Tyndall’s Experiments. — The first successful experiments 
on the transmission of radiant heat through gases were made by 
Professor Tyndall at the Eoyal Institution in 1859. Previous to that 
date no experimenter had been able to detect anj' absorption of radiant 
heat by gaseous matter, and it was generally supposed that matter in 
the gaseous state transmitted perfectly all kinds of radiation. In 
approaching this investigation, either of two distinct methods of attack 
may be adopted : (1) the thermopile and the source of heat may be 
both placed in the chamber containing the gas under consideration ; or 
(2) either or both may be situated outside the space enclosing the gas. 
The first method has been employed by Magnus and others, and will 
be considered later on. It is subject, as Tyndall ^ pointed out, to 

‘ Previous to the woik ot Tyndall, no doubt, many experimenters had in- 
vestigated the action of air upon radiant heat ; otherwise the conviction that air 
perfectly transmitted radiant heat could not have become so universal, but that 
all other gases were supposed to behave in a like manner proven that experiments 
on them could scarcely have been seriously attempted. 

Dr. Franz of Berlin {Poyg. Ami. vol. xciv. p. 342) witli a sensitive thermopile 
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errors arising from convection currents and conduction of heat, and 
for this reason Tyndall adopted the second mode of experiment. 

In making a preliminary experiment by this method, a tube about 
4 feet long and 3 inches in diameter was fitted air-tight with rock-salt 
plates at the ends and furnished with two stopcocks, so that it could 
be exhausted or filled with air or any other gas. The source of heat 
was jilaced opposite one end, and the thermojiile faced the other, so 
that the radiation, after traversing the tube, fell upon it and produced 
a deflection of the galvanometer needle. The tube was first exhausted 
and the deflection of the galvanometer noted when the radiation fell 
upon the pile after traversing the empty space. Pure dry air was 
then admitted, and the deflection was found to remain unaltered, so 
that the radiation seemed to be transmitted as freely through the air 
as through a vacuum. The first inference is that either air does not 
absorb radiant heat at all, or else to such a small extent that this 
mode of experiment fails to detect it. Or it might happen that rock- 
salt and air absorb the same kind of rays, and that the radiation, 
after {lassing through the first plate of salt, is so sifted that no waves 
of the particular kind absorbed by air remain. 

Eock-salt was chosen to close the ends of the tube, because it 
is by far the most diathermanous substance we know of. It is not 
particularly necessary to have a transparent substance, for gases, 
we know, freely transmit the luminous waves, and if they possess 
any marked absorbing power, it must be for waves below the red or 
bej'ond the violet. The essential thing then is to stop the ends of 
the tube with plates of some substance which freely transmits the 
longer waves below the red, and rock-salt is the best yet found for 
this purpose. 

Tyndall, however, did not rest satisfied with this negative reply to 
his inquiry. He was fully convinced that air probably did absorb 
some of the radiant heat, but such a small fraction that the apparatus 
failed to detect it. He consequently exercised his ingenuity to render 
the apparatus more and more delicate, so that even the very feeblest 
absorption might be fully placed in evidence. This required a strong 
source of heat, so that a small fraction of it might not be infinitesimal, 

tiad dihcovered a su[>[] 0 .sed al>,sor|ition by dry air iu a a-tbot tube of 3 "54 jier cent : 
but tliis was attriluited by Tyndall to the fact that Franz employed "lass plates to 
close the ends of the tube, and as glass largely absorbs the non-luminous radiation, 
the plates soon become warm and radiate heat to the pile. In thi.s situation of 
attains, when the cool gas is admitted into the tube it rapidly lowers the temperature 
of the radiating glass jilates both by coniliiction and convection, so that the total 
radiation to the pile is reduced just as if the gas exercised a true absorption of the 
radiant heat. 
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and it also required the galvanometer needle to be kept in the most 
sensitive position. A strong source of heat produces a large deflection 
of the needle, and in this part of the scale the instrument is not very 
sensitive to small changes of heat. The problem to be solved then 
was to work with small deflections and a strong source. 

This difficulty was overcome by Tyndall in the following manner. 
The indications of the thermopile depend not so much on the temperature 
of either face as on their difference of temperature, and when the two 
faces are brought to the same temperature the deflection of the galvano- 
meter is reduced to zero. The solution of the difficulty is now obvious. 
For if a strong beam of radiant heat be employed, which, falling on one 
face of the pile, produces a large deflection of the needle, then by bring- 
ing up a second source of heat opposite the other face of the pile, the 
action of the first source may be counterbalanced by the second, and 
the galvanometer deflection may be reduced to zero if desired. Let us 
now suppose that this has been effected, and that the needle stands at 
zero and in equilibrium under the joint action of the two sources of 
heat; and let us further suppose that the experimental tube already 
described has been exhausted and placed in the j)ath of one of the 
beams of heat, so that the beam of radiant heat, falling upon one of the 
faces of the pile, passes through the empty tube. N ow let us suppose 
air or any other gas to be introduced into the tube. Then if this gas 
absorbs any small fraction of the heat, the previous equilibrium will be 
broken and the needle will move to a new position of rest. The 
deflection of the needle will be, within certain limits, proportional to 
the quantity of heat absorbed, and this for a substance of given 
absorbing power will be pro})ortional to the intensity of the beam 
passing through the tube. Hence the stronger the beam of radiant heat 
employed the greater the ultimate indication of the galvanometer, 
and by the foregoing device it is rendered possible to use a beam of 
any strength desired. The preliminary difficulty being thus overcome, 
Tyndall again approached the inquiry, and with marked success, as 
will appear from what follows. 

The type of apparatus finally adopted is sketched in Fig. 155. The 
experimental tube SS' was a hollow brass cylinder, polished within, and 
closed air-tight at the ends S and S' with plates of rock-salt. The 
length of this tube was about 4 feet, and the source of heat C was a 
cube of cast copper filled with water, which was kept boiling by a 
lamp. The cube C was not isolated but brazed to a short cylinder 
F of the same diameter as the experimental cylinder, and capable of 
being connected air-tight with the latter at S. Thus between the source 
of heat and the experimental tube there was a front chamber F 
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which could be exhausted, so that the radiation from C might enter the 
experimental tube unsifted by air. In order to avoid conduction of 
heat from C to the rock-salt plate at S, the front chamber F passed 



through u vessel V, in which a stream of cold water continually cir- 
culated. The ex[)erimental tube and the front chamber F were 
connected, independently, with the air-pump, so that either of them 
might be filled or exhausted without interfering with the other. The 
thermopile P was furnished with a conical reflector at each end, and 
the compensating cube C' was u.sed to neutralise the radiation from C. 
An adjusting screen H, capable of a very fine motion to and fro, was 
employed to bring about exact coni])ensation. 

As the very slightest traces of impurity largely affect the diather- 
mancy of air, the strictest precaution.-^ were necessary in order to ensure 
that the sample admitted into the experimental tube was perfectly 
pure and dry. For this purpose it was passed through U-tubes filled 
with i)ure glass broken into small fragments and moistened with pure 
sulphuric acid. It was also found necessary to cover each column of 
the U-tiibe with a layer of dry glass fragments ; for the smallest trace 
of dust from the corks, or a fragment of sealing-wax not more than 
the twentieth part of a pin .s head in size, was sufficient to vitiate the 
results if it reached the acid. The drying tubes, besides, required 
frequent renewal, as the organic matter of the atmosphere, though 
exceedingly small, after a time introduced disturbance. The carbonic 
acid was removed by passing the air through another set of U-tubes 
filled with pure broken Carrara marble moistened with caustic potash. 

The front chamber F, and the experimental tube S-S', being both 
exhausted, the rays of heat from the source C were allowed to fall 
upon the face of the pile, and the effect of this radiation was com- 
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pensated by the cube C', the needle standing at zero. Pure dry air 
was then allowed to enter the cylinder, but no appreciable motion of 
the needle could be observed. 

The absorption of heat by air is therefore so small that even this 
delicate test fails to detect it. Oxygen, hydrogen, and nitrogen, when 
carefully purified, and treated in the same way, showed, like air, no 
sensible absorption of the radiant heat. Olefiant gas, on the other 
hand, exhibited a very marked effect. The experimental cylinder 
being exhausted, and the needle being brought to zero by the com- 
pensating cube, olefiant gas was allowed to enter. A marked deflection 
of the needle, amounting to 70 when the cylinder was filled with gas, 
was the result, showing that this invisible gas absorbs heat like a solid 
or liquid. A metal screen w’as now interposed between the end of the 
experimental tube and the face of the pile, so that the compensating 
cube alone might radiate to the pile and produce its full eft'ect. A 
deflection of 75 was thus obtained, and as, at the commencement of 
the experiment, the radiations from the tw’o cubes were equal, the 
deflection 75' represents the total radiation through the exhausted 
cylinder. Taking as unit the quantity of heat necessary to move the 
needle from 0° to 1°, the number of units represented by a deflection 
of 75" was 276, and the number representing a deflection of 70' was 
211, so that out of a total of 276 units 211 were absorbed by the gas 
within the cylinder — that is, the absorption of the gas amounted 
to about 80 per cent of the whole. The following table exhibits 
the relative absorption at pressures varying from 1 to 10 inches of 
mercury : — ‘ 

Olefiant Oas 


PI'es^Ul^‘ 
in Inehes. 

Absorption. 

in [iiches. 

Absorption. 

1 

90 

6 

177 

2 

123 

7 

182 

3 

142 

« 

186 

1 

157 

9 

190 

fj 

168 

iO 

19J 


It thus appears that the absorption increases with the pressure, 
but not in simple proportion to it or according to any simple law. 

^ The unit employed m this table is stated by Tyndall to be the amount of heat 
absorbed by “ a whole atmosphere of dried air.” This appears to be the quantity of 
heat corresponding to a deflection of 1° of the thermopile, as some experiments are 
quoted, in which purified air, oxygen, hydrogen, nitrogen, each gave “ a deflection 
of about 1° under atmospheric pressure.” As the absorption of air seems, according 
to Tyndall, to be largely affected by even a small trace of aqueous vapours or other 
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For very small pressures, however, the absorption was found, as we 
should expect, to be very approximately proportional to the pressure. 

Similar experiments with other gases and vapours were conducted 
with like success. The results of these are collected in the following 
table, which shows the exceedingly high absorbing power of ammonia. 
Tn order to e.xamine the corrosive gases, the brass experimental tube 
was replaced by one of glass. The hot w-ater cube ivas also dispensed 
with as a source of heat, and replaced by a plate of copper, against which 
a thin steady gas-tlame from a Bunsen’s burner was caused to play. 


j Substance. 

Absorption 
at 1 Atm. 

Sub.staiice. 

Absorption 
at 1 Atm, j 

1 

Air .... 

1 

Carbonic acid 

90 

Oxygen 

1 

Nitrous oxide 

355 

Xitrogeu 

1 

Sulphide of hydrogen. 

390 

Hydrogen . 

1 

iVIarsli gas . 

403 

Chlorine 

■39 

Sul pliiirou.^ acid 

710 

Hydrochloric acid 

62 

Oleiiant gas 

970 

Carbonic oxide . 

90 

Ammonia . 

1195 

Vapours. The examination of 

vapours was 

conducted by placing 

some of the 


liquid in a test-tube K fitted with a screw-tap carefully cemented on 
(Fig. 155). By this means it could be attached to a stopcock, and 
thus connected with the experimental tube. The liquid being intro- 
duced, the tube K was connected with an air pump, and the air was 
completely removed, so that nothing but the liquid and its vapour 
remained. The stopcock was then .shut, and . K was attached to 
the experimental tube. The latter being completely exhausted, and 
the needle of the galvanometer standing at zero, the tap attached 
to K was opened. The vapour was thus allowed to eater the 
experimental tube silently, and without the slightest commotion, while 
the manometer attached to the apparatus was carefully observed. In 
this manner the absorptions of the vapours, mentioned in the following 
table, were examlneil at pressures of OT, O'o, and 1 inch respectively: — 


impurity, the choice of tliu. unit appears ill advised. Any one repeating the e.vperi- 
ments would certainly object to having the most doubtful and least marked of all 
these substances set up a- the .standard of reference. Tymlall himself states that 
the absorption of these .substances is exceedingly .small — jirobably even smaller than 
he a.ssumed it, and he remarks that the more perfectly these gases are purified, the 
more closely does their action apjiroach that of a vacuum. —Heat a Mode of Mutwn, 
p. 346. 
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1 

SuUstauce. 

i 

PiessureN. 


' 

.0*1. 

ft-'). i 

1-0. 

Bisulphide of carbon 

1.'. 

17 

62 

Iodide of methyl 

35 

147 

242 

Benzole . 

. ' 66 

182 

267 

Chloroform 

85 

182 

236 1 

Methylic alcohol 

109 

390 1 

590 

Amylene 

. ■ 182 

f>35 i 

823 

Sulphuric ether 

300 

710 

870 : 

Alcohol .... 

325 

622 1 

• • i 

Formic ether . 

480 

870 

1075 

Acetic ether . 

590 

980 , 

1195 

Propionate of ethyl 

596 

970 


Boracic ether . 

620 

1 



The influence of the temperature of the source on the transmission 
of radiant heat by vapours is shown very decidedly by the following 
table. By raising the radiating spiral from a barely visible heat to 
an intense white heat, the absorption of bisulphide of carbon and 
chloroform is reduced to less than one-half, and corresponding reduc- 
tions take place with the other vapours. In some cases even a reversal 
of the order of their absorbing powers is exhibited. 


S«>nrce of Heat, a Platinum Spiral. 

_ . I 


Vapoui. 

■ 1 



-- 

1 ' 

Biiiely 1 

Bi ight 1 

Wliiti* 

j Ni*ar 


Visiblt^. 

Red. I 

Hot. 

j Fusion, j 

Bisulphide of carbon 

6 '5 1 

4*7 

2-9 

1 

2*5 : 

Chloroform . . 

9-1 

6*3 i 

5*6 

3*9 

Iodide of methyl 

12-5 

9*6 

7-8 


Iodide of ethyl 

21-0 

17*7 

12*8 

j 

Benzole ..... 

26-3 

20*6 

16-5 


Amylene .... 

35*8 

*27*5 

22*7 


j Sulphuric ether 

43*4 

31 *4 

25-9 

! 23-7 : 

Formic ether . 

45-2 

31*9 

25-1 

21-3 

Acetic ether ... , 

49*6 

34*6 ; 

27 *2 

■ ■ * 

Compared with this the absorpt 

ion order, 

when the source of heat is a 

Leslie’s cube coated with lamp-black, shows another 

case 

of reversal, 


the iodide of methyl coming above chloroform in the list. 

Tyndall also examined the action of perfumes, such as geranium, 
thyme, and rosemary. Small squares of bibulous paper were rolled 
up so as to form little cylinders, each about 2 inches in length. One 
of these paper cylinders was then moistened by dipping one end of it 
into an aromatic oil, so that the oil crept by capillary action through 
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Effect of 
state of 
aggre- 
gation. 


the paper until the whole became moist. The roll was then intro- 
duced into a glass tube which it just filled without being squeezed, 
and this tube was placed between the drying apparatus and the experi- 
mental tube, so that by turning a cock dry air could be gently drawn 
through the folds of the saturated paper. This air, laden with per- 
fume, passed into the experimental tube, and the absorption due to 
the perfume could be examined. 

Experiments on ozone showed so marked an absorption of radiant 
heat by this substance that it takes rank with olefiant gas and boracic 
ether as an absorber. 

The diathermancies of several volatile liquids were also examined 
by Tyndall, in order to determine if the state of aggregation is of 
paramount importance, or if the absorption depends chiefly on the 
nature of the individual molecules, and if their deportment towards 
radiant heat remains characteristic of the molecule throughout all 
states of aggregation. Melloni, in his e.xperiments on the diather- 
mancy of liquids, employed a lamp-flame covered with a glass chimney 
as source of heat, and the liquid was also enclosed in a glass cell, so 
that the radiation was sifted by glass before it entered the liquid. 
Tyndall, however, desired to have the primitive emission interfered 
with as little as possible, and to determine the diathermancy of the 
liquids and their vapours as far as possible under the same conditions. 
For this purpose he employed, as source of heat, a platinum spiral 
raised to incandescence by an electric current, and he enclosed the 
liquid in a rock-salt cell, so that the radiation passed through the 
liquid, sifted only by rock-salt, as in the case of the vapours and gases. 
The platinum spiral was enclosed in a glass globe to prevent the dis- 
turbing influence of air currents, which render a red-hot spiral an 
unsteady source of heat in open air. The front of the enclosing globe 
was provided with an aperture which could be left open, so that the 
radiation fell directly on the liquid cell, or it could be closed air-tight 
by a plate of rock-salt, so that the globe could be exhausted, and the 
spiral allowed to radiate in vacuo. The radiation, in the first instance, 
was allowed to pass through the empty rock-salt cell, and the galvano- 
meter needle was brought to zero by the compensating cube. The 
liquid was then poured into the cell, and the deflection of the needle 
noted. From this deflection the quantity of heat absorbed by the 
liquid was immediately calculated,* and expressed as a percentage of 
the entire radiation. The results of the investigation are contained 
in the following table for various thicknesses of the liquid ; — 

‘ The altered value of the reflectiou at the inner surfaces of the cell plates when 
empty and filled with liquid is neglected, and this quantity may be very appreciable. 
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0 02. 

004. 

0-07. 

0-14. 

0-27. 

Bisulphide of carbon. 

. t 0-5 

8*4 

12-5 

15-2 

17-3 

Chloroform 

. , fti'tj 

25*0 

.-trru 

40-0 

41-8 

Iodide of methyl 

. 1 36-1 

46-5 

53 "> 

65 '2 

68-6 

Iodide of ethyl . 

38 -2 

50*7 

59 0 

69-0 

71 '5 

Benzole 

43-4 

55*7 

62-5 

71-5 

73*6 

Amylene . 

1 5S ‘3 

65*2 

73-6 

77 ’7 

82*3 

Sulphuric ether 

. i 63-3 

73 *5 

76-1 

78 '6 

85*2 

Acetic ether 

i 

74*0 

78-0 

82-0 

86*1 

Eormic etlier 

65 “i 

7ti ■*» 

79-0 

.S4-0 

87*0 

Alcohol 

67-3 

78*0 

83-6 

85*3 

89*1 

Water 

80-7 

SO-1 

88-8 

91-0 

91*0 


With the same source of heat — namely, a red-hot platinum spiral 
— the absorption of the vapours of these liquids at a pressure of half 
an inch of mercury was found to be as follows : — 


! Vapour, 

A**sorpti‘'»i. 

VulMHU. 

Al'sOi plioii. 

Bisulphide of carbon 

4*7 

Amylene 

.1 27*5 

Chloroform . 

6 *5 

Alcohol . 

28*1 

Iodide of methvl . 

9*6 

Formic ether . 

31*1 

Iodide of ethvl 

17*7 

Sulphuric etlier 

. , 31*9 

Benzole . 

■20*6 

Acetic ether . 

34*6 


Comparing this table with the preceding one, we see that the order 
of absorption is the same in both as far as amylene. Alcohol and the 
ethers are still characterised by strong absorption in both lists, although 
their order becomes inverted in passing from the liquid to the gaseous 
condition. This inversion, however, arises from the fact that the com- 
parison has been made between liquids taken at a common thickness 
and vapours at a common pressure and volume. Now, if the equal 
layers of the liquids employed were converted into vapour, the vohimes 
obtained at a common pressure would not be the same. Hence, in 
the foregoing comparison, the quantities of matter traversed by the 
beam of radiant heat are not in the same proportion in the two cases, 
and to render the comparison strict they ought to be proportional. 
The correction in this respect is easily applied when we know the 
specific gravities of the liquids and their vapour densities, and when 
applied it is found that the order in both lists as regards absorption 
becomes exactly the same, so that the discrepancies appearing in the 
foregoing tables are removed ; or, in other words, it is proved that for 
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heat from the same source the order of absorption for liquids and their 
vapours is the same. 

It appears then that in the main the molecules maintain their 
characteristics as absorbers of radiant heat, although the state of 
aggregation changes, and if any inference be allowed we should expect 
that aqueous vapour would be exceedingly opaque to thermal radiation, 
for, as we have already seen, pure water stands at the bottom of the 
list as a transmitter of radiant heat. 

This anticipation as to the opacity of aqueous vapour seems to 
have been fully verified by the experiments of Tyndall, but subsequent 
investigations by Magnus and others by different methods brought 
the matter into warm dispute, for, while Tyndall with one form of 
apparatus found the absorption of aqueous vapour to be enormously 
greater than that of dry air, Magnus with another found no such 
difference of absorbing power. 

In face of these very different results on the absorption of such an 
important vapour as that of water, by men who had already proved 
themselves possessed of the highest experimental skill, it may be 
well to give here a brief account of the methods adopted and of the 
objections raised by each to the apparatus of the other. 

Aqueous Vapour 

264. Tyndall s Experiments. — The low diathermancy of pure 
water prepared Tyndall to expect that aqueous vapour would also 
prove itself highly opaque to radiant heat, and this expectation was 
surprisingly confirmed. Pure dry air being admitted into the ex- 
perimental cylinder a deflection of scarcely 1° was observed. Making 
a similar experiment with the undried air of the room the needle 

moved through 48'. This corresponded to an absorption of 72 that 

is to say, the aqueous vapour contained in the air absorbs 72 times 
the quantity of heat absorbed by the air itself. This figure is rendered 
all the more surprising when we remember that the quantity of vapour 
in the air amounts to less than one-half per cent. 

This result, if tiue, is of such importance in the science of meteor- 
ology that it ought to be subjected to the most careful examination, 
and the closest scrutiny of the whole matter seems to have been carried 
out by Tyndall. Kock-salt is a hygroscopic substance, and it might 
be supposed that the aqueous vapour condenses on the faces of the 
rock-salt plates which elo.se the ends of the experimental tube, and 
that in this manner a thin film of aqueous salt solution is formed, 
which, as appears from Melloni's tables, is highly opaque to radiant 
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heat, though not more opaque than pure water. The question, there- 
fore, arises whether in the foregoing experiment the absorption 
observed is not in reality due to thin films of moisture deposited on 
the plates. The aqueous vapour might also become condensed on the 
walls of the cylinder so that the reflection from its sides might become 
seriously diminished, and the apparent absorption might arise from 
this diminution of the reflecting power of the interior surface of 
the cylinder. So, again, it has been suggested by Magnus that the 
London air is always impure and to some extent misty from suspended 
matter, which, though it be so small as to escape the eye, yet may be 
sufficient to stop by reflection a considerable portion of the radiant 
heat. In order to meet this objection ' Tyndall examined samples of 
air brought from the Isle of Wight and other localities, but always 
obtained the same result. The other objections are more serious, and 
demand special precautions and modifications of the apparatus. The 
effect of a variation of reflecting power of the inner surface of the tube 
might be determined, at least to some extent, by blackening the inside, 
but this method of experiment does not appear to have been prosecuted 
by Tyndall with sufficient fulness. Some experiments are described in 
which the inside of the cylinder was lined with black for half its length, 
and from these it was concluded that the high absorption obtained 
for aqueous vapour did not arise from this cause. Fuller experiments, 
in which the whole of the interior of the tube was blackened, would 
have been more satisfactory, and it is difScult to understand why 
half-measures were resorted to in this important matter. 

AVith regard to the first objection — -namely, the deposition of 
moisture on the rock-salt plates — the precautions taken were as follows. 
In the first place, it was assumed that the plate nearest the source of 
heat always remained free from this source of error on account of its 
proximity to the source of heat. The distant plate was assumed to 
be the only one in danger, and to protect it one of the conical reflectors 
was removed from the pile and placed within the cylinder, with its 
narrow end abutting against the rock-salt plate, while the space 
between it and the- metal tube was filled with fragments of fused 
chloride of calcium. The face of the pile from which the reflector was 
removed was then brought close up to the rock-salt plate, and the 
experiments were proceeded with as before. The chloride of calcium 
kept the circumferential portions of the plate perfectly dry, and the 
whole beam of radiant heat was converged by the reflector on the 
central part. AVith this arrangement it was supposed that the de- 

’ If such an objection were allowed, invisible particles or globules might equally 
he introduced to explain all absorption by gases. 
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position of moisture on the plate was impossible. On examining the 
plate, even with a lens, no trace of moisture could be detected on it, 
the polish remaining perfect throughout. 

Further, the plates of rock-salt were dispensed with entirely, and 
the experimental tube was left open at both ends, the arrangement of 
the apparatus being as shown in Fig. 156. In order to avoid agita- 
tion of the surrounding atmosphere while the air was being introduced 
into the open tube, it was arranged that dry air could be allowed to 
enter the tube slowly through the tap C, while D was connected with 



ir,c. 


an air-pump which was slowly worked, so that the dry iiir was drawn 
from C towards D. Thus throughout the central portion of the tube 
a column of moist air could be displaced by dry air, and vice rersu. 

In making an experiment with this apparatus the tube was at first 
tilled with the common air of the laboratory, and the needle was 
brought to zero b}’ the compensating cube. Dry air was then allowed 
to enter slowly and displace the moist air which initially occupied the 
tube. As soon as the dry air was allowed to enter, the needle com- 
menced to move and finally stood at a deflection of 45°. When the 
supply of drv air was cut off the deflection commenced to fall, but 
with great slowness, indicating a slow diffusion of the aqueous vapour 
through the dry air of the tube. If the pump was worked the dry 
air was removed more quickly and the needle sank rapidly to zero. 
The result of all these experiments was, therefore, to confirm the con- 
clusion already arrived at by Tyndall as to the high absorptive power 
of aqueous vapour for radiant heat. 

Humid air was also tested iit various pressures, and the results 
verified the anticipation that the absorption varies directly as the 
quantity of vapour present. The third column of the following table 
was calculated on this supposition, and it can scarcely be supposed 
that results so regular as these can be due to condensation of the 
vapour on the interior surface. Besides, under the pressure of 5 inches 
the quantity of vapour within the tube is less than one-sixth of the 
quantity necessary to saturate the space — a dryness unapproached by 
our driest days. 
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Humid Air 

Al)-<orption. ' Absorption. 


Pressure. 

Observed. 

Calculate,!. 

^ ' _ _ j 



Calculati’d. 

5 inches 

16 

16 

20 indies 

i “ " 

1 tU 

64 

10 „ 

32 

32 

25 ,, 

' S2 

80 

,, 

49 

4S 

30 „ 

: 9t) 

96 1 


In conclusion, it mny be l emarkeil that as the air generally operated 


with was that of the laboratory, there 
appears to be no particnlai- reason 
why the moisture should condense on 
the inside surfaces of the plates more 
than on the outside, and it is well 
known that a plate of rock-salt exposed 
in the open air ishighly diat hermanous, 
which shows that opacity to radiant 
heat is not introduced in this manner 
in the open air. 

265. Magnus’s Experiments. — 
The experiments of Professor Magnus ' 
on the diathermancj' of gases were 
conducted chiefly with the apparatus 
shown in Fig. 157. This consisted of 
two glass vessels having their bottoms 
fused together, one being much larger 
than the other. The smaller one, C, 
stood upright, and acted as the source 
of heat, being partly filled with water 
which was kept at the boiling point 
by a current of steam passed through 
the tube pp. The larger vessel BF 
was turned mouth downwards, and 
had its mouth FF ground down so 
that it could be placed like an ordinary 
receiver on the plate of an air-pump 
and exhausted, while, by means of 
the cocks H and K, it could be 



filled with any gas desired. It was surrounded by a water bath, 
MM, kept at 15° C. IVithin this experimental space a thermopile S, 


* Magnus, Poij(j. Ana. vol. c.xii. p. 531 : Phil. Marj. vol. x.xii., 1861. 
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with its axis vertical, was attached to the plate of the air-pump, 
and one face was directed towards the common surface of the two 
vessels which had been fused together. This surface was heated to 
100° C. by the hot water and acted as the radiator. The pile could 
be exposed to the radiation or protected from it at pleasure by means 
of a movable screen, rr, and the entire space between the pile and 
the radiating surface could be rendered a vacuum or filled with 
a gas. 

Experimenting in this way, Magnus found that air and oxygen 
intercepted over 11 per cent of the heat radiated by the source, while 
hydrogen cut oft' more than 14 per cent. Tyndall, on the other hand, 
after using every precaution, found that these gases were practically 
vacua to radiant heat. With the more powerful compound gases, on 
the other hand, Tyndall found a considerably stronger action than 
Magnus. Thus with olefiant gas Magnus found an absorption of less 
than 54 per cent, whereas Tyndall obtained more than 72. This result, 
however, was to be expected, as the length of gas traversed by the 
radiant heat in the experiments of the former was under 15 inches, 
whereas in those of the latter it was 33. 

Magnus also describes a series of experiments in v;hich the source 
of heat was a powerful gas-flame, surrounded by a glass chimney, and 
provided with a parabolic mirror to reflect and concentrate the rays. 
In this series the foregoing apparatus was dispensed with, and the gas 
under examination was enclosed in a glass tube 1 metre long and 
35 mm. in diameter, the two ends of which were stopped, not by 
plates of rock-salt, as in TyndaU's experiments, but by plates of glass 
4 mm. thick. 

Two series of experiments were executed with this tube, one 
in which the interior surface was covered with black paper, and the 
other in which it was uncovered. The former method had been 
previously employed by Dr. Franz, and the results obtained by 
Magnus in the case of air and o.xygen agree closely with those of 
Franz, the former obtaining an absorption of about 2i per cent 
for these gases in the blackened tube, while Franz obtained about 
3 per cent. 

In the case of the unblackened tube, however, the absorption was 
found to be much more considerable. Here air and oxygen cut oft' 
14-75 per cent, while hydrogen intercepted 16-23 per cent. This 
great difference between the actions in the unblackened and the 
blackened tubes is ascribed by Magnus to a change of quality 
of the heat produced by its reflection at the interior surface of 
the glass. 
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We now come to the case of aqueous vapour. With both the gas- Aqueous 
Hame and the boiling water as sources of heat, Magnus found the effect 
of dry air to be precisely the same as that of moist air saturated with 
vapour. He concluded from his experiments “ that the water present 
in the atmosphere at 16 C. exercises no perce})tible influence on the 
radiation. ’ The vast difi'erence obtained by Tytidall in the behaviour 
of moist and dry air to radiant heat has been already noticed, and as 
these discrepancies were attributed by Magnus to condensation on the ' 
interior surface of Tyndall's experimental tube and on the rock-salt 
plates, so Tyndall in turn attributed them to sources of error inherent 
in Magnus’s method of experiment. Thus Magnus in his first « 
apparatus (Fig. 157) avoided the use of plates of any kind ; but in 
order to do this he was compelled to bring his gas into direct contact 
with his source of heat. Convection currents may in this manner be 
set up within the experimental chamber, and Tyndall held that the 
results obtained by Magnus were largely affected by this source of 
error, the greater convection of hydrogen also accounting for the differ- 
ence obtained by Magnus between this gas and air. So also Magnus 
used glass plates to close his experimental tube, and these, according 
to Tyndall, become heated and radiate to the pile as secondary sources. 

On the introduction of a gas, however, the plates become cooled by 
convection and conduction, and the effect of this cooling on the pile is 
the same as if a true absorption took place within the gas. 

266. Experiments of Lecher and Pernter. — More recently a 
series of experiments on the absorption of radiant heat by gases and 
vapours was published by Ernst Lecher and Joseph Pernter j ^ but 
these new investigations, instead of settling the question in dispute 
between Tyndall and Magnus as to the comparative absorptions of dry 
and moist air, placed the whole matter in a state of greater uncertainty. 

For whereas Tyndall found an exceedingly low absorption for dry, and 
a high absorption for moist air, while Magnus found the same absorp- 
tion for both, and that tolerably high, the results of the experiments 
of Lecher and Pernter show practically no absorption for either ; or, in 
other words, both dry and moist air act as a vacuum towards radiant 
heat. 

The method adopted in these investigations was similar to that 
employed by Magnus, the source of heat and the thermopile being in 
the same chamber as the gas under examination. In order to avoid 
convection currents, however, a special heating arrangement was 
adopted, whereby the radiating surface was suddenly brought to 

^ Lecher and Pernter, Sitzh. dcr k. Akad. dcr irisscnsch. in JVicn^ duly 1880 ; 

Phil. Mag., January ISSI. 
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100 C. by directing a jet of steam against it. The apparatus was for 
this reason a considerably modified form of that of Magnus. 

It was found, as has been already mentioned, in opposition to the 
results of Tyndall, that the absorption of aqueous vapour is ex- 
cessively small, and, as in the case of air, practically imperceptible. 
They thus confirm the view of Magnus with regard to aqueous 
vapour, but they contradict his result for air. The numbers obtained 
for other gases agree fairly well with those given by Tyndall, but in 
the case of vapours considerable differences exist. 

267. Comparison of Results. — These contradictory results, 
obtained by most careful and experienced experimenters, arise un- 
doubtedly from the great difficulties attending observations in this 
department. No method seems to have been yet employed which is 
perfectly free from objection. These difi'erences are strikingly illus- 
trated in the case of air. Thus Tyndall obtained no appreciable 
absorption for a layer of air 1'22 metres thick, and this result is sup- 
ported by the work of Lecher and Pernter. Magnus, on the other 
hand, found that a layer of air 275 mm. thick absorbed 11 per cent of 
the radiation, and Buff ‘ believed that he observed an absorption of 40 
per cent by a layer of air only 45 mm. thick ! 

The method of experiment in which the thermopile and source 
of heat were both in the experimental chamber containing the gas 
has been employed by Magnus, and then by Garibaldi - and Buff. 
Tyndall justly objects to this method on account of the convection 
currents, and this source of error appears to have been recognised by 
Magnus, as he did not return to the question. Buff endeavoured to 
avoid it by rapidly heating the radiating surface, and the same plan, 
we have seen, was adopted by Lecher and Pernter. Garibaldi employed 
a concave mirror to concentrate the heat rays, and obtained the 
enormous absorption of 92 per cent for aqueous vapour ! 

Tyndall, on the other hand, chiefly employed the method in 
which both the source of heat and the thermopile are outside the 
experimental space. This necessitates the use of diathermanous jdates 
to close the ends of the experimental tube. For this purpose glass 
plates were employed by Franz and Magnus, and the objections to 
glass for this purpose have been considered. Tyndall employed rock- 
salt, which is much more highly diathermanous, but according to 
Tyndall’s own experiments this substance is not perfectly diather- 
manous, and it is just jiossible that it may absorb the same rays as 
those intercepted by air. This objection has been raised by Buff, 

1 Butt’, Foyij. Ann. vol. clviii, p. 177. 1876 ; Phil. May. (5) vol. iv. p. 401, 1877. 

■- II Awofo Oiiiiciifii. 2nd Series, vol. iii . 1871. 
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and, if true, the radiation would be sifted before entering the air 
in the tube, and the low absorption obtained by Tyndall for air 
would be accounted for. This objection does not appear, however, to 
have been confirmed, and Tyndall ‘ seems to have completely refuted 
it. The employment of rock-salt seems, therefore, to be permissible in 
experiments with dry gases, since the percentage of rays absorbed does 
not appear to be materially influenced by its imperfect diathermancy. 
The case is different, howevef, with vapours, for these may condense 
on the plates and on the walls of the experimental tube, and thus form 
an important source of error. 

[It is now fully established that pure air is highly diathermanous, ■ 
but that the aqueous vapour and carbon dioxide present in ordinary 
air possess a well-marked absorbing power. The whole subject of 
absorption is best studied as a branch of physical optics, being closely 
connected with dispersion and selective reflection. In the experi- 
ments above described, no attempt was made to employ radiation of 
a definite wave-length, hence the existence of absorption bands or 
lines characteristic of each substance could not reveal themselves.] 

‘ Tyndall, Proc. Eoy. Soc. vol. x.\.\'. p. 19, 1879. 



SECTION IV 


ItADIOMETERS 

268. The Differential Thermometer. — In the preceding investiga- 
tions on the laws of cooling, the temperatures were registered by 
ordinary liquid-in-glass thermometers. The general study of radia- 
tion, however, required some much more sensitive temperature- 
registering apparatus, and the great advances in this subject followed 
the invention of more and more delicate instruments for the detection 
of feeble radiation. All the most valuable of these instruments 
depend in principle on the thermo-electric properties of matter. 

The first instrument specially invented for the study of radiant 



Fiji. 158. Fig. 159. 


heat was a species of air thermometer designed by Sir J. Leslie, and 
in his hands this instrument (which is now of little more than historic 
interest) rendered important service. In Leslie’s form of the apparatus 
(Fig. 158) two equal bulbs, C and D, filled with air are connected, as 
shown in the diagram, by a narrow bent tube which contains some 
non-volatile liquid, such as sulphuric acid. When the two bulbs are 
at the same temperature, the liquid stands at the same level in the 
two arms of the tube ; but if one of the bulbs is heated, the pressure 
of the air within it increases, and the liquid is forced towards the 
cooler bulb by the expanding air in the warmer. The level of the 
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liquid in the arm to which the warmer bulb is attached will thus he 
lower than the level in the other arm, and from the difference of level 
the difference of temperature may be estimated. 

Thus since the bulb^ arc and the liijuid stands at the same level in the 

arms when the temperature is the same, it follows that the mass ot air in one bulb 
is the same as that in the other. If the zero mark of the scab- be the point at 
which the level of the liquid stand.s when tlie two bulbs have the same temperature, 
and if r denotes the volume of each scale ilivisioii of the tube, then « hmi the surface 
of the liquid stands n divisions below the zero mark in one arm. and a divisions 
above it in the other, the volumes occupied by the air in these arms will he V and 
V + 2ni- respective!}', ami the corresponding temperatures of the bulbs will be 0 and 
0 + A6. In addition, the pressure in the colder bulb will be P, and if the pressure 
due to the weight of each scale division of the liipiid he p, the ]iicssurc in the 
warmer bulb will he P + 2/ip, and consequently applying the equation PV = R0 
to each arm we have 

P_V_(P + 2«p)(V-v2,ij;)^2«PV/p , cN 
e ~ " ' AO 

since ^)/P and are both small, the tmal member being obtained by subtracting 
the numerator and denominator of the first from the corres\ionding terms of tlie 
second. The equality of the first and third members gives at once 

A^ = '2a0(^-e(.). 

If the colder bulb be at zero centigrade, then 0— \ and further, if the volume V 

he replaced by I'm tlie volume of either bulb up to the zero mark, and P by P,,, the 
pressure when the liquid stands at the .same level in the two arms, we have the 
approximate equation 



A modified form of Leslie’s apparatus was designed by Count 
Kumford, which possesses much greater delicacy than the original. In 
Eumford’s form (Fig. 159) the liquid column is reduced to a simple 
index moving along the horizontal part of the tube which joins the 
bulbs, so that the pressure in one bulb is alwtiys equal to that in the 
other. 

If the index be displaced n divisions from the zero mark, we have in this case 

V _ V + 2hi'_ 2nr 
0 ~ e^ A» “ 

where V i.s the volume, and 0 the temperature of air iii the colder arm. 

Hence 

AS = 2?t0Y, 

or approximately 


A modified form of the differential thermometer has also been 
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devised by Matthiessen, which can be used conveniently with liquids. 
For this object the arms to which the bulbs are attached are bent 
round twice at right angles, so that the bulbs hang downwards, and can 
be easily dipped into liquids, and the difference of temperature of two 
liquids can thus be registered. The differential thermometer, when 
employed as a radiometer, is less sensitive than a simple air ther- 
mometer, for when the index moves under the expansion of the air in 
one of the bulbs an increase of pressure is set up in the other, and 
this reduces the disjdacement of the index which would otherwise 
occur. 

269. The Thermopile. — The thermopile is probably the most 
celebrated instrument ever designed for the study of radiant heat, for 
although it has been surpassed in delicacy and quickness of action by 
more recent forms of apparatus, yet it is to the services of the thermo- 
pile that we owe the researches of Mellon! and Tyndall, as well as 
nearly all the advances that have since been made in the study of radia- 
tion. This instrument was invented by Nobili, and in its action is 
based on a discovery made by Seebeck about 1820, that when two wires 
of different metals are joined end to end so as to form a closed circuit, 
then when one of the junctions is heated, or cooled, an electric 
current passes round the circuit, and this current continues to flow 
as long as any difference of temperature exists between the two 
junctions. 

The most elementary form of such an apparatus is shown in Fig. 

160, where A and B are 
B the junctions of two dis- 
similar wires, the wires being 
soldered together at these 
points,andone of them being 
in circuit with a galvanometer f4. .\s long as A and B are at 

different temperatures, a current passes round the circuit and deflects 
the needle of the galvanometer. When the two junctions are at the 
same temperature, as when they are both immersed in the same 
bath, there is no current, and the galvanometer needle remains 
steady, but as the difference of temperature increases the current 
strength increases, and the deflection of the needle augments 
accordingly. 

We have here, therefore, a means of estimating differences of 
temperature, and on this property a scale of temperature might 
be founded by saying arbitrarily that the current strength in the 
circuit is proportional to the difference of the temperatures of the 
two junctions just as legitimately as on the expansion of mercury 



Fit;. 11)0. 
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or any other liquid. We have, however, already chosen the air, 
or perfect gas thermometer as our standard of reference, and, under- 
standing temperature to be measured in this way, it is found that 
the current strength in a thermo-electric circuit is not exactly pro- 
portional to the difference of the temperatures of the two junctions, 
but for small differences it is nearly so. The electromotive force 
gradually increases with the difterence of temperature ; hut, as 
Gumming discovered, if one junction is kept at a constant tempera- 
ture, while the temperature of the other is gradually raised, the 
current strength does not go on continually increasing, but ultimately 
reaches a maximum, after which it decreases and ultimately falls to 
zero again, and becomes reversed, so that the deflection of the 
galvanometer vanishes, not only when the two junctions have the 
same temperature, but also again when they are at very different 
temperatures. The mean of the temperatures of the two junctions 
when the latter occurs is found to be always the same for the same 
pair of metals, and i.s called their neutral ‘ temperatiire. The 
existence of this phenomenon utterly disqualifies the thermo-electric 
couple as a standard of measurement of temperature, and for all 
purposes of measurement the instrument must be empirically graduated 
by a direct comparison of its indications with those of some standard 
instrument. 

The thermopile, as usually constructed, consists not of a single 
pair of wires, but of several pairs arranged in such a way that a 
given difference of temperature produces a much more marked 
deflection of the galvanometer than that which woidd be caused by 
a single pair. This arrangement is indicated in Fig. 161, which shows 
a system of pairs of little bars of two different metals soldered 
together, and arranged so that the alternate bars are of the same 
metal, and thus at each junction two dissimilar metals are soldered 
together. If the system is in circuit with a galvanometer G, and if 
all the lower junctions are at one temperature, while all the upper 
junctions are at another, then the electromotive force of the system 
will be equal to that of a single pair multiplied by the number of 
pairs. 

In practice about twenty-five pairs, each consisting of a small 

^ Since tiie electromotive force vanishes when the temperatures ffj and ff.j of the 
two junctions are equal, it follows that - 8, must be a factor of the expres.sion for 
the electromotive force. In the same way, if the neutral temperature be 8„, then the 
electromotive force vanishes when 8.^=e„ and, therefore. - yif, -r 8.,) must 

also be a factor. The expression for the electromotive force must therefore be of 
the form 

A(ei-0o)|S„-M«i + «en. 
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bar of antimony soldered to a similar bar of bismuth, are arranged, 
as shown in Fig. 162, in the form of a rectangular parallelepiped, 
the pieces being carefully insulated from each other by some insulating 
material, such as thin paraffined paper. 

In conjunction with a thermopile it is necessary to use a galvan- 
ometer, and in constructing a delicate instrument it is necessary to 
pay due attention to the proper construction of the latter. With a 
given pile the best galvanometer to work with is one whose resistance 
is equal to that of the pile, and in constructing a galvanometer of 
some predetermined resistance, what is required is to wind it with 
as many turns of wire as possible, especially near the inside, where 
each turn produces the greatest effect. The question also arises as 
to what number of couples will be most advantageous in a thermopile. 
Now it is clear that the face of the pile need not exceed the area on 
which the radiation can be concentrated, and if the number of bars 



in a given area be doubled the electromotive force will be doubled, 
but the resistance of the pile will be increased four times, for not 
only are there twice the number of bars, but the cross-section of each 
is halved, so that if the resistance of the galvanometer be made four 
times as great by winding twice the number of turns of wire in the 
same space, the resistance of the whole circuit will be four times as 
great, and, consequently, the current will be half as great ; but as it 
circulates round the needle twice as often, the deflection will be the 
same as before. Hence the deflection will be the same with one 
pair and a corresponding galvanometer as with many pairs filling the 
same space. This is true only so long as the resistances of the 
connecting wires can be neglected, and as it is often necessary to 
work with the pile at some distance from the galvanometer the 
number of pairs in the pile should be considerable, for, as they are 
increased, the effect of the connecting wires becomes less and" less. 
Another point of practical importance in favour of a large number of 
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pairs is, that in this case the electromotive force is large, and the 
disturbing eftects of accidental electromotive forces are of smaller 
consequence — such, for example, as the thermo-electric effects which 
may occur at binding screws subject to accidental changes of tem- 
perature by handling, etc., or by connecting wires moving in the 
earth’s magnetic field. 

The difficulties attending the use of the thermopile as a sensitive 
and accurate radiometer arise from the comparative slowness of its 
indications and the length of time required for it to return to zero. 
These defects unfit it for many delicate experiments. 

270. The Bolometer. — An instrument depending on the change 
of electric resistance with temperature, and surpassing the thermo- 
pile in delicacy and merit as a radiometer, w’as brought out in 1881 
by Professor Langley,^ and named the bolometer or actinic balance. 
This instrument was designed for the study of the distribution of heat 
in the solar spectrum, and in the hands of the inventor it has proved 
itself a fruitful means of investigation in this department, not merely 
detecting the presence of very feeble radiation, but also, as its name 
indicates, furnishing a measure of its amount (Fig. 163). 

The working part of the instrument consists of a thin strip of 
steel, platinum, or palladium foil, resembling a grating or system of 
parallel elements of the same metal joined so as to form a continuous 
circuit. This system of strips, or grating as we shall call it, is 
punched from a thin sheet of the foil, giving strips about 1 cm. long, 
I mm. wide, and to mm. thick, this process being preferable 
to that of soldering the ends of the strips together. The grating is 
exposed to the radiation, and is placed in one of the arms of a 
Wheatstone’s bridge, and a similar grating, screened from all radiation, 
is placed in another arm of the bridge, and used as a counterbalancing 
resistance. This arm also includes a resistance which can be varied, 
so that exact balance may be obtained in the galvanometer circuit. 
A current from a battery of one or more DanielFs cells divides 
itself between the two systems, one-half passing through each. When 

’ Langley, Proc. America/i, Acml. of Arts and Sciences, vol. xvi. ji. 3t2, 1881. 

The earliest account of an instrument, depending on change of electrical 
resistance, for measuring or detecting heat appears to be that of Svanberg (Fogg. 
Ann. vol. xxiv. p. 416, 1851), who, for this purpose, introduced a flat spiral of 
blackened copper wire into one of the arms ot a t\ heatstone’s bridge. Dr. Baur has 
published two papers on the Bolometer (Proc. Berlin Phys. Soc., March 3, 1882 ; 
Ann. der Ph. 'and Ch. vol. xix. p. 12, 1883). He constructed his gratings of tinfoil, 
blackened with platinic cliloride, and this sensitive surface acquires its final tem- 
perature almost instantaneously. The two resistances are placed side by side, so 
that, by the movement of a shutter, the radiation may be allowed to fall on one or 
the other alternately, and thus double the effect. 



544 


THEORY OF HEAT 


CHAP. VI 


the two currents are equal, the needle of the galvanometer remains 
motionless, but when heat falls upon the exposed system, the resist- 
ance of that set increases, and the current passing through it is 
diminished, with a consequent deflection of the galvanometer. By 
this means a change of temperature of so little as xwWo ^ degree 
centigrade or less may be measured ; and from the excessive thinness 
of the strips, they take up and part with heat almost instantaneously, 
so that this instrument is much more prompt in its action than the 
thermopile. It is also much more accurate, for Professor Langley 
estimates the error of a single measure with it at less than 1 per cent. 




To protect the grating from air currents and sudden changes of 
temperature it is enclosed in a chamber lined with copper to secure 
an equable distribution of temperature. This chamber is contained in 
a long cylinder of wood or ebonite, which is also furnished with four 
or more coaxial cardboard diaphragms pierced with apertures 6 mm. 
in diameter, and separated by ebonite rings, which form a succession 
of drum-like chambers through which the radiation passes, and which 
effectually stop air currents from without. The mouth of this cylinder 
is furnished with a revolving cardboard disc with suitable stops which 
admit or shut out the radiation at pleasure. At the hack of the 
copper-lined chamber containing the strips is a layer of solid non- 
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conducting material through which the connecting wires pass to 
binding screws, and behind this is a chamber containing the adjust- 
able resistance by which the two arms of the bridge may be counter- 
balanced to perfect ecjuality. It is advisable to have the two arms as 
equal as possible at first, since, if,lunequal, the increment of resistance 
of the larger caused by a general rise of temperature exceeds that of 
the smaller, necessitating a frequent readjustment of the variable 
resistance, and producing a “drift” of the galvanometer needle which 
slowly changes its direction according as the temperature of the room 
rises or falls. A similar drift due to different causes also affects the 
thermopile when the galvanometer is very delicate. 

The requirements of the instrument necessitate in the construction 
of the grating the use of a metal of high electrical resistance, and the 
resistance of which changes considerably with change of temperature. 
At the same time the metal recpiires to be tenacious as well as ductile, 
and not liable to become oxidised or changed by exposure to the air 
The metals which seem to best meet these requirements are steel, 
platinum, and palladium. 

The bolometer has beeti applied by Tschqlieeff ‘ in the measure- 
ment of dielectric constants, and in the detection of Hertzian 
waves. 

It seems difficult to believe that an instrument s\ich as the bolo- 
meter, which depends in its action on the change of resistance of a 
wire with temperature, a variation which is always comparatively 
small, could be made to surpass or even apj»roach in delicacy as a 
radiometer a properly-designed and carefully-constructed instrument 
such as the thermopile, which depends on the thermo-electromotive 
force developed by difference of temperature at the junctions of two 
dissimilar metals. If an instrument of the latter class could be 
constructed as delicately as Langley’s bolometer, a better result ought 
to be obtained. The one point, however, in which the bolometer has 
a great advantage is the smallness of the m.ass of the part to be 
heated, whereas in the thermopile, however delicate the bars may be, 
the mass is so large that the rate of heating and the ultimate rise of 
temperature must be comparatively small. A thermopile cannot be 
made with bars of antimony and bismuth as thin as the wires of the 
bolometer, and such a construction would be necessary in order to use 
the thermo-electromotive force with the same advantage as the varia- 
tion of resistance is in the bolometer. If the connecting wires had no 
resistance no advantage would be gained by having more than a single 
pair of bars in the pile, })rovided the galvanometer were properly 

* Tschqlieeff, Jounud dr hi Sucittr Physioi-Chiiniqve liasse, 1S90, p. 115. 
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proportioned, and the mass of the instrument would , be greatly 
diminished. The problem on hand is then reduced to the invention 
of some delicate method of detecting the current in a single couple, 
and the solution of this problem has been given by Professor C. V. 
Boys in the beautiful instrument named the radio-micrometer. 

271. The Radio-Mierometer. — The active part of the instrument 
devised by Professor Boys ' (the radio-micrometer) consists of a very 
light circuit (Fig. 164) composed of a single loop of fine bare copper 
wire, to the lower ends of which a pair of very light bars of antimony 
and bismuth - are soldered. These bars form a thermo-electric couple, 
and the circuit is completed by soldering them side by side at their 
lower ends to a very small disc of thin copper, or (if the instrument 
is intended for spectrum analysis) to a very narrow strip of copper 
foil on which the radiation is received. When radiation falls on 
this disc the lower junction of the couple becomes heated and a 
current traverses the circuit, and in order to detect this the circuit 
is suspended in a strong magnetic field (Fig. 165), in which it is 
deflected, as in the case of Thomson’s siphon recorder, or the moving 
coil galvanometer.® It thus possesses all the advantages of an ideal 
thermopile of exceedingly small mass, while the current is detected 
without the aid of a separate galvanometer. 

The circuit is suspended by being attached to the lower end of a 
very thin capillary glass tube, 5 cm. long, which is suspended by a 
quartz fibre made by the bow-and-arrow process.^ Close to the top 
of the tube a very light galvanometer mirror is fastened, so that any 
heat which may fall upon it has no influence on the circuit below. 
The circuit of copper wire hangs in a narrow hole within a mass of 

‘ C. V. Boy.'-, Phil. Trims, vol. cl.x.xx., A, ji. l.'lg, 1888-S9 ; Jouni. Snc. Arts, 
nth Octolier 18SP. 

Alloys ol these metals aie [>referable. Thus, as Professor Boys points out, 
32 Bi -h 1 Sb is better tiian Bi in the ratio 10 : 9, and 12 Bi + 1 Sn is better than Sb, 
or again 10 Bi + 1 .Sb and Sb and Cd in equivalent proportions are still better, but 
the latter alloy i.s troublesome to work. The dimensions of the circuit employed 
were : Thermo-electric bars J x inch ; No. 36 copper wire made into a circuit 
1 inch long and about inch wide ; a copper heat-receiving surface about mch 
diameter, and blackened on the side exposed to the radiation ; mirror ,’5 inch square 
and thick. The (juartz fibre was 4 inches long and inch thick, and 

the weight of the complete circuit was half a grain. 

This principle ol fixed magnet and movable coil appears to have been employed 
by Sturgeon as early as lb36, and M. D’Arsonval, on 5th February 1886, exhibited, 
at a meeting of the Physical Society of France, an instrument called by him the 
thermo-galvanometer, with which the radio-micrometer of Boys was identical in all 
essential respects. In detail, however, the two instruments differ essentially ; but 
when Professor Boys became acquainted with the work of D’Arsonval, he at once 
fully admitted the claim of the latter to priority. 

■* See PhiL June 1S87. 
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brass situated between the pole-pieces, NS, of a powerful permanent 
steel magnet, and the little bars of antimony and bismuth (or alloy) 
hang below within a cavity drilled out of a mass of soft iron, where 
the radiation falls upon the junction through a transverse aperture 
(Fig. 165). Thus, while the circuit hangs in a strong magnetic field, 
the central mass of soft iron (shaded dark in Fig. 165) screens the 
antimony and bismuth, and prevents any trouble arising from dia- 
magnetism. Such disturbances have been so completely overcome 
that a strong magnet may be moved about clo.se to the instrument 
without affecting it. 



Fig. lt)4. Fig. Ifi". 


Fig. 166 shows the whole instrument enclosed within a thick 
wooden cover (dotted outline), which prevents external radiation and 
draughts from falling upon and unequally warming the metal cavity. 
Attached to this wooden cover is a paper tube, which projects in front 
of the chamber containing the thermo-electric pair. The radiation 
enters through this tube, and it is fitted with a series of diaphragms 
such as Langley used with his bolometer. A glass window closes the 
back of the chamber, so that it is possible to see whether the radiation 
falls upon the copper disc as intended, while the glass protects the 
junction from the dark heat of the eye. 
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Besides its extreme quickness of action and delicacy, the advan- 
ta^es claimed for this in.strument are its freedom from extraneous 
thermal and magnetic influences, the circuit being suspended in a 
cavity within a mass of metal. It has also a constant and definite 
zero, given by the control of the suspending fibre, and this being 
of quartz, the difficulties caused by the uncertain behaviour of 
silk under varying conditions of temperature and humidity are 
obviated. The sensibility of the apparatus may also be varied at 
pleasure, and it may he rendered “dead beat,” or its logarithmic 



Fij'. lOo. 


decrement may be varied at will. A further advantage is that in 
spectroscopic work the radiation may be limited bv a narrow slit 
without seriously reducing the sensibility of the instrument. On 
the other hand, it must, like the galvanometer, be kept in a fixed 
position, and cannot be handled or pointed in other than a horizontal 
direction, so that in this re.spect it is less convenient than thermopile 
or bolometer. 

The radio-micrometer may be used differentially by placing a 
second couple in the iq)per end of the circuit, and this may be 
furnished with a separate window, so that the radiation from one 
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source may fall on one couple, and the other may he e.vposed at the 
same time to the radiation from anv other source. 

Besides being vastly more sensitive than the thermojhle, the radio- 
micrometer has a fui'ther advantage, which is most important in 
astronomical work, for a meastire can be eftected with it in ;i 
few seconds instead of the several minutes necessary to the older 
apparatus. So great was the delicacy of the apjiaratns constructed 
by Boys that the radiation received by the mirror of a telescope 
of 16 inches aperture from a candle situated at a distance of 
between 2 and 3 miles was distinctly observable, and an amount 
of heat of about j suVotr received from the full moon could 

be detected with certainty. It was, therefore, legitimately ho})ed 
that this instrument would .settle the (piestion as to whether or 
not any radiation from the fixed stars had yet been perceived. 
Experiments in this direction had been made in ISti!) by Huggins ' 
with the thermopile ; but although the results did not prove con- 
clusively that the thermopile was capable of detecting such feeble 
radiation, yet they made it exceedingly probable that the eil'ects 
observed were really due to stellar radiation. A year later Mr. 
Stone,- using the great e<piatorial at (.Ireenwich and a single couple, 
found that at night every slight change in the sky, even though 
invisible to the eye, so disturbed the galvanometer that it was 
impossible to distinguish between effects (hie to the stais and those 
caused by the varying clearness of the sky. This difficulty was largely 
obviated by placing in the focal plane of the object-glass two thermo- 
electric pairs so connected that the heating of the exposed face of one 
would produce an effect o[)posite in kind to that produced by the 
heatiiig of the exposed face of the other. Under these conditions a 
change in the sky affected the two faces equally or nearly so, and the 
galvanometer was not disturbed by variations of the sky ; btit if a star 
were allowed to shine first on one face and then on the other, cor- 
responding deflections in o})i)i>site directions ought to be obtained. 
This arrangement had been employed previously by Lord Kosse ^ in 
his experiments on the heat of the moon. Mr. Stone concluded from 
his experiments that the radiation from Arcturus heated the face of the 
pile through about of a degree Fahrenheit, a quantity which might 
be registered by any well-constructed liquid-in-glass thermometer ! 

AVith the radio-micrometer, however, which is vastly more sensitive 
than the thermopile, and Avhich would detect with certainty a radiation 

' 4Vm. Hiiggiii.s, Pr"C. llo;i. Soe., vol. xvii. ji. 309, 1869. 

- E. J. Stone, P-oc. Jloi/. Soc., vol. xviii. p. 18<i, 1809. 

' Loid Ros>e, I'roc. Eu;i. Soc., vol. xvii. p. 430, 1869. 


Stellar 

radiation. 



550 


THEORY OF HEAT 


CHAP. VI 


enormously less than that of the full moon, Boys ’ could find no 
radiation effect from Arcturus or any other star or planet, and he 
has consequently proved that no heating effect from the stars has 
yet been observed. 

272. [Lummer and Kurlbaum’s Bolometer. — An improved form 
of bolometer has been constructed and used by Profs. Lummer and 
Kurlliaum - for the pui'pose of studying the laws of radiation. As in 
Langley’s instrument, the conductor expo.sed to the radiation consists 
of a zig-zag strip of platinum cut from a single thin sheet of metal, 
but instead of one such grating, four are used, all prepared in exactly 
the same way ; these form the four branches of the Wheatstone’s 
bridge. The advantage of this arrangement is that, all four branches 
being exactly similar, a slight change in the temperature of the 
apparatus produces an equal effect on all the branches, so that the 
balance is not disturbed, and the troublesome drift of the zero point 
is avoided. Beside.s, two gratings belonging to opposite arms of the 
bridge are placed one immediately behind the other, so that the strips 
of the one cover the gaps of the other, and both being exposed to the 
same radiation, the effect is doubled. 

In order to obtain four gratings of exactly the same character, 
neither gold-leaf nor tin-foil nor platinum-foil could be used. Tin- 
foil or platinum-foil would be too thick for a very delicate instrument, 
and gold-leaf i.s not sufficiently uniform in thickness. The gratings 
were constructed of platinum in the following way. 

.V sheet of platinum was attached by heat to a sheet of silver ten 



times as thick, and the whole rolled out till the thickness of the 
platinum was reduced to O'OOOo of a millimetre or less. Four similar 
gratings of the shape shown in Fig 167 were cut from the composite 
sheet and fastened, by means of a solution of colophonium in ether, 
to square fiames of slate, as exhibited in big. 168. AVhen the grating 
had been adjusted in a symmetrical iiosition, the ether was driven oft' 
by heat. The ends a. h of the strip were soldered to copper contact 

' C. \ . Boys, Priic. Itiiij. Hue., vol. xlvii. p. 480, 1890. 

- Ann. -l-r T'/,iisil, Bd. 46, p, 204, 1892. 
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pieces w and and these, as well as the broad elbows of the strip 
m m', covered with japan lacquer. The silver was dissolved off the 
parts not protected by the lacquer by means of nitric acid. After 
careful washing and drying, the platinum strips were blackened on 
one side by the smoke of a specially constructed lamp. In the later 
forms platinum black was used. Fig. 169 shows the appearance of the 
reverse side of the frame, which is exposed to the radiation. The slate 
is bevelled along the edges to which the grating is fastened. 

Fig. 170 gives a diagrammatic representation of the connections. 
B is the battery, W an adjustable resistance, rr' a sliding-contact 
resistance or rheochord for obtaining an exact balance, and Kj, K.„ etc.. 




the copper contact pieces of the gratings. The gratings are numbered 
1, 2, 3, 4, and it will be noticed that the opposite arms of the bridge 
are arranged together. Each bolometer grating has a resistance of 
about 60 ohms. 

The complete instrument is represented in Fig. 171. The frames 
are fixed in pairs in india-rubber casings, h, li, w'hich have openings 
ss to allow free passage of air between the frames. Part of one of 
the casings is removed in the figure, as well as a portion of each 
grating, so as to show the arrangement. The points Kj, K,„ are 
the same as in Fig. 170. A blackened metal plate y between the 
stands h and h' prevents any rays which penetrate between the strips 
of both gratings being reflected or allow'ed to fall on the other pair. 

The platinum strips, being very thin, have a large surface compared 
to their mass, and hence, when exposed to radiation, equilibrium is 
attained in less than 4 seconds. Their relatively large cooling 
surface also admits of the use of a current-density 40 times as great 
as is usual with thick resistances. The silver not being removed from 
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the angles of the gratings, these have a small resistance, and the 
resistance of the exposed parts constitutes nearly the whole resistance 
of the arm of the bridge. The inventors claim that an accuracy of 
about O'Ol per cent can be attained with this instrument. 



Fi!.'. 171. 


This bolometer is designed for the purpose of measuring the total 
radiation from a source. In order to measure the distribution of 
energy in a spectrum, a line bolometer must be used. In such an 
instrument, instead of a grating a single narrow strip of jdatinuni is 
used. This should be made as thin as jwssible, if the delicacy of the 
instrument is to be preserved.] 

273. Other Sensitive Radiometers. — A modification of the differential tlier- 
niometer Jins been devi~ed liy Piofessor H. F. Wolier,' of Zurich, nhich he calls a 
inicro-i.idiomcter. and for which he claini.s a delicacy that will detect one hundred- 
millionth of ,i dcitrcc. In tlii.s iiistiumcnt the two bulbs of tlie differential thermom- 
eter are replaced by two thin boxes of brass, one end of each of which consists of 
a jilate of rock-salt. These boxes are attached to the two ends of a narrow glass 
tube, the iiore of wliicli is .ilioiit 1 sip mm. in area. Kear each end of this tube a 
small bulb is lilown. and these bulbs and about 5 mm. of the tube at each end are 
tilled w ith a solution of sulphate of zinc, w liich is prevented by cajiillary action from 
entering the boxes at the ends, .ind the middle of the tube (between the bulbs) is 
filled with mercury. Mow if one box is warmed the liquid in the tube ts driven 
towards the other, and this dis|)laceinent is detected 'electrically by causing the 5 
mm. or so of zinc sulphate at e.ich end, between the .small bulbs and the mercury, 
to form the two arms of a Wheatstone's bridge, the other two aims consisting of a 
pail of resistances, which are put into connection with the sulphate of zinc solution 
by wires sealed into the bulbs. Tints when any displacement occurs one column of 
the zinc sulphate is lengthened while the other is shortened, so that the resistance 
of one arm is increased while that of the other is tliminished, and both causes con- 
spire to disturb the eqiiilibiimii ot the bridge. With this complex apparatus Weber 
states that the heat of the moon produced an oscillation of lOU scale dit isioiis of the 
galvanometer. 

' Weber, Archives dr Cnitn-^ Iti.S?, p, .'il7. .See Professor Boys’s “Cantor 
Lectures " Journul of the Sucietij of Arts, 20th September 1889. 
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A delicate instrument for detectin«j thermal radiation has heen constructed hy 
Edison, and is named the Taximeter. In this instrument tlie part of the apparatus 
exposed to radiation is a thin stripof vulcanite, \\hich is suppoiteil between a serew 
at one end and a carbon resistance at the other, so that when it ex})ands it presses 
against the carbon, and so diminishes the electrical resistance of the circuit. In 
describing this a])}»aratus Professor Barrett^ says; ‘‘The heat radiated fiom one 
finger held near the cone is more than sutticient to drive the gahanoiuctcr index 
right across and off the scale. In a letter relating to this tasimeter Mr. E<lison 
■writes to me as folloi\s : ‘By holding a lighted cigar several feet away I have 
thrown the light right off the scale, and hy inereasiug the delicacy of the galvan- 
ometer the tasimeter may be made so sensitive that tlie heat from your body, while 
stainling 8 feet from it and in a line with the cone, will throw the light off the 
•scale, and the radiation from a gas-jet, 100 feet awa}, gi\es a sensible deflection.’ ” 
It thus aj)pears that this instrument compares favourably in delicacy with tlie 
thermopile, but that it is far behind the radio-micrometer, eitlu'r as a 'letceli*r or a 
trustw’ortliy meter. 

Professor A. A. Michelsoii- has also employed the large eodlicient of expansion 
of vulcanite in the construction of a sensitive tliermometer. In this instrument a 
very thin plate of vulcanite is gummed to an equal plate of eopficr. aliout 50 mm. 
long, 1 mm. broad, and 0*1 mm. thick. The lower extremity of this jdate is 
fixed while the upper is gummed to a thin glass index, the eml of which is bent at 
a right angle, and presses against a mirror suspended by a threafl. When tlie 
temperature rises the double }ilate of copper and vulcanite curves, owing to the 
unequal dilatations of the tw’o substances, and this motion is transmitted by the 
glass thread to the mirror whose deflection is noted by the motion of a spot of 
light on a scale. The form of the compound stri[> is rectangular, so tliat the 
instrument may be used in spectrum analysis ; but if it is to be em]>loyed merely as 
a thermoscope, the strips may be rolled in the form of a helix after the manner of 
Breguet’s metallic thermometer, and the sensitiveness is thereby greatly increased. 
Besides its simplicity (a galvanometer not being required), the advantages claimed 
for this instrument are quick action, facility of regulation, and extreme sensitiveness. 

A sensitive thermo&coije, depending in its indications on the air currents set U}> 
ill an unequally heated compartment, vva^ devised hy Joule.'* A glass tube, 2 feet 
long and 4 inches in diameter, is divided longitudinally into two conii)artments by 
a blackened pasteboard diaphragm, leaving siiaces at the top and bottom about 1 
inch wide, the diaphragm lieing about 2 inches shorter than the tube. In the space 
at the ui>per end a small magnetised sewing-needle, funii-?hed witli a glass index, 
is suspended hy a silk thread. The tube is thus divided into two compartments bv 
a plane through its axis, an<l if the temper.ature in one of these chamhers is liigher 
tlian in the other a flow of air takes }Jace from the warmer to the colder above, and 
from the colder to the warmer l*elovv. Tlie suspended needle is (Icfleeted by this 
current, and the sensitiveness of the ajq>aratus becomes greater as the directive force 
of the needle is diininished. The heat of the moon's light was easily detected by 
means of this instrument. 

[Among other instruments may be mentioned the ra<lionicter (Art. 190), which 
is a delicate measuring apparatus ; but the glass vessel in winch the radiometer is 
enclosed is sometimes an objection to the use of the instrument. An improved form 
of thermopile has been designed by Professor Rubens/ which is very sensitive.] 


^ W. F. Barrett, Tch’tjraohic Jovrnnl, November 1878. 

- Albert A. Micbelson, Joufml ih' Phijsiqut^ tom. i. p. 183, 1882. 
^ Joule, Pnic. MnihcJifSter Lit. ttud Phil. Soc.j vol. iii. ]>. 73. 

■* Zt'ifscJir. far Ijistru/nentenl’andr. Bd. vi. p. 05, 1808. 
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DISTRIBUTION OF ENERGY IN THE SPECTRUM OF A BLACK BODY 

274. [Radiation in an Enclosure at Uniform Temperature. — 

Let us now consider the nature of the radiation within an enclosure, 
the walls of which are maintained at a uniform temperature. For con- 
v'eiiieuce, we may suppose the temperature to be a red or white heat, 
and that there is a small opening in the heated vessel through 
which we can introduce various bodies and watch what is going on 
inside. 

If we introduce pieces of diflerent coloured substances, such as red 
or green glass, polished platinum or gold, etc., we shall find that these 
bodies lose their distinctive appearance as soon as they have attained 
the temperature of their surroundings ; in fact, they will be indis- 
tinguishable from the walls of the enclosure. In the same way, it is 
not easy to see bodies placed in the middle of a good fire, where the 
above conditions are approximately realised. 

This phenomenon is due to the equality of the radiation and 
absorption of a liody at a uniform temperature. The green glass, for 
instance, powerfully absorbs the red rays coming from the back of the 
enclosure, but it emit.s an equal ijuantity of red rays on its own 
account, owing to its high temperature. This could be proved by 
rapidly taking it out of the white hot vessel and examining it in the 
dark, when it would be seen to glow' with a red light. A piece of red 
glass under similar circum.stances would glow' w'ith a greenish light. 
A piece of polished metal placed in the enclosure w'ould stop the rays 
coming from the back of the enclosure, but would reflect those falling 
on its surface, so that in this case also it would appear of exactly the 
same colour as its surroundings. Common salt, being highly dia- 
thermanous, emits very little radiation when heated. If melted in a 
crucible at a bright red heat it appears as bright as the crucible, but 
when poured out, it looks almost like water, though there is a faint 
red glow' on solidification. Thus we see that, within a vessel at a 
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uniform temperature, all bodies radiate in a similar way, if we include 
in their radiations the rays which they transmit, reflect, or scatter. 

If we assume the principle that the radiations given out by a body 
depend only on its temperature and the nature of its substance, and 
not at all on the radiations which it receives,* we can show that the 
radiation within an enclosure at uniform temperature is independent, 
both as regards its character and intensity, of the nature of the 
material of which the walls of the vessel are made. Suppose that we 
have within the enclosure two plates of the same material A and B 
(Fig. 172), and that A is receiving radiations from the e.xternal envelope 
E. If A and B are at the same constant temjiera- 
ture, equal amounts of energy will be radiated from i 

A to B and from B to A. A is therefore neither r 

... . A 

gaining nor losing energy on the side towards B ; 

and as its temperature is not changing, it must be 

radiating towards E an amount of energy equal to 
that which it receives. As, by the above principle, the radiation of 
A is the same on both sides, it must be sending to B the same 
quantity of energy which it receives from E. And the ipiuliti/ as 
well as the ipiantifij of the radiation which B receives from A must be 
similar to that of the radiation which A receives from E ; for since 
the coefficient of absorption of a material depends on the quality 
(wave-length, etc.) of the incident radiation, B would not absorb the 
same proportion of the incident rays as A if the two radiations differed 
in character, which it must do, as it is at the same constant tempera- 
ture. 

We conclude, therefore, that a body in temperature equilibrium 
with its surroundings emits radiations precisely similar to those which 
it receives. The radiations within an enclosure at uniform tempera- 
ture wdll accordingly not be changed in character by altering the 
material of the walls either in part or in whole. 

It ought to be borne in mind that such bodies as glass lose their 
characteristic radiating jieculiarities only while they remain in such an 
enclosure, for when taken out of it and viewed in the dark, they 
resume those peculiarities ; thus colourless glass gives out very little 
light, coal and black porcelain a great deal. Indeed, it is only the 
light from a black body that represents by itself the brightness of the 
enclosure, and such a body when taken out and hastily examined in 
the dark, without allowing it time to cool, will be found to give out 

* The raj's given out liy fiuore'Cent and llho.■,Jlhore^ceIlt bodies depend on the 
radiations which they receive. All such bodies are therefore to lie e.xcluded from the 
present discussion. 
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niys having a brightness in all resj^ects the same as that of the en- 
closure in which it was placed, hecause, being opaque and non-reflective, 
all the light which it gave out in the enclosure was proper to itself, 
none having passed through its substance or been reflected from its 
surface ; it therefore retains this light when taken into the dark, pro- 
vided its temperature is not in the meantime allowed to fall. 

By considerations of this kind Kirchhoff was led to form the con- 
cejition of a perfedhi hhicl’ lo(hj, i.e. a body which absorbs all the 
radiations which fall upon it, of whatever wave-length they may be. 
The radiation given out by such a body would possess a character 
independent of the property of any particular substance, for it would 
be the same as the radiation within an enclosure at uniform tempera- 
ture. We knovr of no substance which is perfectly black in this sense, 
but we can study the radiation within a uniformly heated enclosure, 
and thus investigate the properties of a 23erfectl\" black body. 

The important fundamental principle, proved above, and upon 
which the conception of a perfectly black body is based, — namely, that 
the radiation within a uniformly heated enclosure depends on the 
tenqierature of the enclosure and on nothing else, — was arrived at in- 
dependently by Balfour Stewart and Kirchhoff about the year 1 858. In 
the discussion here given BalfourStewart’s line of reasoning is followed.' 

Kirchhoff expressed the conviction that the laws governing the 
radiations within an enclosure at uniform temperature would be found 
to be of a simple character, like all known relations which do not 
dejjend on the specific properties of bodies.- 

275. Emissive and Absorptive Powers — KirehhofT’s Law. — If 
radiations of a given wave-length A fall on the surface of any body, 
then the absorptive power of the body for that wave-length, which we 
may denote by a^, is defined by Kirchhoff to be the ratio of the radiant 
energij ahiorhed to the, tutal inriileni radiant cnenjii. Since a perfectlv 
black body absorbs all the radiations which fall uiron it, the value of 
for such a body is unity, whatever the wave-length may be : but for 
all acttial substances the absoiptive jiower is a proper fraction, the 
value of which dej)ends on the nature of the body, on its temjierature, 
and on the wave-lengths of the incident radiation. The more closely 
a body realises the conditions of a black body, the moie nearly will 
the value of ai^proach unity for all values of A. 

If e^l\ is the radiant energy comprised between wave-lengths A 
and A + </A which is given out per second by unit surface of any body, 

1 See FAin. Fkil. Trans., Marcli IS.is ; also Balfour SteHart’s Lessons in 
Eleiiinitarii Phijsks. 

- Po'J'J* Ann. B(J. cix. ]>. 292. ISCO. 



AKT. 2/5 


DISTRIBUTION OF ENERGY 


557 


then, when dX. is made infinitely small, the quantity is called the 
emissive power ^ of the body for the wave-length A. The emissive 
power of a body is also a function of the wave-length, temperature, 
and the nature of the body. The ahsolute emissive power of a body 
is the emissive power of the body at a temperature of 1 " absolute, i.e. 
the energy of wave-length A radiated per second b}" unit surface to a 
surrounding enclosure at absolute zero. 

Suppose that we have a heated chamber at uniform temperature, 
within which are pieces of difterent substances. As has been shown 
in the preceding article, the radiation within the chamber will be 
uniform and independent of the nature of the walls or enclosed bodies. 
Thus if dQ. is the quantity of energy between wave-lengths A and 
A 4 - dk received in one second by unit surface of any of the bodies, 
ffQ will be the same for all bodies. Of this energy any body 
whose absorptive power is will absorb a fraction n^dil, while the 
remainder "’ill be retlected or transmitted. If is the 

emissive power of the body for wave-length A, the energy emitted 
will be e^dk, if we consider only the emission proper to the body in 
virtue of its temperature. The total energy sent out by unit surface 
of the body is then (1 - ('a)'/Q +'’A'fA, and this is equal to the enei’gy 
received, so that 


In the case of a perfectly black body, «x= 1, so that if is its 
emissive power we have 

VVx=rfq>. 


therefore 






Ka 


111 


or 


so that, for radiations of the same irace-lemjth and the some temperafiire, the 
emissive power divided hi/ the absorptive power is the same for all bodies 
and is equal to the emissive power of a perfeetli/ blue/,- bod//. This is 
known as Kirchhofi s law. 

In the case of bodies like metals, which transmit none of the 
radiations, the energy which is not absorbed is reflected, so that we 
may put 


where Ra is the refeetiiaj power for wave-length A. Equation (1) of 

* See an article by 0. Lumnier in the Itapjiorls jotscuWs nii ( 'onijiss Inter aalioivil 
lie Fhysique, Paris. IhOO. The iletinitions of absorjitive ami l•Inlssive jiower.s here 
given are not those usually followed. 


Kirohhoff’s 

law. 
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this article may then be written 


which expresses the fact that if we restore to any body the radiations 
which escape it by reason of its reflecting power, it will radiate as a 
black body. 

Iti what precedes the radiation spoken of must be understood to 
be completely diffu.sed, that is, the rays are travelling equally in all 
directions. 

If we consider a small element of area (h of a radiating surface, and 
confine our attention to rays of wave-lengths included within the 
limits A. and A + tlX, we see that the quantity of energy radiated per 
second within a small solid angle da in a direction perpendicular to 
ds may be expressed in the form ixihdotdX, where is a constant 
for each wave-length A, and depends only on the nature of the body 
and its temperature. 

The energy emitted per second in a direction OA (Fig. 173), making 
an angle f) with the normal to ds, and comprised 
within a small solid angle (ho, is, by the law of 
co.sines, equal to i^cos OdsdoidX. To find the 
total energy per second, draw a hemisj^here of 
radius r round O a.s centre ; then the area of the 
ring-element of area ABB'A' is 2:r/- sin 6 dd, 
and the solid angle which it subtends at O is 2- sin 0 dO, so that the 
energy per second emitted within this solid angle is 

Mil ^ cos $ (h (l\ (10 .... (2), 

and we have, by integration, since the total energy emitted in all 
directions is e^dsdX, 



-= j “ siii co.s K (W, 


or 

= ■ .... (3). 

We can also express the density of the energy in a sj)ace uniformly 
filled with radiations in terms of the emissive power. For if we draw 
a plane AB (Fig. 174) parallel to a radiating plane XY at a distance h 
from it ; then the energy radiated per second 
by an element of surface da is, for the same 
solid angle, 27r?\ sin W cosddsdXiJd by (2). 

Now the distance OA is // sec i), therefore if 
c is the velocity of light, the time taken to 
reach A is h sec O'r, and the energy sent 
out in this time, that is, the energy which 
fills the small space described by the revolution of OAA' round 


B B 


A A 
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OM, is 



sin 8 d»l\d8. 


If we suppose h very small, then we may integrate for 6 from 0 to 
therefore the energy between the planes due to ih is 

• TT 

27ri\ |'“.sin — 27r/;^ dsd\. 

But if (l\p is the energy per utiit volume, the space between the planes, 
at a distance from their edges, contains for every element ih a rpiantity 
of energy diphdg, therefore , 

d^j,^^'">'d\-^'^^^d\. . , 4 ,. 

»' c 


where the expression is doubled, so as to include the eijual number of 
rays which are travelling fomirds XV. 


For a perfectly black body iltl = 



r. 


We shall call the quantity Intensit 


4E;^/(' the inh'nsiti/ of black-bod}' radiation for the wave-length A. 

The total emission S from unit surface for all radiations is given 
by the equation 


where i/ is the density for all radiations in an enclosed space at 
uniform temperature. 

If for any body the value of the absorptive power were a con- 
stant for all values of A, we shoidd have 

S= / = E,v</X. 


A body of this nature would be called a iifr/edh/ yiri/ bod;/, and its 
radiation would be, for all wave-lengths, proportional to that of a 
perfectly black body. Xo systematic search has been made for such a 
substance.] 

276. Stefan’s Law. — In 1879 -I. Stefan ' suggested the law that 
the total radiation of any body is proportional to the fourth power of 
its absolute temperature. He was led to this conclusion by the result 
of an experiment of Tyndall's in which the radiations of a platinum 
wire at a white heat (1'200 ’ C.) and at a red heat (525° C.) were in the 

ratio 11'7. Stefan noticed that the ratio is equal to 

11‘6. On testing the law by the results of Dulong and Petit's 
* Wien. Akad. SiW Bd. Ixxi.x. p. 391. 1879. 
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experiments, he found that it was well satisfied. Other observers 
have found considerable deviations from this law. We shall see 
presently (Art. 278) that for the radiation of a black body Stefan’s 
law has been verified by Lummer and Pringsheim. It is not strictly 
true for other bodies. In using this law we must take account of 
the radiation received by the black body. Thus if its absolute 
temperature is 0, and it radiates to surroundings at 0° C., the energy 
lost per second by unit area is 

.S = <r.;e*-273b, 

where o- is a constant. 

This law has been theoretically deduced by L. Boltzmann ^ from 
the principles of thermodynamics and the electromagnetic theory of 
light, and hence is often referred to as the Stefan-Boltzmann law (see 
Art. 280). 

277. [Distribution of Energy in the Spectrum. — The earlier 
experiments on the distribution of energy in the spectrum were made 
on the spectrum of the sun. In 1800 Herschel discovered the existence 
of the invisible infra-red rays by observing the heating effect on a ther- 
mometer placed beyond the red end of the solar spectrum. Herschel 
found the maximum of energy to be situated in the infra-red. Before 
him Landriani, Rochon, and Sennebier had found the maximum energy 
in the yellow or red. Later still Seebeck, employing prisms of 
different materials to produce the spectrum, found that with flint 
glass the maximum calorific effect was in the infra-red ; with crown 
glass, in the red ; and with water and other substances, in the yellow. 
Melloni showed that these differences could be accounted for by the 
absorption of the rays by the material of the prism. Using the most 
diathermanous substance, rock-salt, he found the maximum energy to 
be in the infra-red. 

It is obvious that the distribution of energy will depend on the 
dispersion of the prism as well as on its selective absorption. The 
normal spectrum obtained by the use of a diffraction grating was first 
employed by Draper. His experiments indicated that the maximum 
heating effect in the solar spectrum was situated in the yellow. The 
dift'raction grating does not appear, however, to give very satisfactory 
results. The spectra overlap, the dark part of the first spectrum being 
superposed on the visible part of the second, and so on. 

The best way to determine the law of distribution in the normal 
spectrum is to find the distribution in an ordinary refraction spectrum 
and calculate the corre.sponding distribution in the normal spectrum, 

‘ IVied. Ann. Bd. xxii. j>p. 31 and 291, 1884. 
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knowing the relative dispersion. Lundquist, employing Cauchy’s 
formula of dispersion, first adopted this method. He also made 
allowance for the width of the thermopile. 

The results so far obtained were not of a high order of precision, 
as the thermopile, which was the instrument used for measuring the 
energy of the radiations, is not, in its ordinary form, caj)able of very 
great accuracy. But after the invention of the bolometer by Langley, 
great 23rogress began to be made in these measurements. 

278. Experiments of Lummer and Pringsheim.’ — The laws 
governing the radiations within an enclosed space at uniform temjiera- 
ture have been experimentally studied by a number of physicists, 
amongst whom Professors Lummer and Pringsheim hold an imjrortant 
jfiace. We shall describe here the method of investigation pursued by 





them in studying the variation with temperature of the total radiation 
from such an enclosure, and the distribution of energy in its spectrum. 
In future it will be generally convenient, when speaking of the radia- 
tion within a uniformly heated enclosure, to refer to such an enclosure 
as a “ black body.” 

The exjjeriments on the total radiation from a black body were 
carried out for a range of temperature between 100'’ and 1300 C. 
The api)aratus is shown in Fig. 175. 

A is a double-walled vessel of sheet copper blackened inside. The 
space between the walls contains water which is kept boiling. A 
condenser h prevents the escape of steam into the room. The tempera- 
ture of the water is given by the thermometer a. The vessel A is 
used to standardise the instrument which measures the radiation. 

' Ann. der Phtjsik, Bd. Ixiii. p. 395, 1897 

2 O 
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Between the temperatures 200° and 600° C. a copper sphere B, 
coated inside with platinum black, was used. It was enclosed in an 
iron vessel cc filled with a mixture of sodium and potassium nitrates 
which melts at 219° C. It was heated by a burner /, which was 
supplied with a regulated supply of gas and air, so that the tempera- 
ture could be kept constant. To secure uniformity in heating, the 
gases of combustion passed all round cc, and a stirrer ii was used to 
equalise the temperature of the nitre bath. The temperature was 
measured by a high-pressure mercury thermometer and by a thermo- 
element. The opening of B was surrounded by a vessel tv through 
which a current of water at atmospheric temperature flowed. At each 
end of the bench mm was fixed a diaphragm q with a movable shutter 
r, through both which a current of water at atmospheric temperature 
also flowed. The temperature of the water could be accurately 


I 


r.g. 176. 


a 

a 




regulated. The water-filled vessels tv and q protected the bolometer 
from radiation from the outside of the heated chamber. 

The radiant energy was measured by means of a Lummer-Kurlbaum 
bolometer G, represented on a larger scale in Fig. 176. Its distance 
from the black body could be varied by running it along the bench 
vtm (Fig. 175). The two pairs of gratings of the bolometer (see Art. 
272) are shown at p and w. The radiation reaches ji through a number 
of stops, the narrowest one, wic, being just in front of the grating. 
The inside of the casing and the surfaces of the stops were covered, 
partly with felt and partly with black velvet. The other pair of 
gratings n were further jirotected from extraneous radiation by being 
enclosed in a cardboard bo.x .ex, in which a thermometer .s’ is placed. 
The door // is foi the purpose of putting the instrument in alignment 
with the direction of the radiation. 

For temperatures between 600 ' and 1300 C. an iron cylinder (Fig. 
177) was substituted for the copper sphere B. Itwas coated within with 
platinum black. A porcelain tube containing a Le Chatelier thermo- 
element passed through from side to side. The cylinder was enclosed 
in a doable-walled gas-furnace. The temperatures were reduced to 
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the scale of the nitrogen thermometer from the results of Holborn and 
Day’s comparisons. ‘ 

In making an observation, the shutter /• was raised, allowing the 
radiation to fall on the surface of the bolometer. As soon as the 
galvanometer needle had reached the end of its swing the shutter was 
closed, the point reached by the spot of light on the galvanometer 
scale being noted. In some e.xi)eriments at high temperatures, the 
needle did not completely return to its original po.sition : the mean of 
the initial and final positions was then taken as the zero. 

In order to show that the deflection of the spot of light was 
proportional to the energy of the incident radiation, the bolometer (I 
was placed facing the Idack l>ody A, and the deflection at various 
distances along the bench was noted. It was found that the law of 
inverse squares was sati.sfied, that the <lefiection was inversely 



proportional to the square of the distance of the bolometer grating 
from the diaphragm aperture of the black body. 

It was arranged that the deflection of the spot of light should be 
about 300 mm. for all temperatures. This was managed in any one 
of three ways : (1) by altering the sensitiveness of the instrumejit by 
means of a variable resistance which regulated the current from the 
battery through the Wheatstone’s bridge ; (2) by altering the distance 
of the bolometer from the black body ; and (3) by varying the size of 
the aperture of the stop tnr. The last method was, however, not 
adopted finallyY 

In using the boiling-water vessel as a standard of reference, its 
temperature was taken to be 100’ G. and that of the shutter as 17' C., 
or 373° and 290’ absolute respectively. The small variations in these 
temperatures were corrected for by assuming Stefan s law (see Art. 2/6); 
thus, to take a particular case, the swing of the galvanometer needle 
was 336-9 scale divisions when the absolute temperatures of the 
boiling water and shutter were 373'1 and 287-1 respectively. The 


L. Holborn and A. Day, Ann. da- Physik, Bd, ii. ji. bOo, 1900. 
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corrected swing x was then calculated from the formula 

X 373 0^^ 290 -0^ 
3.36-9“373-l^-287-l^’ 


All the observations were reduced to a standard condition in 
which the distance was 633 mm., the shutter temperature 17^ C., and 
the variable resistance 100 ohms. The diameter of the stop ww was 
16 mm. in all experiments. 

Assuming Stefan’s law, that the total radiation of a black body 
is proportional to the fourth power of the absolute temperature, we 
have the equation 

5 = <r(e^-290-‘) (1) 

when 6 is the deviation of the needle, and <r a constant. In the 
following table given by Lummer and Pringsbeim the temperatures 
calculated in the fourth column are got by putting for o- in the above 
equation its mean value 123'8 and computing the values of 0. 


Teniperatiii^" ' 

(abbolutt*)* 

! 

Deviation 

(retluce<l). 

crxlOIO. 

e 

(cHlculuted). 

Hobs.— Hcdlc 

0 

373-1 

150 

127 

374-6 

o 

-1-5 

492-5 

638 

124 

492-0 

+ 0-5 

723 

3320 

124-8 

724-3 

-1-3 

745 

3810 

126-6 

749-1 

-4-1 

810 

5150 

121-6 

806-5 

+ 3 ‘5 

868 

6910 

123-3 

867-1 

+ 0-9 * 

1378 

44700 

124-2 

1379 

-1 

1470 

57400 

123-1 

1468 

+ 2 

1497 

60600 

120-9 

1488 

+ 9 

1535 

67800 

1-22-3 

1531 

+ 4 


In this table three results have been omitted which showed a 
discrepancy of more than 10 . These were all performed with the 
iron cylinder at temperatures better suited for the nitre bath. When 
the combustion in the furnace was not sufficiently rapid, equilibrium 
of temperature was only imperfectly realised. 

It will be seen that the value of <r shows no systematic variation, 
and consequently the truth of Stefan’s law may be regarded as 
established. 

If in equation (1) we put S for 6 where S is the total loss of 
energy of unit surface (see Art. 276), then o- is the absolute emission 
of a black body. Kurlbaum has found the value of o- to be 
5-32 X 10“'^ watts. 

279. Distribution of Energy in the Spectrum of a Black Body. — 
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Experiments were also made by Lummer and Pringsheim ’ to determine 
the distribution of energy in the spectrum of a black body. For this 
purpose the spectrum was produced by I’efraction through a prism of 
fluor-spar, which is very transparent to infra-red radiations. It has 
indeed two strong absorption bands in the extreme infra-red (see Art. 
28.3), but these are beyond the range of Lummer and Pringsheim’s 
experiments, which extended from wave-letigths of 6/i up to about 
the beginning of the visible spectrum.- As the use of lenses would 
be inadmissible, the image of the slit was formed by means of a 
concave mirror. The extent of the part of the spectrum used was 
55 times the width of the image of 
the slit. The radiations were pro- 
duced by means of an electrically 
heated cylindrical chamber, the tern- 130 
perature of which was measured by 
a thermo-element. A Lummer-Kurl- 
baum linear bolometerwas employed no 
to measure the radiant energy, the 
width being "6 mm. and the thick- 
ness O'OOl mm.; its resistance for 90 
a length of 10 mm. was 16 ohms. 

The results were reduced to those “ 
for the normal spectrum by em- -o 
ploying the Ketteler - Helmholtz 
formula of dispersion, the constants 
of which for fluor-spar have been ^ 
determined by Paschen.® 

As the platinum strip of the 
bolometer has a certain width, it 
will measure the energy of the 
radiation for a finite, though small, 
range comprised between certain 
wave-lengths A and A -f 3A. It does 
not therefore strictly measure the 
intensity of emission for a definite Fig i-^g 

wave-length, but its mean value over 

a small range. Also as the image of the slit has a finite width, the 

* Ferli. der Dcutsch. Fhys. Ges.. Feb. 1899; Ann. dcr Physik, Bd. vi. p. 192, 
1901. 

- A micron or -001 niiii. i.s generally denoted by /a. The range of the visible 
spectrum is from about 0'7;u (red) to O'lja (violet 1 . 
med. Ann. Bd. liii. p. 301, 1894. 
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spectrum is not quite pure. A method of correcting for the width 
of the slit and of the bolometer is given in Art. 286. 

The results of Lummer and Pringsheim’s observations are ex- 
hibited in Fig. 178, where the ordinates are intensities or emissive 
powers (which are proportional), and the abscissa? are wave-lengths. 
The total energy of radiation for a given temperature is represented 
by the area between the curve and the horizontal axis. This area 
increases according to the fourth power of the absolute temperature, 
according to Stefan’s law. 

Experiments have also been carried out by several observers on 
the visible part of the spectrum, using a photometer instead of a 
bolometer, as the energy is very small. These, as well as the curves 
of Fig. 178, will be discussed subsequently. 

280. Boltzmann’s Proof of Stefan’s Law. — According to the 
electromagnetic theory of light, when light is incident perpendicularly 
on a plane surface which is perfectly reflecting, it exerts a pressure 
on the surface equal to the density of the energy of the radiation.^ 
If, instead of a parallel beam, the light is incident in all directions, 
then the [iressure is e(|ual to one-third of the density of the energy 
(compare the c.ise of the pressure of a gas. Art. 55). If then a reflect- 
ing surface be moved against incident radiation, work must be done. 
The demonstration of Stefan’s law depends on the application of this 
principle to an imaginary process suggested by Bartoli. 

Let AC (I ig. 179) be a cylinder of unit section and of length a, 
whose sides are perfectly reflecting, but the end AB is a i)erfectly 
black body at absolute temperature 0. The 
cylinder is closed by a perfectly reflecting 
piston P. Let P be at any distance x from 
AB. Then the space .between P and AB, 
Fi-. i7ii. whose volume is x, is tilled with diffused 

radiations of a density' ^ corresponding to 
the temperature f) of AB. When equilibrium is established, let the 
temperature of AB be changed to Q -r dB, and let the j)iston be 
drawn out a distance dx and equilibrium restored ; then writing down 
the thermodynamic eijuation of work (see Art. 319) 

'/(> - ,/u ^ iiW, 

which expresses the fact that the total energy i/Q supplied is ex- 
pended partly in increasing the internal energy of radiation by an 
amount dU, and partly in doing external work dW, we have, since 
U = x\p and </W = jhIx = \tpdx, 

^ .Set- Clerk ^laxneli ., hhi'f rii-ihj utul Maynftiam^ vul. ii. p. 440 . 
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JCl=,t{x\j/) + 

If <f> is the entropy (Art. 3.‘50) of the radiation, 

tH) , 4x1/ 

and, as diji is a ]>erfect differential, we have 


"f’ r I . ''1^ ! 

l/<p= fid/ -r ^ - ttji\ 

( d' f 

Conipariiig this equation with the previous one, we get 

r<p _ tV ( <p Axf 
rxj/ H’ (j' yn’ 

whence 

i'xj,{\r Z l xp\^ ) 

and as 0 is independent of .r, being a function of \f, only, the last 
equation becomes 

1^4 1 _ i ./H, 

K .'d.e 

or 

_ 4 (/H 
■p ~T) ’ 

the integral of which is 

it .:AH* 

where h is a constant. This proves Stefan’s law. 

281. Permanence of Black-body Radiation during Adiabatic 
Expansion — Change of Wave-length. — If a chamber whose walls are 
perfect reflectors is filled with radiations, then the wave-length of 
any ray is not altered by reflection at the boundary as long as the 
reflecting surface is at rest. If, however, the volume is increased, as 
in the case considered in the last article, then, by Doppler’s principle, 
the wave-length is increased when rehectioii takes place at the moving 
surface. Similarly, the wave-length would be diminished if reflection 
took place at a surface which was moving towards the incident beam. 
The density of the energy of the radiation also changes on expansion, 
partly because it is distributed over a larger volume and partly 
because some of the energy is expended in doing work. The question 
then arises whether, if the vessel were originally filled with black- 
body radiation, it would still be black-body radiation after the 
expansion. Let us suppose, if possible, that after expansion or 



568 


THEORY OF HEAT 


CHAP. TI 


compression, the radiation does not correspond to that of a black 
body. Let a cylinder whose sides are perfectly reflecting be divided 

into two parts D, E by a piston 
(Fig. 180), and let one end of the 
cylinder be in communication with 
a black -body reservoir at temperature 
T„ while the other end is in com- 
munication with a black body at a 
lower temperature T,. We shall suppose that the piston is perfectly 
reflecting and has a hole in it which can be left open, or closed by a 
perfectly reflecting shutter, or covered by a diaphragm of selectively 
transmitting material, also that Tj can be shut off at will by a 
perfectly reflecting shutter. At starting, let the piston be at A and 
reflect perfectly and let T, be uncovered. Then D and E are filled 
with radiations corresponding to the temperatures T., and Tj re- 
spectively. Then the following cycle of operations can be performed. 

(1) Tj is shut off and the piston allowed to advance to B, till the 
pressure is the same on both sides. E is now filled with radiations 
which have the same density of energy as those in D but are, by 
hypothesis, differently distributed, some kinds of radiation being in 
excess and some in defect. Let the material of the diaphragm in 
the piston be so chosen that it will transmit those radiations which 
are in excess and not those which are in defect. 

(2) The diaphragm in the piston is exposed, so that some radiations 
pass back into D. The piston is advanced to C till the pressures are 
again equalised. 

(3) The hole in the piston is opened, and the radiations allowed 
to mix. The piston is drawn back to B. No work is done, since 
the pressure is the same on both sides. 

(4) The piston is made perfectly reflecting once more, and drawn 
back to A. Since the pressure depends on the density of the energy 
only, and not on its distribution, the work done on the system in this 
stage is equal to the work done by it in (1). Tj is uncovered again, 
and the radiation in E recovers its original distribution. 

When Tj is uncovered at the end of the cycle the density of 
energy in E is the same as it was at the first (though its distribution 
is not), it therefore neither receives energy from nor gives energy to 
Tj. In this cycle we have obtained useful work in (2) at the expense 
of the black body T., only. As this is contrary to the second law 
of thermodynamics, we infer that the original assumption was false, 
and that if an enclosure, bounded by perfectly reflecting walls, is 
filled with black radiation, i.e. with radiation corresponding to that 
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of a black body at a definite temperature, and if the volume is 
changed adiabatically, then the radiation will still be black radiation 
corresponding to some new definite temperature.' 

To find the change in wave-length suffered by a ray reflected at 
a moving surface, suppose the mirror AX (Fig. 181) to be moving 
with a velocity u in the direction 
AA' perpendicular to itself, and let 
the ray OA be incident at an angle 
d. Draw AC in the direction of the 
reflected ray, and equal to the wave- 
length A. When any wave-crest has 
reached C after reflection at A, the 
succeeding one will be at A, but 
instead of being reflected at A it 
will, since the mirror has moved, go 
on in the direction OA, and overtake 
the mirror at some point B, being then reflected along BD parallel 
to AC. The distance of the second wave-crest behind the first is 
thus increased from AC to AB BD, and the increase 6A in the 
wave-length is consequently AB -i- BX, where AN is perpendicular to 
BD. If A' is the image of A in the second position of the mirror, 
AB -1- BN = A'N = AA' cos 6. The time taken by the ray to travel 
over AC and the mirror to recede from A to M is the same,- therefore 
AM 'it = A 'c, when c is the velocity of light, so that we get 



5,\ = 2AMcos 


e= 


2\h cos 0 


( 1 ) 


^ The mode of piesentiiig the argument is that given in 0. tV. Richardson’s 
Electron Theory of Hotter, p. 337. It may he instructive to compare the 
process with the following, which does not contradict the second law of thermo- 
dynamics. Replace the black bodies T, and 1A by re.servoirs containing mixtures 
of hydrogen and nitrogen at temperatures T, and T.^ respectively, the reservoir 
at the lower temperature containing a larger jwojiortion of hydrogen. Let the 
pressures be such that cither can be reduced to the temperature and pressure of 
the other by adiabatic compression or expansion. For the selectively transmitting 
diaphragm substitute a sheet of palladium which transmits hydrogen but not 
nitrogen. For perfectly reflecting read non-conducting. The process above 
described can then be imitated, work being obtained apparently at the expense of 
T„, fsincp neither the energy nor the amount of gas in T, is altered. But the 
process is not a true cycle, because the hydrogen in T, is being exchanged for 
nitrogen from T.,. In the radiation process the black body T, need not be a 
reservoir, it may be supposed as small as we jilease. We assume, of course, that 
by the theory of exchanges a black body placed in contact with radiations of an 
energy-density corresponding to its own temperature will adjust the distribution 
also to correspond. 

- Neglecting the time taken by the second ray to traverse AB, i.r. neglecting 
the square and higher powers of ufe, which is always a very small quantity. 
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282. Wien’s General Formula for the Distribution of Energy.^ 

— Let us consider now the case of a perfectly reflecting chamber 
which is filled with black-body radiation and is expanding. 
The change in wave-length of any ray in a given time depends on 
the number of reflections and the angle of incidence at each reflec- 
tion. Thus, if the chamlier is .a cylinder with a moving piston, it is 
clear that of all rays having a wave-length A, the wave-length will 
increase more rapidly for those which strike the piston at a small 
rather than at a large angle of incidence, for the change will not 
only be greater at each reflection, but also the reflections will occur 
at shorter intervals. It will be more convenient for our purpose to 
suppose that the shape of the chamber is irregular, and that it 
expands in such a way that if we trace the path of any particular 
ray we shall find that the angle of incidence is sometimes small and 
sometimes large, and that the path between two successive reflec- 
tions is sometimes long and sometimes short, and in fact that the 
average history of any ray during a definite period is the same, 
whatever ray we take. 

By formulie (2) and (.3), Art. 275, the energy emitted in time 
(U by an element of surface ih of a black body is, for radiation of 
wave-length between A and A -r d\, whose angle of emission lies 
between 6 and 6 + dti, 

2E;, sill 0 cos 0 d\ (10 dtj 

and this is therefore the amount of energy of the same angle of 
incidence, and the same wave-length incident in time dt on an element 
of surface ds of the chamber. But by formula (4) of the same article, 
if V is the volume of the chamber, the whole energy for which the 
wave-length lies between A and A -i- dX is 

4E.V 

therefore the fraction of this energy which suffers a change of wave- 
length in time dt is 

c sin 0 cos 0 ds <10 dt 
•JV 

Multiplying by the value of 6A given in (1) of the last article, we 
see that the average change of wave-length is 

\w sin 0 cos- 0 <10 ds dt 

V 

Xow, if SV is the total change in volume, SY = dt/uds, therefore, 

■ XV. XV’ien, dtapports iir<-se<itt$ an Congrts International de Physique, Paris, 
1900, vol. i. ; Ann. der Phijsik, Bd. Iviii. p. 662, 1896. As Wien’s demonstration 
is open to objection, a modiKed form of the proof of his theorem, due to Professor 
W. M‘F. Orr, is here given. 
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summing the changes diie to every element of surface and every angle 
of incidence, we get for the average change of wave-length 



oV 

r- 



siii d co>- t 



or 


o\ , dV 



■ V ’ 

whence 




W *=const. 

or 




o\ 


,\' \ 


where and are the original and A and V the final value.s. We 
may express this result by saying that when the chamber expands 
without altering its -shape the change in wave-length is proportional 
to the linear dimension. Thus, if ?•„ is the original value of any 
linear dimension and /■ its final value. 


\ _ /• 


(D 


To find the change in the energy-density tf-, we observe that the 
loss of energv is equal to the work done, or, since Vi/- is the total 
energy, 

d . Art. 280) 

whence 

which on integration gives 


But,' by Stefan’s law. 


therefore 




o 


e„ .\ ’ 




XO=con&t. 


( 3 ) 


This important equation expresses the fact that if radiation of a Wien's dis- 
particular wave-length whose intensity corresponds to a definite 
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temperature is adiabatically altered to another wave-length, then the 
temperature changes in the inverse ratio. This is known as Wien’s 
displacement law: 

We should arrive also at the same result if we supposed the 
enclosure to be of such a shape and to expand in such a manner that 
the greater change in wave length of a ray incident at a small angle 
is exactly compensated for by the length of path described between 
successive reflections. Thus if the enclosure is a sphere which expands 
uniformly, then a ray whose angle of incidence is 6 has travelled a 
distance 2rcos0 since its last reflection, where r is the radius of the 
sphere. If t is the time taken to describe this jiath, t = 2r cos Ok, 
therefore since the wave-length changes by 2A« cosd^c in time t, the 
change per second is 8A = Am r. But if &r is the increase of radius 
per second, &r ■- u, therefore i?A A = or/r = Y as before. This is 

the case considered by AVien. 

Again, we may take the chanibei' to be a rectangular box which 
expands so as always to be similar to itself. Let three sides be kept 
fixed in position, and let 8//, 8; (supposed small) be the increments 
per second of the dimensions .r, //, r of the box. Then if a, /3, y are 
the direction angles of any ray, the number of reflections per second 
on the moving face perpendicular to the axis of x is c cos aj'lx and 
the increase of A at each is 2A cos u6.r c, therefore the increase of 
wave-length per second is 

5X = ^ cos“ “ “ y ^ + - - cos- 7 j = > 

since &,;.r = 6//, // = S:.’,: by hyjiothesis. But Y = xi/::, therefore 
5A' / A = Sxlx + St/ // -t ci t = 3(1/ ./■, so that SX 'X = ^^Y Y as before. 

In the chamber which we have been considering there exist radia- 
tions of all wave-lengths. These are perfectly indejicndent of each 
other, and all have their wave-lengths altered in the same ratio by 
equation (1). The intensity L and emissive power vary as the 
fifth power of the absolute temperature. For let ?■/;„ = /c, then if we 
confine our attention to radiations of wave-lengths comprised between 
the values A„ and A,, + (/A,„ these limits become altered to A and A -i- clX, 
and as A = A'A^, and A + <IX = I(Ay s- c/A„) by (1) we have dX = kclX^^. If 
is the original density of these radiations, this changes to dxj/, 
where di/'y = by (2). But dtf is proportional to E^dA (Art. 275), 
therefore 

E„,/\ 1 

therefore 



( 4 ) 
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Combining (3) and (4), we obtain 


or 


E^X’=coiist.=C/(X0), 


KA=cx-y(xe) (r,) 


where C is an absolute constant. 

Equation (5) is a general formula for the distribution of energy in 
the spectrum. It contains, however, an unknown function of A0. In 
the next article we shall discuss the various forms which have been 
suggested for this function. But whatever the form given to the 
function, the equation satisfies Wien’s displacement law and Stefan’s 

I'X 

law, 2 )rovided that / is finite. For the total energy S, which 

,'X> 

is equal to j must be finite, and j)utting At) = we have 

(b = 0(7A, and therefore 

s = C / 'x-y(Xe)(A 

= CwjVy(;>/: (6) 


Wien’s displacement law has been verified by Lummer and Prings- 
heim and others. If we suiqiose the change from one temperature to 
a higher one to take place by means of an adiabatic compression, then, 
by Wien’s law, the new curve of distribution (Fig. 178) is got from 
the first one by shifting each ordinate towards the origin in the ratio 
of distances 0g : 0, and increasing its height in the ratio 0^ : 
Thus to a maximum ordinate E^^, in the first curve corresponds the 
maximum ordinate E,„ of the second ; and therefore if A,,, is the 
abscissa of a maximum ordinate. 


X,„0 = const. = A (say), 
E,„0"®= const. = B. 


The following table exhibits the results of Lummer and Pringsheim’s 
experiments. The temjteratures given in the sixth column were 
calculated by putting the niea/i value of B ( = 2188 a 10'^') in the 
formula. 


[Table 
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Wien’s 

formula. 
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Ab». Thdi]). 
(observed). ■ 

Am. 

K,„. 

A^A„.0. 

('■ 

T ^ 

'V i'' 

1 

1 Dirt. 

1 

621-2 

4 -56 

2-0-26 

2814 

-2190 

621-3 

.... 

726 

4-08 

4-28 

2950 

2166 

721-5 

- 1-5 

908-5 

3-28 

13*6t) 

2980 

2208 

910-1 

+ 1-6 

998-5 

2-96 

-21 -50 

2956 

2166 

996-5 

-2-0 

1094-5 

2-71 

34-0 

2966 

2164 

1092-3 

- 2*2 

1259-0 

2-35 

68-8 

2959 

2176 

1257-5 

-1-5 

1460-4 

2-04 

145-0 

2979 

2184 

1460-0 

-0-4 

1646 

1-78 

270-6 

2928 

2246 

1653*5 

-f 7’5 


Since the wave-length is measured in microns (see footnote, p. 665) 
the mean value of is 0'2940 in C.G.S. units. 

283. Formulae for the Law of Distribution. — We shall now give 
the principal formula? which have been proposed for the law of dis- 
tribution of energy in the spectrum of a black body. All such 
formulie must conform to Wien’s general law expressed by equation (5), 
p. 573, which we shall now write 

E=c\-y(\o) (1) 

where E may be taken to be either the emissive power or the intensity 
of black radiation, the difference consisting only in the factor Ak, which 
may be included under C (see Art. 275). 

In 1887 Michelson deduced a formula from certain assumptions 
based on IMaxwell’s law of distribution of velocities amongst the 
molecules of a gas. As Michelson’s formula does not satisfy equation 
(1) we shall not further consider it; his idea of making use of 
Maxwell’s law was, however, adopted by Wien,' who imagines the 
radiation to be jiroduccd in the following way : — 

Let A be a chamber whose internal surface is perfectly reflecting, 
and B a perfectly transparent vessel within A. Suppose the space 
between these filled with a gas capable of absorbing and emitting 
radiations. If the temperature of the gas is uniform the space 
within B, which we may take as vacuous, will be filled with black 
radiation. Wien makes the following assumptions : — 

(1) Each molecule sends out rays whose wave-length dejiends 
only on the velocity of the molecule, and of which the intensity is a 
function of this velocity. Since the wave-length is a function of the 
velocity, the velocity may be regarded as a function of the wave- 
length. 

(2) The energy of radiation of wave-length between limits A and 

• Ann. dec Phijsik, Bd. Iviii. p. 662, 1896. 
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A + fi?A is proportional to the number of molecules sending out waves 
of this period and to a function of the molecular velocity v. 

Now on the kinetic theory the number of molecules whose velocities 
lie between the limits v and r + t/c is 

where a is a constant given by the etpiation 



V- being the mean square of velocity of all molecules. Therefore, ex- 
pressing V as a function of A, and remembering that v- is proportional 
to the absolute temperature, we may write the number of molecules as 

/■(A) 

c'/{\y '■>(«. 

and as the energy is proportional to this expression and to some other 
function of A, we get 

_/(A). 

E = F(,\)f '® 

A comparison of this equation with the general form (1) gives Wien's 
formula 

a 

E = C\-‘V*‘* (2) 

where a and C are constants. 

This equation makes E vanish for A = 0, or A = x , as it should do. 
If 9 = 00 E is finite. 

AVien’s assumptions are by no means obviously true, and the 
experiments of Lummer and Pringsheira described in Art. 279 show 
that the formula does not accord well with the facts. Equation (2) 
gives for a constant wave-length A 

log E = 7, 

where y, and y., are independent of 9. If then curves are plotted for 
given wave-lengths, taking log E as ordinate and 9“’ as abscissa, these 
curves (isochroniatics of Nichols) should be straight lines. They 
exhibited, however, a distinct curvature near the axis of ordinates, 
that is for high temperatures. 

Paschen and AVanner found that AA'ien's formula was well satisfied 
by the results of their experiments, which were made on the visible 
ravs, using a photometer instead of a bolometer. AA'e shall see 
presently how these divergent results can be reconciled. • 
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Lord 

Rayleigh’s 

formula. 


Planck’s 

formula. 


Lord Rayleigh ^ has argued that it is unlikely that E should tend 
to a finite value for infinite values of 6, and also that as, according to the 
Maxwell-Boltzmann law of partition of energy, the energy of a system 
which can vibrate in several modes is equally divided amongst the 
modes, and as this law is probably true for the graver modes at least, 
there should, for waves of low frequencies, be equable partition of 
energy between temperature heat and radiation ; and as temperature 
energy is proportional to the temperature, the radiation for long waves 
should vary ultimately as the temperature. He proposed the formula 

a 

E = C\-‘o/^ (3) 

which satisfies equation (1). It does not, however, agree well with 
experimental results except for long waves and high temperatures. 

Thiesen - suggested the formula 

(4) 

which agrees better with experiment, and also makes E become infinite 
with 9. But it has no theoretical justification. 

The three formula; (2), (3), and (-1) can all be included under the 
more general form 

Lord Rayleigh's, Thiesen’s, and Wien’s equations being obtained by 
giving /r the values 4, 4'5, and 5 respectively. 

Jahnke^ proposed the empirical formula 

E = CX-‘ef (5) 

which agrees well with experiment on putting v= 1'3. 

The most satisfactory formula on theoretical as well as experimental 
grounds is one given by Planck — 



^A©_ I 


This equation is in close accord with the results of the experiments 

' Phil, ilaj., June 1900. - Verh. d. Deidsch. P/iys. Ges., Feb. 1900. 

^ Lummer and .Jahiike, A/in. iler Pliusik, Bd. iii. p. 283, 1900. 

‘ Ann. dcr Physil, Bd. iv. p. 553, 1901. The outlines of Planck’s method are 
as follows. He imagines a space bounded by perfectly reflecting surfaces and which 
contains a number of tuned Hertzian resonators, to be tilled with monochromatic 
waves of the same period. These are being continually absorbed and emitted by 
the resonators. Borrowing from the kinetic theory of gases the definition of entropy 
as the logarithm of the probability of the existing distribution of energy, and 
making use of (ff) IVien'.s law given by equation (1) above, (b) an expression for the 
intensity of radiation of a Hertzian resonator obtained by means of the electro- 
magnetic theory, and (c) the thermodynamic relation between temperature, entropy. 
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of Lummer and Pringsheim, and also agrees with those of Paseheti. 
For small values of A and O it approximates to Wien’s formula (2), 
and for large values of A and 0, in which the higher terms in the 

a. 

expansion of may be neglected, it approximates to Lord Kayleigh’s 
formula (3). This explains how Pasclien, experimenting with short 
waves, verified AYieu’s formula, while Lummer and Pringsheim, 
working with long waves and high temperatures, found deviations 
from that formula. Lummer and Pringsheim sukseipiently carried 
out a series of experiments on the visible .spectrum, using a Lumnier- 
Brodhun photometer, and confirmed the results of Pascheu and 
Wanner, as well as Planck’s equation. 

Planck’s formula makes E infinite when 0 is infinite, and also 
fulfils Lord Rayleigh’s condition that for long waves and high 


D, 



Kiu-. l.s.> 


temperatures E should vary ultimately as 0. This condition has been 
experimentally verified by Rubens and Kurlbaum,' using a method 
due to Beckmann. There are many substances which j)ossess the 
property of selectin’ retied ion (commonly associated with anomalous 
dispersion), that is, that they |)owerfully refleet rays of a jiarticular 
wave-length. The rays which are most strongly reflected for incident 
light are those which are most strongly absorbed for transmitted light, 
that is, they are rays for which the substance has a very large 
coefficient of absorption.- It has been mentioned that fluor-spar 
freely transmits infra-red rays, but there are two bands in the infra- 
red spectrum produced by refraction through fluor-spar : these corre- 
spond to wave-lengths of 24/t and -3P6/i respectively. Rays of these 
wave-lengths are strongly reflected by fluor-spar. By means of four 

and energy, he calculates an expre.ssion for the entro|)y of the .system in term.s of 
the energy and frequency of a single re.sonator, and hence obtains the formula given 
above. 

' Sitz. der Preiiss. Alnd . dj-r lilts. Hcrlin, p. 929 : Oct. 1900. Ann. dee Phi/sik, 
Bd. iv. p. 649 ; 1901. 

- The coetficieut of absorption of a substance mu.st not be confounded with its 
absorptive power. Polished metals have a small absorptive jiower, but a very large 
coefficient of absorption, they are highly opaque to transmitted light. 


Rubens 
ami Kini- 

baiiin’s 

f'Xperi- 
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successive retlectioiis from fluor-spar surfaces Beckmann succeeded in 
obtaining these raj’s of considerable purity. The experiments of 
Eubens and Kurlbaum ivere made with black bodies ranging in 
temperature from - 188 C. to 1500 '. The apparatus is represented 
in Fig. 182. K is the black body, of which four kinds were used, one 
of which could be surrounded with liquid air, another with a mixture 
of solid carbon dioxide and ether, and the third with steam, while the 
fourth could be heated electrically. E is the thermo-element giving 
the temperature. and are screens with small apertures, and S 
the shutter of the measuring apparatus, all these three being filled 
with water at air temperature. Pj, Pj, P^, and P^ are four reflecting 
surfaces of fluor-spar ; M is an adjustable mirror, and T a thermopile. 
It is obvious that this instrument furnishes a method of measuring 
the intensity of radiation of a given wave-length for various tempera- 
tures. The results obtained agreed well both with Jahnke’s and 
Planck's formula, but showed considerable deviation from Wien’s. 

Other siibstances possessing the same property of selective reflec- 
tion for infra-red radiation are sylvine (A= 60/t), rock-salt (A = 51 -2/1), 
and quartz (A=8'85yu). Eubens and Kurlbaum also experimented 
with the two latter and confirmed their previous results. 

284. The Quantum Theory.' — We shall begin the consideration 
of this theory by an illustration from the kinetic theory of gases. 
Suppose we have a gas containing two kinds of molecule, viz. a 
relatively small number of massive molecules and a very large 
number of very small molecules. In this case, by the doctrine of 
equipartition of energy, the average kinetic energy of a molecule of 
either kind is the same (assuming that each molecule has the same 
number of degrees of freedom). It follows that the energy of the 
system is nearly all resident in the small molecules, simply because 
they are relatively much more numerous. If, again, we replace the 
small molecules by a continuous medium capable of exchanging energy 
w’ith the first set of molecules, this medium consequently possessing 
an infinite number of degrees of freedom, then, when equilibrium is 
attained, e// the energy will have passed into the medium. Now, if 
we suppose a hot body to be placed in a perfectly reflecting enclosure, 
we know that when equilibrium is attained, most of the energy will 
remain in the body and only a small part will exist in the form of 
those etherial waves which constitute radiant energy. In the electro- 
magnetic theory the ether is treated as a continuous medium, and 
even if we assume that this is not strictly true, we must still regard 
it as extremely fine-grained when compared to the atoms of matter or 

1 .Cicc .T. H. .Ien?is' Jkpnrt 0,1 llatlialivn and the Qiiantnni Thcorjj. 
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even to the constituent electrons of such matter. Thus, if we admit 
the law of equipartition of energy, we are led to expect that all or 
very nearly all the energy will pass out of the body into the ether, 
which is directly contrary to experience. 

Again, let us imagine a rectangular box with perfectly reflecting 
walls to be filled with black-body radiation corresponding to some 
definite temperature, and let us calculate the distribution of energy 
according to the ordinary mechanics. In Art. 163 we have calculated 
the number of possible modes of vibration, of frequency lying between 
the limits v and v -i- Sr, of unit mass of an elastic solid in the form of 
a rectangular block. The number of possible modes of vibration for 
the ether in the rectangular box comprised between the same limits 
of frequency is calculated in exactly the same way, but we must omit 
V, since we are dealing with unit volume, and we also omit the first 
term, because there are no compressional waves. Putting c for the 
velocity of light, the number of vibrations is Sn-i'-dy/r®. Now, if X is 
the wave-length, Xv = c, therefore v^cjX, 6r= -cA'-fiA: therefore, 
omitting the negative sign, which merely means that 6r and 6A are of 
opposite sign, we see that the number of possible modes of vibration 
whose wave-length lies between A and A + SX is 

$Tr\-*d\ (1) 

By the kinetic theory of gases (see Art. 374) the average energy 
for each degree of freedom of the molecule is 4EoO, when is the 
universal gas-constant ; therefore, by the law of equipartition of 
energy, if the radiation is at a temperature 0, i.e. is in temperature 
equilibrium with a gas at that temperature, this will be the kinetic 
energy corresponding to each mode of vibration of the ether. And 
the energy is half kinetic and half potential, therefore the total 
energy between wave-lengths A and A + 3A is 

87rR„e\-'5.\ (2) 

This formula was given by Lord Eayleigh and by J. H. Jeans in 
1900 as being the formula which ought, on the Newtonian mechanics, 
to govern the partition of energy in the spectrum. It cannot be the 
true law, for the total energy obtained by integrating from A = 0 to 
A = 00 would be infinite for any finite value of 0. And if the 
total energy were finite the only possible value for 0 would be 0 = 0. 

This, in fact, is the prediction of the classical mechanics as to the 
final steady state. We are led to expect that all the energy of the 
matter will be dissipated away into radiation in the ether, as in the 
analogy given above. 
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It WHS in the effort to devise a radiating system which would 
accord with the known facts that Planck originated the conception 
that changes of energy may take place, not continuously, but by 
multiples of a certain unit or quantum. Perhaps the simplest way 
of introducing the idea of quanta is that given by Jeans ^ in the 
following manner. In the kinetic theory of gases the probability 
that a system shall have its co-ordinates {p-^, j>.,, . ■ .) and momenta 
((^j, q.j, . . .) within a range ilpplp.y ■ ■ ■ • is found to be 

of the form 

. . . (Iqi'Jqi . . . 

when E is the energy of the system in this configuration, A is a 
constant, and li is given by 2/tK^|t) = 1. Hence if t is any amount 
of energy, the probabilities of the system having energies o, e, 2e, 
. . . will stand in the ratios 


Strictly speaking, the probabilities we are discussing are not those 
of the system having energies o, e, 2c, . . . but of its co-ordinates 
lying within equal infinitesimal ranges of values dpplp,, . . . dqjdq.^ 
. . . surrounding these energies, but this complication is immaterial 
for our present purpose. 

Suppose that we are considering a very great number, M, of 
vilirations, and suppose that of these X have zero energy. Then the 
number which may be expected to have energy c will be Xf the 

number which may be expected to have energy 2c will be Nf**', and 
so on. If we suppose that all of the M vibrations have their energies 
equal to one or other of the values o, c, 2c, . . . then we must have 


.M =X (1 -- + + . 



(3). 


The total energy of all these vibrations must be 




= Xcc-2*c + 

— tiic rGiiitiOTi (3). 


If the particular vibrations are those of wave-length between \ and 

' In Planck's line of reasoning, rvliicli i. ditferent from .leans’, the (quanta occur 
in the distrihutioii of eneig\ hetrreeii his resonators. It is ini|iossible to arrive at 
Planck'.s l.vw ot radiation without the introduction of a discontinuity somewhere in 
the emission or absoriition of energy. 
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A + SA. in a unit volume of ether, then, by formula (1) the value of 
AI must be taken to be SttA^^SA, and the total energy is 


SttX’ 


.,2/ie 


d\, 


or, putting for Ii it.s value 1 2K„H, the expression for the energy 
corresponding to wave-lengths between A and A + SA is 


SttX ■‘f . 
oX . 

e 


( 1 ) 


which may also be written in the form 


SjrRi.eX--* /^-j5X 

where .r is put for e llytt. 

This expression becomes identical with Planck's formula for EoA 
if we put 

(.'i) 

where r is the number of vibrations per second and h is a uni- 
versal physical constant now generally known as Planck's constant. 
"Writing hv or Iic^k for e, xve get 



/ AW _ j 


where a = /ir E„. By comparing this with ecpiation (6) Art. 283, we 
see that C = Sirhr. The meaning attached to h by Planck in this 
formula requires that E should be the intensity of black radiation, 
not the emissive power of a black body. The latter is obtained by 
multiplying by ^ 

It will be seen that, according to this theory, exchanges of energy 
take place by integral multiples of hv, as if, in some transformations 
at any rate, light-energy were atomic in character. The size of the 
quantum depends, however, on the frequency r. The dimensions of 
Planck's constant h are not those of energy but of action or angular 
momentum (energy x time). In Bohr's theory of the structure of 
the atom (Art. -58) the angular momentum of the electron round the 
centre of its orbit (assuming the latter to be circular) is an integral 
multiple of h 2ir. In the innermost, most stable, orbit the angular 
momentum is hl'Iir. 

The great objection to Planck’s theory is that it is impossible, as 
far as we can see, to reconcile it with the classical mechanics and 
with the undulatory theory of light. Any attempt to explain such 
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phenomena as interference and diftraction seems to demand that light- 
energy is infinitely divisible. On the other hand, the phenomena of 
radiation, of the line-spectra of the elements, the photo-electric effect 
and the specific heats of metals at low temperatures seem to require 
that interchanges of energy take place by quanta. 

A further objection is in the mode in which the theory is put for- 
ward. Planck does not propound a new system of mechanics, but 
makes -use of the ordinary mechanics, superposing the quantum hypo- 
thesis on it, although the two are apparently inconsistent. Similarly 
in Bohr's constitution of the atom, the electron in the steady state is 
supposed to describe its orbit according to the Newtonian laws, while 
the quantum theory is brought in to account for the emission of 
energy in passing from one orbit to another. 

In spite of these serious difficulties, the fact that the quantum 
theory is most successful just where the ordinary dynamics fail must 
be regarded as a strong argument in its favour. The surprisingly 
accurate quantitative results that have been obtained by its means 
seem to indicate that though it may need modification, it will, in its 
essential features, survive all the criticism that has been directed 
against it. 

285. Constants of Radiation. — The constants occurring in the 
various radiation formulae are not only connected with each other 
but also with the other universal physical constants. Thus we have 
seen that Planck’s formula (6, Art. 284) involves the velocity of light 
and the gas-constant, the only new constant introduced being Planck’s 
constant h. A very careful determination of the charge e of an elec- 
tron has been made by K. A. Millikan,' from which he has deduced 
the values of a number of other physical constants including the 
radiation constants, which agree very closely with recent determina- 
tions by more direct methods. The following are Millikan’s values 
for some of these constants : — 


Cliarge of an electron .... 

Number ot inoleculeis in 1 c.e. of a gas at 0 
press. ...... 

Mass of an atom of hydrogen in grammes 
Tlie gas-constant ..... 

Stefan’s constant of total radiation 
AVien's constant ..... 

Planck s constant ..... 


•_ . .'-4 *774 x 10-1" 

C, and 760 mm. 

X-=2-705xl0i" 
7/ir=i-662x 10-’-^ 
= 1*372x 10-1^ 
o- = 5*72 

. \nB = 0-2853 

h =6*547 X 10“-^ 


The only one of these which differs very considerably from the 
earlier accepted values is Stefan's constant, which is' about 7-i per 
cent greater than Kurlbaum’s value. The earlier direct determina- 
' Phil. Mmj.. .July 1917, 1 '. 1. 
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tions of cr agree well with the latter, but later measurements have 
tended to higher values, and Millikan’s figure has been experimentally 
obtained by Coblentz. In the examples given below, some of the 
other physical constants are calculated from the experimental values of 
the radiation constants of Stefan and Wien as given in Arts. 278, 282. 

286. Correction for width of Bolometer and Slit.' — Let XPV (Fig. 18-3) be a 
portion of the true curve connecting intensity and wav'e-length in tlie spectrum ofa 
black body, and suppose that a correction is to be applied for the width of the Ijolo- 
meter only. If AB is the width of the bolometer on the spectrmn, tlien the instru- 
ment, instead of giving the true intensity Ml’ for tlie middle point M of AB, gives 
the mean intensity MP' between A and B ; in other w'ords, it measures the energy 
represented by the area A.XPVB, which, divided by AB, gives MP'. The curve 
thus obtained will be the dotted curve X'P'V' ; the jirobleiii is then how to obtain 
the true curve from the plotted curve X'P'Y'. 

We may, with close approximation, suppose the true curve XPY to be coincident 
with a parabola drawn througli X and Y with its axis vertical, and having its 
tangents at X and Y’ coincident with those of XPY. By the geometry of the 
parabola, the area of XPY^X is j NP < AB : but this area is XP' x AB by definition, 
therefore XP' -^ XP. Xow, for a very .--liort distance along 
the curve, we may assume that the difference of the ordinate.s 
of the two curves is changing at a uniform rate, that is, that PP' 
is a mean between X.X' and Y'Y'. But XX’ is the mean of 
XX' and YY', therefore XX' = PP', therefore PP' = ,^ P'X'. 

Thus we obtain the following rule — Draw a chord X'Y', the 
difference of whose abscisste AB represents the width of the 
bolometer. Erect the middle ordinate MP', and add to it one- 
third of the length P'X' intercepted between the curve and the 
chord. This gives the point P on the true curve. 

A second application of the same process would furnish a 
correction for the widtli of the slit, taking AB as the width of 
the image of the slit. 

If the curvature is a maximum at P, the difference of ordinates PP' is also a 
maximum, so that in .this case PP' would be greater than either XX' or Y’Y" ; thus 
with very peaked curves there is a tendency for the corrected curve to be still a little 
too fiat at the peak, unless the deviation from the parabolic form happens to be 
such as to correct for this. In any case, the error in practice would be negligible. 

Examples 

1. Find a relation between the constants of Planck’s ecjuatioii and that of 
Stefan's. 

{Taking the total radiation to surroundings at absolute zero, 

S = <rG'= jf‘”Ed\=Cp\-’'(^/‘^-iyV\. 

On putting for X, this transforms to 

S = c/ j W 

* This method is adapted from a paper by Lord Rayleigh [Phil. Maij. vol. 
xlii. pt 141, 1871). 


P 



A M B 
Fig. 1.S3. 
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Expanding by the binomial theorem, and integrating term by term, we obtain 


«■“ Vl"* "J-* ' 3^ / loa"* 


therefore 



C 4 
u?' J 


•J. Find the values of the constants a and C in Planck’s e([uation, assuming 
that X,„0= '294 in centimetre-degrees, and that <r = 5'32 x 10““ in ergs per sq. cm. 
per sec. per (degree)*. 

[If E is a maximum for a given temperature, (f E/dX = 0 ; therefore, ditferentiating 
Planck’s expression, regarding O as constant, we get 


As a first approximation, put u/X,„H = 5, and then substitute ; the second approxima- 
tion gives 4'9ti6, and a third gives l-Ob.'i, theicfore 

» = 4-965x -294 = 1-46. 


llaking Use of the result of the preceding example, 

0=15 X ( — V X 5-32 X 10-“.-=3-r’2 x 10-' 

V V y 

in ergs '■ cm.'* I'er sec.J 

3. Taking c the velocity of light us 3 10"’ cms. per sec., calculate Planck’s 

constant Ii and the gas-constant E,,. 

[Since (( = /(c' ;K|| and C = 2ir/(i“ when Planck’s forniula refers to emissive power, 
solving for li and K,,, we get 

A = (;'5S ,10“**, R„=l•35xl0-’^; 

4. Calculate the number of molecules in a cubic centimetre of gas at standard 
temperature and [uessure. 

[Here //r = XR„B (see Art. 374' and p =70 X 13-ti A 9S1, r=:l, 0 = 27.3, therefore 
X = 2-748x 10"’.| 

5. Calculate the charge of an electron, given that the quantity of electricity 
required to liberate half a cubic centimetre of hydrogen in electrolv.sis is 0'433 in 
absolute electromagnetic units. 

[^e = 0'4-j3, therefore e — 1 oSxlO - in electromagnetic units, or, dividing bye, 
4 "73 X 10““ in electrostatic units.) ] 
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measurement of temperature by radiation 

287. [Radiation Seaie of Temperatupe. — It follows from the 
principles explained in the preceding section that the radiation within 
an enclosure whose walls are at a uniform temperature is unique in 
character, and that the density of energy is uniform. If then we 
define the temperature of such an enclosure by means of the formula 

when k is some constant, and \j/ the density of radiant energy, we are 
furnished with a new scale of temperature, which does not depend on 
the specific properties of any body, and which is therefore an ahsolute 
scale in the same .sense as Lord Kelvin’s thermodynamic scale. If we 
assume that a body at the absolute zero of Lord Kelvin’s scale does 
not emit any i-adiations, then the zeros of the two scales are identical. 
By giving a suitable value to k we may make the two scales coincide 
at one other given temperature, e.g. at O’ C. The scales -will then 
coincide at all other temperatures if Stefan’s law is rigidly true. 

It will be noticed that this method of defining temperature 
enables us to speak of the temperature of a vacuum, by which we 
mean the temperature characteristic of the radiation which fills it. 
If the density of the energy is given, then its temperature is given 
uniquely, provided that the radiation is completely diffused. If the 
radiation is not diffused, then its temperature Mull not be the same as 
that of diffused radiation of the same density. Thus the temperature 
of the sun’s rays as they reach the earth’s atmosphere is eft’ectively 
that of the sun himself. The earth’s surface is not, however, raised 
to a high temperature by these rays ; this is because the earth is 
receiving energy from the direction of the sun only and radiating it 
to all parts of the heavens. We can, by means either of a lens or 
parabolic mirror, increase the solid angle virtually subtended by the 
sun at an absorbing surface without increasing the emitting surface, 
and in this way very high temperatures may be attained. A small 

,'.85 
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body placed at the focus of a parabolic mirror whose aperture, as 
viewed from the focus, is less than the sun's angular diameter, would 
be raised to the temperature of the sun, if no absorption took place 
in the atmosphere or at the surface of the mirror. Any directed 
quality in radiation increases its temperature and thermodynamic 
availability. Thus polarised light is of a higher order of availability 
than ordinary light of the same intensity. 

The application of the laws of radiation to the practical measure- 
ment of temperature is especially suited to the determination of high 
temperatures, since there is no limit to the temperature which the 
instruments are capable of measuring, and there is no objection to the 
use of the method beyond the limits of the gas-thermometer, since 
the laws on which it is based are themselves founded on theoretic 
principles and not on empirical results. AVe may find the temperature 
of a chamber which radiates as a black body by means of a 
standardised bolometer, using any one of the three formulte — 

S = crH'-H„q (1) 

\,„0 = const. ... ■ (2) 

E,„0“' = const. . . , . . ( 3 ) 

the first being Stefan's law, and the two others contained in Wien’s 
law. Of these, Stefan’s law is the simplest to use in practice, as the 
spectroscope is not required. The second formula does not lend itself 
to accurate work, as the wave-length A,„ for which E is a maximum 
cannot be fixed precisely. The maximum value E,„ can, however, 
be accurately estimated, and as it increases enormouslv with the 
temperature, the third formula, like the first, is especially suited for 
measuring high temperatures. 

The only serious objection to the use of the radiation method is that 
it is only strictly applicable to the measurement of the temperature of 
a black body. Thus it would be the appropriate method to use in 
finding the temperature of the interior of a Bessemer converter after 
the blow, or of any other chamber at a fairly uniform temperature 
and with a small aperture. But for measuring the temperature of an 
incandescent burner or of the electric arc it is not so suitable It 
will, however, enable us to assign a lower limit to such temperatures. 

Another method may be employed, which is applicable to high 
temperatures only. This consists in comparing the brightness of the 
heated body with that of a source at known temperature by means 
of a photometer. This method, on account of the selective emission 
of bodies, is also only strictly applicable to black bodies. Melted 
platinum reflects light well, which shows that it cannot be a perfect 
radiator, and the same is true of other substances. 
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288. Lummer and Pringsheim’s Experiments.' — In order to prove 
the efficiency of the radiation laws for the measurement of temperature, 
Professors Lummer and Pringsheim made a series of determinations 
of the temperature of a specially constructed black body, using three 
different methods — formulse (1) and (3) above, and the photometer 
method — and thus tested the agreement between them. 

The radiating chamber was represented by a carbon tube E 
(Fig. 184) with a wall 1‘2 inm. thick, 34 cm. long, and an internal 
diameter of 1 cm. In the manufacture of this tube, care was taken to 
secure an accurate cylindrical form and even thickness of wall. The 



ends were slightly conical and covered with copper by electro- 
deposition. Over these conical ends thicker carbon cylinders A were 
fitted ; these were copper-plated within and without, and rested in 
strong metallic clamps B which conveyed the current. The back 
wall of the radiating cavity was formed by the plug P^, fitted in the 
centre of the carbon tube and closing as air-tight as possible. The 
form of plug shown was chosen so as to reduce as far as possible the 
unavoidable inequality of electrical heating produced by it. Behind 
Pj was placed a second plug P^, wffiich diminished the harmful effect 
of any gap between the first plug and the wall of the tube. A third 
plug P 3 closed the end of the tube hermetically, in order to cut off the 
oxygen of the atmosphere. To protect the carbon from burning, the 

' Sit:, dci- Devisch. Phys. GeselL. Jan. 1903. Electrician, Aug. 7, 1903. 
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hot tube was surrounded by a system of enclosures, whose mounting 
may be seen from the figure. Since the porcelain carriers T were 
firmly mounted on the thick carbon cylinders A, and were pressed tight 
against the projecting noses of the carbon cylinders by means of the 
copper rings C, the air could not directly reach the outside of the 
heating tube. The innermost protecting tube U was of carbon, which 
had the double advantage of being capable of withstanding the high 
temperature and of freeing any air from oxygen. The other tubes were 
partly of porcelain and partly of asbestos, and one tube Q of nickel. 
At the high temperature used, even the thick metallic clamps became 
red-hot. To prevent this, large copper discs D were fitted on. They 
fitted tight on the copper rings C, and conducted the heat outwards. 

With a current of 160 amperes a temperature of about 2300^ 
absolute was reached, and this could be maintained fairly constant for 
some hours. The tube was gradually destroyed by oxidation at the 
open end, but it was found that the combustion could be considerably 
retarded by allowing a current of nitrogen to pass slowly through the 
cap F mounted in front of the opening. 

In order to determine the temjieratnre by various methods in 
ipiick succession, the carbon body was mounted on a carriage rolling 
on iron rails. Along the railway the various measuring instruments 
were so mounted and adjusted that by a simple displacement of the 
carriage the black body could be brought into the right position in 
front of each. 

For the determination of the total radiation a Lummer-Kurlbaum 
surface bolometer was used. Of the two gratings exposed to the 
radiation the slits of the first were exactly covered by the strips of 
the second, so that it formed a bolometer wall which stopped all the 
i-adiation. The instrument could be displaced along a scale, and 
measurements were made at distances of 90 cm., 60 cm., and 40 cm. 
from the measuring diaphragm. These showed that the law of 
distance was fulfilled. 

For the determination of the energy curves a linear Lummer- 
Kurlbaum spectrum bolometer was used, which was built into a case 
of metal and glass nearly air-tight. To get rid of the absorption lines 
of steam and carbon dioxide, the air in the case was freed from these 
as carefully as possible. The adjustment and reading of the ano-les 
could be done from outside. The slit projecting from the case was 
closed by a Huor-spar plate and was protected by water-bathed 
diaphragms. The refracting prism was also of fluor-spar. 

The measures of brightness were made with a Lummer-Brodhun 
spectrum photometer, and were made on difierent portions of the 
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luminous spectrum, that part being chosen for which the observation 
plates used were least selective. Five absorption plates were necessary 
to reduce the light, and together they reduced it to the eight- 
thousandth part. 

The different measuring instruments were calibrated with the help 
of an electrically heated black porcelain body, the temperature of 
which was measured with a Le Chatelier thermo-element. 

The carbon body was used in various states of incandescence, and 
in all cases the differences between the measurements made by the 
various methods remained within the limits of errors of observation. 
The following table gives the results for the highest temperature in 
the order in which they were obtaine<l : — 


AbMt- 1 


Xo. 


lut'‘ 

Temp. 

DO cm 

1 CHI 

O 

c. 

1 

0 VI /i. 

O'" 5 /I O-.'il Ji. 

O'4'i ft. 

1 

Brightness . 

2310 



2294 

2315 

2300 2312 

2320 

2 

Total radiation . 

2325 

1 2317 

23 i5 





3 

Brightness . 

2320 



2307 

2307 

2315 2331 

2339 

4 

Total radiation . 

2330 

2330 

2330 





5 

JIaxiinum energy 

2330 







6 

Brightness . 

2330 



2327) 

2327 

232.' 2339 

2333 

7 

Total radiation . 

2345 

2348 

2339 





8 

Slaximum energy 

2320 








The agreement between results obtained by methods so different is 
a strong confirmation of the laws made use of. 

289. Other Temperature Measurements. — Experiments have also 
been made by several observers in order to determine the laws of 
radiation in the case of bodies which do not fulfil the condition of being 
black radiators. Paschen studied the ratliation of polished platinum 
and of lamp-black, and stated as the result of his experiments that it 
could be represented by the formula 

E=CA-“c 

where a is a constant depending on the nature of the substance. He 
gave the values a = 6’42 and a = 5'o3 for polished platinum and lamp- 
black respectively. If the above formula is true, then Paschen’s results 
imply that the total radiation from these substances is proportional to 
0“"^ the value of the exponent being 5‘42 for platinum and 4'53 for 
lamp-black. 

Lummer and Kurlbaum surrounded the heated body with a box of 
polished platinum having a small aperture opposite which the bolo- 
meter was placed. This constitutes an approximation to the condition 
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of a black body. They found that the total radiation varied as the 
following powers of the temperature — 5 for polished platinum, 4 '5 
for oxide of iron, and nearly 4 for lamp-black and for platinum-black. 
This shows that the two latter substances in a reflecting enclosure 
radiate approximately as black bodies. 

Lummer and Pringsheim investigated the distribution of energy 
in the spectrum of heated platinum, and using the platinum box 
mentioned above, found that the maximum emissive power varied 
as the sixth power of the temperature. This accords with the results 
of Lummer and Kurlbaum for the total radiation, assuming Paschen’s 
equation. Paschen found that A,„6 is constant for polished platinum, 
and this result was confirmed by Lummer and Pringsheim, who gave 
the value 2630 for this constant, A,„ being measured in microns. 

Assuming that the radiation from the following sources is inter- 
mediate between that of platinum and that of a black body, Lummer 
and Pringsheim gave the limits of their temperatures as in the table. 






Electric arc 

0-7 

4200' abs. 

3750° abs. 

Xeriist lamp . 

1-2 

2450 

2200 

Auer lamp 

1-2 

2450 

o 

o 

Incandescent lamp 

1-4 

2100 

1875 

Candle. 

1-5 

1960 

1750 

Argand lamp . 

1 T.5 

1900 

1700 


Violle, by a calorimetric method, evaluated the temperature of the 
electric arc at 3900'" abs. ; Wilson and Gray, by extrapolating the 
curve of emission of copper oxide, found the value 3600° ; Abney and 
Festing gave, for the electric arc, A,„=0'73/i, which, by the method 
given above, corresponds to the limits 4000° and 3600° ; AYanner, by 
prolonging the isochromatic lines for the incandescent lamp, obtained 
the values 3700° for the negative and 3850° for the positive carbon 
of the electric arc. As carbon ajipears to radiate approximately as a 
black body, and as the crater-like form of the positive carbon is a step 
towards the form of a radiating enclosure, it seems probable that most 
of these values are too low, and that the temperature of the electric 
arc may be taken to be somewhat over 4000' absolute, probably as 
much as 3800 C. 

AVe have seen that the value of the constant A,„0 is 2940 for black 
bodies and 2630 for platinum. This indicates that the maximum E„ 
of the emissive power is nearer the luminous part of the spectrum in 
the case of platinum than of a black body, so that the radiation of 
heated platinum appears to be less deficient in short than in long 
waves. This seems to be the case with other substances, for Becquerel 



AKT. 290 MEASUREMENT OF TEMPERATURE BY RADIATION 


591 


found that the light-intensity of glowing bodies does not depend much 
on their nature. This is an argument in favour of the use of the 
photometric method for the measurement of temperature, when the 
conditions of a black body cannot be realised. 

290. Fepy’s Radiation Pyrometer. — The first practical form of 
pyrometer making use of total radiation was invented by F6ry.i 
The instrument is shown in section in Fig. 185. The radiation 
from the hot body is focussed by means of the concave mirror on 
to a sensitive thermo-couple mounted at D ; the electromotive force 

ra=a 




generated by the couple is indicated on a galvanometer connected to 
the terminals BB. 

In a second and later form of the instrument Fery has replaced 
the thermo-couple and galvanometer by a bi-metallic (nickel-steel 
and brass) spiral placed in the focus of the mirror. "When heated, 
the spiral uncoils and carries aii aluminium pointer over a dial 



divided in degrees of temperature, thus dispensing with the 
galvanometer. 

Mr. E. S. Whipple,- in conjunction with Professor Fery, has 
introduced a modification of the radiation pyrometer, in which the 
mirror is focussed on to the inside end of a long closed tube. Fig. 186, 

' ‘‘La iiiesure des temperatures elevi-es et la loi de Stetaii.” C. Fery, Comptes 
Ilrndus de V Aeademie des Sciences, vol. 134, p. 977 ; 1902. 

- “Modern Methods of Measuring Temperature,” Robert S. Whipple, Proceed- 
inijs of the, Institution nr Mechanical Engineers in Cambridge, 29th July 191.3. 
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thus rendering the instruments’ readings independent of the nature 
of the furnace or material into which the tube is placed. This pyro- 
meter is particularly suitable for determining the temperature of 
molten metal in a crucible, the tube being plunged directly into the 
metal. 

291. The Solar Constant.* — The quantity of heat received in one 
minute from the sun at his mean distance from the earth, by one 
square centimetre of a perfectly absorbing surface jiresented normally 
towards the sun, and supposed to be situated just outside our atmo- 
sphere, is known as the solar ronstant. It is very probable that this 
quantity is not in reality constant, for it cannot be assumed that the 
successive portions of the sun’s surface which are presented to us have 
all the same radiating power ; and further, there is reason to believe 
that the heating effect of the sun undergoes a periodical variation 
corresponding to the variation in the area of sun-spots, the period 
being roughly about 35 years. 

The method usually adopted for finding the value of the solar 
constant is to find the rate at which heat is received at the earth’s 
surface during successive periods of the same day. The thickness of 
atmosphere traversed may be then taken to be jiroportional to the 
secant of the sun's zenith distance. Applying then Biot’s formula for 
the intensity V of radiation transmitted through a thickness t of a 
medium whose coefficient of absorption is /.', we have 

where I is the intensity of the incident beam. As we do not know k, 
and as t refers to thicknesses of varying density, it will be convenient 
to write this equation 

.S = .SV<'— ...... fi) 

where S is tl^e solar constant and S' the fraction transmitted by the 
atmospheie, a a constant called the ItoitstDissioH not vet 

determined, and : the sun s zenith distance, t being proportional to 
ser If now we give to a such a value as will make S constant for 

all the observations, then we may take this as the true value of a. 
The formula then gives S. 

There are many objections to this method. In the first place, a 
large number of rays of very short wave-length are probably rompletely 
absorbed by the upper layers of the air, and no allowance for these is 
possible. Again, the rays have to pass through a proportionately 

> See tlie Report by J[. A. Crova, Itiij, ports prisentis an Cowjris Intel national de 
Physique, vol. iii. 1>. -^53 ; 1900. 
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greater thickness of the lower layers when the incidence is veiy oblique, 
owing to the earth’s curvature ; also, the v'arying amount of reflection 
from the different layers is unknown. To eliminate as far as possible the 
errors due to atmospheric absorption, it is advisable (a) to select those 
series of experiments which have been performed on the most favourable 
days, and (h) to carry out the observations at as high an altitude as pos- 
sible. The best days for experiment are not always those which appear 
best to the eye. Grenerally speaking, the days on which the sky is bluest 
and scatters the greatest amount of polarised light are the most favour- 
able. On this account the cyanonieter and polarimeter are of great use in 
forming an opinion. M. Crova found that, at Montpellier, only four or 
five days in the year were fully satisfactory. If the ground is at all 
moist, the best time for observing is before noon. Towards noon the 
observed radiation falls oil', owing to the air becoming charged with 
moisture by evaporation. If the soil is very dry the observations are 
liable to be affected by hot currents arising from the heated ground. It 
is obviously difficult to carry out an experiment at a high altitude and 
at the same time to secure a favourable day. M. Crova performed a 
number of experiments on Mont Ventoux and some on Mont Blanc. 

Besides the formula above given, many others have been suggested; 
some of these are based on a calculation of the mass of air traversed, 
and when applied to the observations obtained on those days on which 
the observed heating-effect is a maximum, give very consistent values 
for the solar constant at various hours of the day. 

The instruments used to measure the rate at which heat is received 
at the earth’s surface are called actinometers or pyroheliometers. 
These are small calorimetric apparatus, blackened externally, and ex- 
posed alternately in the sunshine and in shade. If the air is not 
perfectly calm, it is necessary to enclose them in a sheltering envelope. 
The temperature is measured by a thermo-electric junfttion. It is 
advisable to allow the temperature to rise only a little above that of 
the surrounding air, as Newton’s law can then be used for the cooling 
correction. Since only small differences of temperature are observed, 
these can be estimated to nearly O ’OOl C. The heat-capacity of the 
blackened body being known, the heat received per minute is deter- 
mined from the rate of rise of temperature. One of the best forms 
of instruments of this type is the Angstrom pyroheliometer.* The 
principle employed is simple. Two thin metal strips - (20 mm. long, 

' R. S, tVhippIe, “ Instruments for the Measurement of Solar Radiation,” Trans- 
actions of the Optical Svcictij, London. 1915. A full description of the various 
instruments used in measuring solar radiation will be found in this paper. 

- As originally constructed by Angstrom the strips were of platinum, but 

2q 
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1’5 mm. wide, and '02 mm. thick) are alternately exposed to the 
radiation to be measured. When one strip is being heated by the 
radiation falling upon it, the other strip, which although shielded is 
close to the exposed strip, is heated to the same temperature by an 
electric current passing through it. Equality of temperature is 
indicated by a sensitive galvanometer connected to a jrair of copper- 
constantan thermo-junctions, attached to the back of the receiving 
strips, but insulated from them by thin silk paper and shellac varnish. 

It is then assumed that the energy expended in the electrically 
heated strip is equal to the radiant energy absorbed by the exposed 
strip. 

The amount of energy absorbed by each particular instrument 
depends on three factors, which must be accurately known, viz. the 
width and resistance of the strips and the coefficient of absorption of 
the smoke-black film on the strips.’^ 

Knowing these values, the absolute value of the radiation may be 
determined. 

The radiated energy absorbed by unit length of the strips = qo.h, 
where 

7 = tlie radiation in C.G.S. units, 
o = the coeHifient of absorption, 0'98, 

// = the width oftlie .strip in centimetres. 

Again, if i be the intensity of the current and r the resistance of 
unit length, then the electrical power used to balance the radiated 
energy is ri- watts. 

Accordingly 

qnh — ri- am] « = • 

^ ob 

This formula gives the strength of the radiation in watts per 
sq. cm. 

Fig. ISi*- shows a section of Abbott and Fowle’s absolute 
pyrheliometer, which is composed of a black-body receiver combined 
with a flow calorimeter, the chief innovation being the adoption of a 
hollow absorbing chamber to receive the solar rays. Such a chamber 
has approximately the properties of a perfect black body, and is 
almost a perfect absorber.** Consequently no correction is needed 
for the reflection of rays from the receiving surface. 

Callendar having shown that the tem|)eratiire coefficient of this metal was a serious 
source of error, strips ot maiiganin are now employed. 

* The absorption coefficient is generally given at 98 per cent in a new instru- 
ment— the evidence seems to show that the black deteriorates in time, the absorp- 
tion coefficient becoming smaller, 

•- Annals of the Astrophys. Obs. of the .Smithsonian Institution, vol. ii. p. 40. 

■■ R. S. AVliipple, loc. cit. ]>. .'>1. 
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AA is a cbamber of about 3 '5 cm. inside diameter, whose walls 
are bollow, and adapted for tbe circulation of a stream of water. 
Tbe stream enters at E and batbes the walls and rear of the chamber 
and the cone-shaped receiver of rays H, and passes off at F, carrying 
away the heat developed by the solar rays which entered the chamber 
by the measured orifice C. At Dj and D., are platinum coils adapted 
to measure the rise of temperature of the water due to the heating. 
The vestibule BB through which the rays pass is bathed by the 
outflowing water which escapes at F. The water flows in a spiral 



Fijr. 1^7. — Wat^'i^tiow i>yrh^*liometf*r. 


channel round and round the vestibule B, so that it is effectually 
kept at a constant temperature. The circulation of the inflowing 
water in the walls of the chamber A A is also effected by means of 
a spiral channel cut from the front to the back, thence by a spiral of 
decreasing radius down to the centre of the back of the chamber, 
then by a spiral on the cone-shaped piece H until it emerges into 
the tube which leads to D.,. In order to prevent outside temperature 
influences from vitiating the observation, the whole apparatus is 
enclosed in the Dewar vacuum flask KK, and to prevent the breakage 
of the flask it is enclosed in a brass tubular receptacle. Eeference 
should be made to the original paper for information as to the con- 
struction of the resistance thermometer coils, the method of maintain- 
ing the water flow constant, etc. On the back of the receiving-cone 
H, a coil of manganin wire is wound, forming a heating coil by means of 
which a definite quantity of electrical energy can be dissipated in 
the instrument. In this way a direct comparison may be made be- 
tween the temjierature rise in the outflowing water caused by solar 
radiation and that caused by a known quantity of electrical energy. 

Besides these, recording actinometers are also used. In these the 
blackened thermo-electric junction is continuously exposed to the sun 
and has a very small heat-capacity, so that it can take up a tempera- 
ture of equilibrium very rapidly. A continuous record of the change 
of temperature is given by allowing the spot of light from the galvano- 
meter mirror to fall on a uniformly moving strip of photographic 
paper or similar device. These instruments must be standardised by 
comparison with one of the former kind. 
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The results of observation vary a good deal. Violle obtained 
2 ’5 calories on Mont Blanc; Langley 3 calories on Mount AVhitney ; 
Savelief 2'81 and 3'4 calories at Kief. The latter figure was got under 
especially favourable circumstances, the ground being covered thickly 
with snow, while the maximum temperature during the day was 
- 18^^ C. ; the air was consequentlj^ very clear and free from moisture. 
Angstrom, introducing into his calculation a term to correct for 
absorption of carbon dioxide, obtained 4 calories at Ixelo ; Houdaille 
2’9 calories on Mont Ventoux; and Hansky 3‘0 and 3'4 calories on 
Mont Blanc. Several of these observers used a form of instrument 
designed by M. Crova. The latter physicist obtained values as high 
as 1'6 and 1’7 calories at Montpellier, without allowing for atmo- 
spheric absorption ; the solar constant must be greater than this, and 
he was of opinion that it is not less than 3 calories per square centi- 
metre per minute. This estimate is now regarded as much too high, 
the most approved value being that obtained for the period 1904-9 
hy C. G. Abbott,' Director of the Astrophysical Observatory, 
Smithsonian Institution, Washington, viz. 1-925 calories per square 
centimetre per minute. 

A solar calorimeter in the form of an appro.ximatelv parabolic 
bowl-shaped reflector was used in Egypt in 1882 bv Mr. J. Y. 
Buchanan.- A blackened silver tube containing water was fixed in 
the position of the axis of the concave reflector, and within this was 
another tube projecting about 16 inches from the reflector; this was 
surrounded by a condenser, and the rate of distillation was measured. 
The result obtained on a hot calm day was only 0-89 calorie. This 
number is interesting as representing an amount of heat which is 
practically available for boiling water, but it is obviously too low for a 
theoretical result. No correction was made for the heat required to 
raise the water to the boiling-point, as the water was supplied from the 
top of the condenser which was at the boiling-point. An appreciable 
fraction of the radiation must have been lost owing to imperfect 
reflection, and this does not appear to have been allowed for. There 
was also a considerable amount of fine dust in the atmosphere, althoimh 
the air appeared clear. 

292. Effective Temperature of the Sun. '—The temperature which 

> Aniwls of the Astrophys. Ols. of the Sinithsomnn Institution, vol. iii. i>. 166 
1910 ; AV«/-r, June 1911. ’ ' -l" ’ 

- Camb. Phil. tioc. Proe. vol. xi. part 1, p. 38, 1900 ; Katurc, vol Ixiii 
p. 548, 1901. 

2 See a paper b\’ J. H. Poynting. Pint. Trans, vol. ueii. A. p. 525, 1903. Prof. 
Poyntiiig pretei> to use the lerm “full radiator" instead of “ Ijlaek body,'’ o\vin<' 
to the incongruity in applying the latter expression to luminous bodies. 
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must be assigned to the sun in order that his total radiation should 
have its actual value, on the assumption that he radiates as a black 
body, is called the effective temperature of the sun. If we know the 
value of the solar constant S, we can calculate his temperature. Let 
R be the radiation per square centimetre at the sun’s surface, s his 
radius, and r the distance of the earth, then the total radiation over 
the sun’s surface is 4?rs-R, and this must be equal to the radiation 
■twr-S over a sphere of radius r with the sun as centre ; therefore 


t = -?.s= ys = 46,000 S. 

S“ \4-oxl0'/ 


Prof. Poynting considers, for a reason that will be explained presently, 
that the best of the various values given for S is 2'5 calories, as de- 
duced by Wilson and Gray from Rosetti’s calculations. This gives 

R = 4t5,OOOxOT75x I0' = 0-S05x 10". 


On putting, in accordance with Stefan’s law, 

R = (THh 

and adopting Kurlbaum’s value for <t, namely, 5’32 x lO"-'', we get 

D = 6200' absolute 


as a probable value for the sun’s temperature. 

Wilson compared the radiation from the sun with that from a 
black body, and assuming the same percentage absorption in the 
atmosphere, deduced as the result of his experiments, 

t) — oT”'-) ill's. 

Somewhat higher values have been obtained by other observers. 
C. G. Abbott estimates the temperature at 5840 absolute. 

Prof. Poynting calculates the temperature of a planet in tempera- 
ture equilibrium at the distance of the earth from the sun, and, 
comparing the result with the actual mean temperature of the earth, 
uses it to discriminate between the various numbers given for the solar 
constant. As, according to Langley, the moon reflects about of the 
radiation received, it is not likely that the earth reflects more than 
as the atmosphere increases the absorbing power. If the earth reflects 
less than this, it will not make much difference in the result of the 
calculation, as the value arrived at for the temperature depends on 
the fourth root of the absorptive power, and i/0'9 = 0-974, which is not 
much less than unity. 

The following assumptions are made to simplify the calculation. 
The planet is supposed to be rotating about an axis perpendicular to 
the plane of its orbit. This will make the temperature of the poles 



598 


THEORY OF HEAT 


CHAP. VI 


too low and that of the equator too high, and thus give a mean 
temperature which is a little too low, but the difference may be 
neglected for our purpose. It is also assumed that the effect of the 
atmosphere is to keep the tennierature constant day and night in any 
given latitude, which is approximately true for the earth. It is 
further assumed that no conduction of heat takes place from one 
latitude to another, and that the surface and the atmosphere over it 
at any point have one effective temperature as a full radiator. Making 
these suppositions, let us consider a band of 
the surface between latitudes X and A + (/A. 
The area receiving heat from the sun at any 
instant, if projected normally to the stream 
of solar radiation, is (Fig. 188) 

'2r CO', \ . /v/\ cos \ — cos- \c(\. 

where r is the radius of the planet. The 
amount' of energy absorbed per second by this 
band is, if S is the solar constant, and a the 
absorptive power, 
cS . lie- CO'.- ,V/,\. 

But the band all round the globe is radiating equally, so that the 
radiating area is 

'2irr CO', \ . /v/\ = 2^/’- co" \(/\ : 



Vv-. 188. 


and as, on the assumption of temperature equilibrium, all the heat 
received by this area is radiated by it again, wo have, as the radiation 
per square centimetre, 

f/S . 2/-' cos,- \d\ _oS CO" X 
2irr- cos \d\ tt 


If the effective temperature for this latitude is 0.^, then, applying 
Stefan’s law, 

^4 ‘ O'. \ 


and the average temperature over the globe, being the same as for 
one hemisphere, is 



27r/- coi \d\ 


II 

■ ni: 


s bv/,\ 






Evaluating this expression, we get 


H=:2y0 abbolute. 
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This is about the mean temperature of the earth’s surface, and 
hence Prof. Poynting adopts the value of S which leads to this result, 
in preference to other values which give higher temperatures. It 
should be remembered, however, that we have assumed Htefan’s law 
for the earth’s radiation. We have also further assumed that the 
earth is radiating energy at the same rate as it receives it, i.e. that 
its surface is in temperature equilibrium with the sun’s radiation. 
The surface of the earth must be at a somewhat higher temperature 
than this, since it is continually receiving heat from the interior. 
Prof. Joly 1 calculates that the amount of heat coming to the surface 
is about 0 000075 of a calorie per sq. cm. per minute. 

However, if we regard the assumptions as approximately true, 
and if we suppose the planets to be in a state of similar temperature 
equilibrium, then we may calculate their mean temperatures by the 
simple formula 

/>v 

H. V 

where 0^ is the temperature of the planet, and /p its distance from the 
sun. Be and being corresponding quantities for the earth. For the 
temperature is proportional to the fourth root of the radiation, and 
the radiation is inversely proportional to the square of the distance 
from the sun. Prof. Poynting gives 69° C. as the mean temperature of 
Venus determined in this way, and the temperature of Mars as being 
near the freezing-point of mercury. The corresponding figure for 
Neptune is about - 1200° C. Langley calculated that the surface of 
the full moon is only a few degrees above the freezing-point of water ; 
Poynting, however, gives a higher estimate. 


Examph' 

1. Find the temperature of equilibrium of a perfectly black disc exposed 
normally to the sun's rays at the distance of the earth ; supposing that it has a 
non-conducting backing, so that it can radiate only to a hemisphere of space. 

{Let •-/',< and be the densities of the sun’s radiant energy at liis surface and at 
the distance of the earth, r the radius of the sun, R the distance of the earth, and 
0, the etfective temperature of the sun, then 

h= 

'^s K' 

For equilibrium, tlie disc must be emitting energy at the same rate as it receives it, 
therefore the density of the emitted energy in the immediate neighbourhood of the 
disc is ypr (neglecting tlie falliug-otf at the edges of the disc). This shows that the 


^ ltddunu’t n'ity and ^ievloyif, p. 7f>. 


Tempera- 
tures of 
planets. 
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temperature of tlie disc does not depend on wliether tlie incident radiation is directed 
or diffused. We may therefore apjily Stefan’s law, and put, if is the rec[uired 
temiierature, 


a 

O, 




\^R' 


If we a'^sunie 0s = 6’2OO% y^iSO.OOO miles, R = 93,000,000 iiiiles, this gives 
B„=^422 abs.= 149^0. 

If we supposed the disc to radiate on both sides, we should have to put for y,.. 
so tliat the result would he di\ided hy or H,.=r81'^ C ] ] 
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CONDUCTION 

SECTION I 

ON THE CONDUCTIVITY OF SOLIDS 

293. Preliminary Considerations. — One of the three processes by 
which heat is transferred from one body to another, or from one part 
of a body to another, is termed conduction ; the other two have been 
considered already, and are known as convection and radiation. In 
the case of radiation the propagation takes place with the velocity 
of light, and, except in the case of absorbing media, when radiant 
energy is transmitted through any body, it leaves the intermediate 
parts apparently unaffected. 

The propagation of heat by conduction, on the other hand, is 
comparatively a very slow process, and the heat, in travelling through 
a body by this method, increases the temperature of the intermediate 
parts, and remains partly lodged in them, at least until a stationary 
condition is attained. When one end of a metal rod is placed in a 
lamp-flame, a gradual rise of temperature is noticed along the bar, 
the jiarts nearest the flame being warmer than those more remote. 
For some time the temperature at each point of the bar gradually 
increases, but ultimately a stationary condition is reached, and the 
temperature at each point remains permanently the same. In this 
stationary state, however, there is still a flow of heat along the rod, 
and the temperature has become steady, merely because the heat is 
radiated from the surface of the rod as fast as it is supplied at the end. 

The process of conduction is usually regarded as essentially dift’erent 
from that of radiation, and it is sometimes described as the passage of 
heat from one body to another, or from one p.rrt of a body to another, 
“by contact, ’ so that the heat passes from one layer to another while 
the matter remains at rest. This mode of passage might be intelligible 

tiOl 
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if heat were regarded as a fluid, but from any other point of view it 
is without meaning. In the process of radiation heat is propagated 
as a free-wave motion in the ether, but in the process of conduction 
the action of the matter through which the heat travels becomes of 
prime importance. Each molecule as it becomes heated may affect 
those around it, either by direct radiation or by forcing into vibra- 
tion those with which it may come into contact. On consideration, 
therefore, it will appear that no entirely new process is essentially 
involved in the conduction of heat, but that all equalisation of tem- 
perature may be effected either by convection or by a process of 
intermolecular radiation and absorption. 

Let us return to the molecular theory, and assimilate the molecules 
of a body to tuning-forks, or other vibrating systems, each having one 
or more definite periods of vibration, and, bearing in mind what has 
been already stated in Art. 2o0, let us consider the propagation of 
heat along a bar heated at one end. For greater clearness let us 
suppose that the end of the bar is heated by being placed very close 
to a hot radiating surface, such as a white-hot metal ball, and let the 
molecules of the bar be supposed free to vibrate independently — 
that is, spaced in the ether so that they may vibrate freely. The 
ball is then to be i egarded merely as a source of waves in the ether, 
which, when emitted, fall upon the end of the bar. These waves are 
at first chiefly used up in setting in vibration a thin layer of molecules 
at the end of the bar. This layer (which we may say is a few millions 
of molecules deep) absorbs the waves at first almost completely, and 
protects those behind from disturl)ance. Very soon, however, the 
front molecules are set in active vibration, and become sources of 
disturbance themselves, radiating waves in the ether, so that new 
molecules in the rear begin to be set in motion, and the disturbance 
is thus gradually propagated along the bar by a process of absorption 
and subsequent radiation (by the molecules) of the waves from the 
source of heat.* 

So far we have no contact considerations whatever, the whole 
process is simply the jiropagation of wave motion through an absorb- 
ing system. Of course the molecules may be in contact, at least 
some of them may, and jangling may take place, so that when one 
molecule is disturbed it forces the vibrations of others close to it. 
The supposition of actual contact is, however, not absolutely necessary 
to the intelligible explanation of the phenomenon, as will perhaps be 
more clear from the following illustration. 

Let us suppose that a vast number of boats are moored in a 
* Set* Art. -jO I for I Crude’s theory oj lieat conduction. 
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large harbour, and let each boat Hoating on the water correspond to 
a molecule of matter in the ether. Xow let a storm arise at some 
distance out at sea, and let the waves travelling to shore approach 
the harbour, and be of such a period that the boats absorb them and 
are thus set vibrating. The first waves which arrive will be almost 
entirely absorbed by the front row of boats, so that those nearer land 
are quite protected from disturbance. After a little, however, the 
front ranks are in violent oscillation, and cease to absorb any sensible 
fraction of the waves which fall upon tliem ; or, regarded from the 
other point of view, they radiate as much as they absorb. The 
waves are now able to penetrate farther, and gradually reach the 
boats in the rear, so that the disturbance is thus gradually candurteil 
through the whole system. 

The propagation of a disturbance in this manner would be expected 
to be a fairly slow process, such as we actually observe in nature, 
the rate of propagation being determined by the rate at which the 
waves are absorbed by the molecules and by the molecular capacities 
— that is, hy the whole period of absorption of any molecule, or 
the interval of time between the commencement of al>sorption by a 
molecule, and the stage at which it radiates as much as it absorbs. 
This interval will, of course, depend on the nature of the molecules, 
and the conductivity may be expected to vary considerably in difterent 
substances.! The simplest experiments show us that different bodies 
vary enormously in conducting powers. For example, a silver spoon 
placed in a cup of hot tea soon becomes heated throughout its length, 
while a glass rod placed in the same cup will scarcely ever show any 
perceptible increase of temperature at its farther end ; but although 
we have substances like glass which are bad conductors of heat, vet 
we have no non-conductors of heat as we have non-conductors of 
electricity. This is a serious disadvantage, and is much felt in almost 
every department of practical life. 

Cojip.iRisoN OF Conductivities 

294. Ingen-Hausz's Experiment. — One of the earliest methods of 
comparing the conductivities of different bodies for heat was suggested 
by Franklin, and the comparison was carried out hy Ingen-Hausz.! 

‘ Pictut .suppobed tliat lieat aseeiids in a solid more rapidly than it descends, but 
the observations whicli led him to this 0 ]>iiiion were probably influenced in a con- 
siderable degree by upward air currents. For even in the so-called vacuum of an 
air-pump sufiicient air remains to explain his experiments. Ascending currents are 
produced in the neighbourhood of tlie hot body, and for this reason cold air con- 
tinually approaches its lower parts, .so that the heat is carried upwards. 

“ Ingeu-Hausz (Jeaig: “ Sur les metaux vomme condueteurs de la chaleur," 
Jmirn. dc Phys. tom. xxxiv. ]ip. 6S, 3S0 : 17S9. 
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Bars of the various substances were prepared and coated with bees- 
wax. Their ends were then immersed in a bath A of hot oil 
(Fig. 189), and after standing some time it was observed that the 
wax was melted off the different bars to different lengths. On some 
of the bars the wax is melted off more rapidly, and on some to 
greater distances, than on others, but it does not hold that those 

from which the wax is melted most 
rapidly at first are those from which 
it will be furthest melted on prolonged 
immersion. If all the bars had the 
same conducting power — that is, allowed 
the same flow of heat per unit time — 
then when the wax is melting the 
temperature at any point of the bar 
will be less the greater the specific 
heat, so that on those of the lowest 
specific heat the wax will melt most rajiidly ; but on prolonged im- 
mersion the temperature of the bar reaches a permanent state, and all 
the heat which enters it by conduction leaves it by radiation. 

It has been demonstrated by Professor Tyndall that the tempera- 
ture wave travels faster in bismuth than in iron, though the conductivity 
of bismuth is much less than that of iron. The specific heat becomes 
of no account when the stationary state is attained, and the length 
of wax melted will be greater as the conductivity is greater. The 
length melted off when the permanent state is arrived at will not, 
however, be in the simple ratio of the conductivities, but if the bars 
have the same cross-section and the same coefficients of emission, we 
shall show further on that the conductivities k and k' of any two on 
which the lengths ultimately melted off are / and /' are related by the 
equation 

’• -I: 

/. ' r-p 

To secure the same coefficient of emission the bars mav be electro- 
plated and polished. The rate of melting of the wax on any bar 
measures the rate at which a wave of temperature travels along it, 
but this is not the conductivity. The relative conductivities are 
determined alone from the lengths melted off when the permanent 
stone is arrived at. 

Another form of the experiment consists in attaching small pellets 
to the lower sides of the bars by means of wax. The temperature at 
which the wax is sufficiently softened to allow the pellets to fall off 
travels along the bars at different rates, but if the balls be equally 



Fig. 169.— Ingen-HauszS Experiment. 
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spaced the conductivities will be as the squares of the numbers of balls 
melted off when the permanent state is attained. 

Eectilineae Flow of Heat — Conduction through an 
Infinite Wall 

295. Precise Definition of Conductivity. — The first to give a 
thoroughly scientific definition of conducting power was Fourier, who, 
in his Thiorie anah/tiquf iJ/' la rJialeiir (ISI12), treated the subject of the 
propagation of heat with a power and completeness which left little 
room for extension or improvement, and suggested or rendered possible 
almost all later developments.^ 

In order to obtain an exact notion of conduction, let us consider 
the case of a plane lamina or wall, with parallel faces, one of which is 
kept at a fixed temperature 6^j, while the other is maintained at f^.,. 
Jlere there will be established a permanent state and a uniform How 
of heat from the hotter to the colder face, and the temperature may 
be taken to fall uniformly from 6^ at one face to at the other, if 
the wall be throughout of the same material, and if the conducting 
power does not depend on the temperature. Hence, if we consider 
any plane drawn in the wall parallel to the faces, it is clear that the 
same quantity of heat will pass across every such plane f)er second 
when the permanent state is established. 

In estimating this quantity of heat the first principle that we 
make use of is, that the quantity of heat which Hows through such a 
wall is directly proportional to the difference of temperature {0^ - (f.,) 
of its faces. This we may regard as established by experiment. 
From this it will follow that for walls of the same substance and of 
different thicknesses, whose faces have the same temperature difference 
(dj - 0.,), the How will be in the inverse ratio of the thickness. For 
since the difference of temperature between the faces is the same for 
all the walls, then the fall per unit thickness is inversely as the thick- 
ness, and consequently the How through a plate of unit thickness 
of any wall, which is the same as the How through the wall, will 
be inversely as the thickness of the wall. Further, the quantity of 
heat which flows through an area A of such a wall in a time t will 
be proportional to A and also to t. We consequently have for the 
quantity which flows through a plate of area A and thickness e in 
a time t — 

* With respect to Fourier s work. Professor Tait say.s : “Its exquisite’)}' original 
metliods have been the source of inspiration of some ol the gi eatest mathematicians : 
and the mere application of one of its simplest portions to the conduction of 
electricit}! has made the name of Ohm famous.” 
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The coefficient K is a quantity depending on the nature of the sub- 
stance, and is called the ronducfivifi/ of the substance. Taking the 
case of a wall of unit thickness, with unit difference of temperature 
between its faces, we find that the conductivity K is nurneriralhj eqtiiil 
to the quantity of heat uchirh flows per unit time through unit area of a plate 
of unit thickness, haring unit difference of temperature between its faces. 

If we suppose the lamina to have an infinitely small thickness dx 
and an infinitely small temperatui-e difference dO between its faces, 
the quantity of heat which Hows through it in a small time dt will be 


0.~{lt + </8) ,, ,/tI 

(>=:lvA 

ifd: 


The ipiantity iWuh i.s the gradient of temperature at any point — that is, 
the change of temperature per unit thickness — and the above expres- 
sion for Q, which is of fundamental importance in the theory of 




conduction, expresses that the How through unit area jier unit time 
is equal to the conductivity K multiplied by the temperature gradient. 

We have so far considered the substance homogeneous that is 

that each laj ei of the wall possesses the same conducting power so 
that the temperature falls uniformly from one face to the other, and 
the temperature gradient is uniform. The curve representiim the 
relation between the temperature d at any point and the distance x of 
the point from one face will therefoie be a right line (Fig 190) 

0 = 1, I,,-. 

The constants a and b are easily determined, for wffien x = 0 we have 
= therefore a = d^; and when .r = c we have 6 = therefore 
0,, = 0^ + he or h = {0., - 0j) c. The temiierature at any poiat of the 
wall is consequently 
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If, however, the various layers of the wall have ditfereiit conductivities 
the temperature gradient will not be uniform, and the relation between 
0 and X will not be linear. When the conductivity is good the slope 
of temperature will be small, but the reverse will hold when the con- 
ductivity is bad. Fig. 191 would represent the temperature curve for 
a wall in which the conductivity gradually improved from the face 6^ 
to the face 0.^. Something like this may actually hold in nature, for 
the quantity K, instead of being a constant for a given kind of matter, 
will in general depend upon its physical state as regards temperature 
and pressure. We know that electrical conductivity diminishes as the 
temperature rises, and the evidence as to thermal conductivity points 
in the same direction. In general, those substances which are the 
best conductors of electricity are also the best conductors of heat, and 
anything which affects one may also influence the other. In the case 
of the wall considered above, the temperatures of the layers near the 
face 6] are higher than those near the face 0., ; consequently, if the 
conductivity at high is less than at low temperatures, the slope of 
temperature will be steeper near the face 0j than near the face 0,. 

In all such cases, however, when the steady state is established, 
the quantity of heat which passes each layer is the same, and we 
have therefore 


K-.--- 


constant. 


Hence if K be given as a function of x and 0, the above differential 
equation determines the form of the temperature curve and the gradient 
at each point of the wall. 

Ex. 1. If K varies as 6, then— 

0 - = ff .4- + 

and the temperature curve is consequently a parabola. 

Ex. 2. If K varies inyeisely as .r, we have 

and the temperature curve is again a parabola. 

Ex. *3. If K is proportional to .<*, A\e have 

/ I 7 

0 — I — —a loi^ .> -i- 0, 


:t'=Ac 


and the temperature curve is consequently logarithmic. 

296. Steady Flow of Heat through a Long Bar. — Let us now 
consider the case of a long bar heated steadily at one end. For some 
time after the fir.st application of heat at the end the temperature at 
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each point of the bar will gradually rise, but ultimately each point 
will acquire a stationary temperature and a steady flow will take place 
along the bar. Theoretically it would require an infinite time to reach 
this steady state, but it is practically attained in a comparatively short 
time, depending on the nature of the bar. Supposing this stage to 
have been attained, let 0 be the temperature of the surface at a dis- 
tance X from the hot end, measured along the axis of the bar. Then 
if we suppose the temperature gradient to be uniform over the cross- 
section A of the bar at this point, or if its mean value over the section 
be ddjdx, the flow of heat per unit time across this section will be 


But the temperature at an adjacent point, x + (>x, will be ty -f 
since dd!dx is the rate at which the temperature rises along the bar, 
and this multiplied by will be the rise of temperature in passing 
from the point x to x -t- eh:, if Sx be taken so small that the temperature 
gradient is sensibly constant between the two points. Hence the flow 
of heat across the section at the point x ^ 6x will be 


-KA 






and consequently the excess of what flows in at one face of the element 
over what flows out at the other will be 


Aow, in the steady state this excess must be entirely radiated 
from the surface of the element, and denoting the perimeter of the bar 
by p, the area of this surface is p8x, so that if 6 be measured from the 
temperature of the surrounding medium — that is, if 0 is the excess of 
the temperature of the surface of the element over that of the sur- 
rounding medium, the heat radiated by the element will be ^p0&x, 
assuming Newton’s law, where E is the surface emissivity of the bar. 
Hence in the steady state we have ' 


■ This equation may also be written in the form 

dx- dt 

wliere - ddjdl is what Forhe- termed the statical rate of cooling— that is the rate at 
which tlie element would cool if isolated from the rest of the bar, and where 

c is the thermal capacity of the substance per unit volume. For if we consider the 
element isolated and to lose heat by its surface pdx only, then the rate of loss is by 
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rpe 

ka^=em 


,PB .. 


where for brevity we have written 



It may be easily verified by substitution that the solution of this 
equation is 

where M and N are constants to be determined by the conditions of 
the problem. 

Cor. Imjen-Hausz’s Expcrimetit. — In this case the wax is melted olf 
a bar to a distance /, and the temperature here is the melting-point 
of the wax. We also suppose that the bars are very long, so that 
their extremities are at the temperature of the surrounding medium ; 
in this case we have the excess d=0, when x= co , therefore 

0 = M('e» f-Ne-'''“ = M<-e" 

consequently 

.M = 0. 

But when .r = 0 the excess of temperature is that of the source 
therefore 

0„=N, 

and therefore we have in general for the excess of temperature 0, at 
any distance x, 

Now if on any bar a length of the wax is melted off, we have 

where tlj is the melting-point of the wax, measured from the tempera- 
ture of the surrounding medium, and hence 

(I). 


Newton’s law, Init tins must be counterbalanced by a fall of temperature, so 

that if the rate of fall of temperature of the element be - (Iffitfl we have 


so that 


tid 

Kp0Sx= — 



de 


therefore, etc.— See further, I’/id. Mag., March 1879. pp. 198, 251, Dr. 0. J. Lodge. 
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Xoiv for all the bars and 6^ are the same, therefore if the wax is 
melted off to distances fj, Ly /g, etc., we have 

m/i = • ■ ■ constant. 

For any two bars we have consequently 

Hi’ 

or 

Eoy>2_,_Ei?n 

■ K^Ag ■ K,Ai' 

Hence if the bars have the same cross-section, perimeter, and coeffi- 
cient of emission, we shall have 


or 




Ki lv. 

7^-7} 


K, 


Ic 


297. Comparison of Conductivities by Means of Three Tempera- 
tures at Equal Distances. — Let the temperatures of the bar (Fig. 192) 
at distances x, x + a, x+ '2n, be flj, ff.,, 0^ then we have 

6^ = Me'* ' + Xr-f* ' =n -t h, suppose. 

e., = ' +“) = 

0 . +•-») +2a) = „(,2Ma ^ 


Eliminating n and h from these equations we have 


or 


S, ft, 0 ., 

1 .- 0 , 
1 t-M« ,.-2na 


rtP (■'"* - 1’-““) - ft,| (•-P“ - 4. d , _ Q 


Dividing by - c we have 


that is 


«i - ft/ e"" 4- <-“* ! + ft. = 0, 


+ 1 = 0, 


Denoting hy '2)t we have the quadratic 


or 


c-p® - -L 1 — 0, 

1 , 


the positive sign being taken with the radical, because in the experi- 
ment of Art. 298, - Wg i,. greater than 20^ and . is greate.- than 
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unity, therefore n - 'J - 1 is less than unity. But is greater 
than unity, hence we have finally 

/na = log (it+ - 1', 

and for two bars of the same perimeter, section, and coeflScient of 
emission we have, taking a the same in both — 

/K, log Ovf - 1 ) 

\ Kj log (rt, + * 1 ) 

Hence,* by reading the temperatures of three thermometers placed at 



Fig. 1‘'2. 


equal distances from each other in bars of various substances, their 
conductivities may be compared — that is, the specific or relative 
conductivity of any bar may be obtained, but the absolute conductivity 
as defined in Art. 29-5 remains still unknown. 

298. Desppetz’s Experiments. — The principles of the foregoing 
article were made use of by Despretz - in a series of experiments on 
the relative conductivities of bars of various metals. The bar under 
experiment was heated at one end by a steady lamp, and the tempera- 
tures at various points of the bar were determined by means of 
thermometer's which were inserted in small holes sunk into the axis 
of the bar (Fig. 192). The thermometers are brought into intimate 
contact with the bai by having their bulbs surrounded by a little 

^ This e(piation suggests a method of comparing the emissivities of the surface 
of a bar when coated with ditt'erent substances, or when in different states of polish. 
For when n, a:id are determined for the same bar in two diffeient surface con- 
ditions, we know the ratio of Mi to m-j— that is, of E, to R,. 

- Despretz, .hut. dr Chimir r! dr Pliiisir/tir^ 2® ser.. tom. xix. p, 97. 18'22 : and 
tom. xxxvi. p. 422, 1827. 
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mercury, or in the case of high temperatures by a fusible alloy, placed 
in the holes into which they are inserted. By this means the tempera- 
ture curve along the entire length of the bar can be plotted, and this 
curve, if the principles assumed in Art. 296 are accurately fulfilled, 
should be logarithmic. The conditions assumed in the theory are, 
however, only approximately fulfilled in practice, and the curve is 
found on trial to be only approximately logarithmic. The logarithmic 
curve between any two points is found to lie above the experimental 
curve, so that the latter has a greater sag towards the bar than the 
former. 

In order to compare the conductivities of two bars by the method 
of the foregoing article it is necessary that they should have the same 
surface emissivity, and this may be secured, at least approximately, 
by coating them with lamp-black, or a black varnish, or by electro- 
plating, or more simply by covering them with white paper pasted on. 
If, in addition, the cross-sections and perimeters of the bars under 
comparison be the same, the conductivities of any pair are compared 
by the formula 

V"-/ - 1) 

\ log (»,-!- ])’ 

where, if are the temperature e.xcesses registered by three 

equidistant thermometers, then 2h = ( 0 ^ + 0 .^) 0 .,. Despretz verified the 
theoretic deduction of the foregoing article, viz. that the temperature 
excesses of a series of equidistant thermometers along the same bar 
were related, by the equations 

ff., 0., 

Objections have been raised to this method of experiment on the 
ground that the thermometer holes sunk in the bar introduce a dis- 
continuity into the material, which alters both the distribution of 
temperature and the flow of heat. The error introduced in this 
manner will, however, be inappreciable if the widths of the cavities 
be fairly small compared with the diameter of the bar. For example, 
a cavity 2 mm. wide cannot produce any sensible effect on the flow of 
heat through a bar from 1 to 2 centimetre.s thick, especially when the 
cavities are filled up with a fluid metal. 

In order to secure the same surface emissivity Despretz coated the 
bars with lamp-black, but this so increased the emissivity that the 
temperature fell very rapidly along the bar, and in many cases it 
became very difficult to observe the difference of temperature between 
two thermometers even at a short distance from the heated end. 
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Any want of homogeneity in the baro will also introduce con- 
siderable difficulty and uncertainty into such experiments as these, 
and perfectly homogeneous bars, free from all impurities, are perhaps 
not to be obtained. For such reasons, therefore, differences are to 
be expected between the results obtained by different observers from 
experiments made on different specimens of the same substance, and 
discrepancies of a more or less serious aspect are not surprising. In 
ordinary laboratory experiments it is better to use short bars, and 
for accurate determinations bars artificially cooled at the end. 

299. Experiments of Wiedemann and Franz. — In order to ex- 
amine the accuracy of the results obtained bj' Despretz a new series 
of experiments was undertaken by Wiedemann and Franz.' The 
principle of the method adopted was the same as that of Despretz, 
but the apparatus employed differed in some imjiortant respects. The 
bars employed were about half a metre long and 6 mm. in diameter, and 
in order to secure the same surface emissivity they were electroplated. 

The bar under examination was fixed horizontally in the centre 
of a glass vessel (Fig. 193) which was air-tight, and could be exhausted 



vessel was immersed in a water-bath, the temperature of which could 
be determined and kept constant. The end of the bar was heated by 
a current of steam, and its temperature was thus kept approximately 
at 100" C. The temperatures at various points along the bar were 
determined by means of a thermoj)ile, the leading wires of which 
passed through a glass tube which could be protruded into the interior 
of the inner vessel at will, so that the pile could slide along the bar 
and register the temperature at its various points. The pile was 
graduated by direct experiments made by heating, within the apparatus 
itself, a hollow tube of steel filled with mercury and containing a 
' Wiedemann and Franz, Ami. dr Chiuiie, 3“ ser., tom. xli. p. 107, 1854. 
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thermometer.^ The results of these experiments are contained in the 
following table : — 

Eel.4tive Conductivities 


111 Air. In Vacuum. 


i Silver 
Copper 
Gold . 

‘ Brasb 

Tin . 

1 Iron . 
i Steel 
I Lead 
Platinum . 
Ro.se’s alloy 
Bismuth . 


100 
73-6 
.13 -2 
) 23T 
\2fl 
14-5 
11-9 
11-6 
8 5 
6 -.3 
2-8 


1-8 


100 
74-8 
.14 -S 
I 25'0 
\24-0 
15-4 
10-1 
10-3 
7-9 
7-3 
2-8 


300. On the Experimental Determination of Absolute Con- 
ductivities. — The definition of conductivity stated in Art. 295 sug- 
gests at once a method of estimating it in absolute measure, for if the 
two faces of a plate of known thickness and area be maintained at 
fixed temperatures, and if the difl'erence of these be accurately known, 
as well as the quantity of heat which flows through the plate per second, 
then all the quantities necessary for the estimation of K will be known. 
Thus, if steam be blown against one face of the plate, and if melting 
ice or water be placed in contact with the other, the flow of heat may 
be ascertained by the amount of steam condensed on one side, or by 
the amount of ice melted on the other, or by the change of temperature 
of the water. 

A great difficulty attending this method arises, however, in the 
determination of the exact temperatures of the faces of the plate, for 
the hot face is certainly colder than the vajiour, and the cold face is 
undoubtedly warmer than the water or ice in contact with it. The 
difference of temperature between the faces of the plate will therefore 
be much less than the difference of temperature between the steam on 
one side and the water on the other. To proceed on the supposition 
that the hot face is at the temperature of the steam, or very approxi- 


> Langberg {Pog,j. Ann.. B. lx.x.xix. p. I, Sept. 1853) introduced the method of 
thermo-electric couples instead of the thernionieters u^ed by De.spretz. Tlie junction 
was applied against tlie bar. Wiedemann and Fiaiiz employed the same method but 
adopted many precautions neglected by Langbeig. The principal objection to Lang- 
berg's work is the neglect of making the s.ime closeness of contact with the couple 
in all cases, and in employing nires in.-tead of bars the errors due to air-currents and 
accidental causes were greatly magnified. The possibilii y of a definite difference of 
temperature between the bar and the junction is a serious objection raised by Verdet 
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mately so, and that the cold face is also very nearly at the temperature 
of the melting ice or water, is to assume conditions which are very far 
from the truth. This is ,shown clearly by the results obtained in this 
manner by Clement and Pecletd The number obtained by the former 
for the conductivity of copper being about 200 times too small, and 
that of the latter 6 times too small.- This means that, if the other 
quantities be supposed to have been correctly observed, the difl'erence 
of temperature between the faces of the plate was with the former 
200 times and with the latter 6 times less than was supposed. 

The change of temperature in passing through a thin film of water 
in contact with the plate may, in such an experiment, be much greater 
than the whole difference between the faces of the plate, so that 
although the face of the plate is essentially at the same temperature 
as the surface of the adjacent film, yet it may ditfer largely from 
the temperature registered by any ordinary thermometer placed close 
to it, nor does it seem likel}' that the difficulty could be quite got rid 
of by taking the temperature of the face by means of thermo-electric 
junctions. Peclet seems to have been alive to this source of error in 
Clement’s experiments, for he vastly improved his apparatus by placing 
a special stirrer in the water so that fresh layers were constantly 
brought into contact with the face of the metal plate ; but even this 
only partially removed the error, for the surface film adheres to the 
plate, and no process of stirring would remove it with sufficient 
rapidity to keep the face of the plate at anything like the mean 
temperature of the liquid. 

The only hopeful method then is to take temperatures in the 
metal itself and not outside it. Thus, if the plane faces of the plate 
be supposed vertical, then small vertical holes should be drilled in the 
plate, one near each face, and the temperatures of the metal at these 
points may be taken either by small thermometers placed in the holes 
or by some thermo-electric method. By this means the temperatures 
of the two faces of a layer of known thickness of the plate are knowm, 
and all the quantities required for the determination of K may be 
obtained with tolerable accuracy. This amounts practically to what 
we shall describe as the guard-ring method. 

Another method wms devised by Forbes in 1850, and although it 
is very simple in principle, yet it is exceedingly tedious and laborious 
in practice. The object of the method is to determine K by estimating 
the quantity of heat that flow's through any section of a bar, heated at 
one end, as in the experiments of Despretz. When the stationary 

' Peclet, Anji. dc Chiniie ft dt Physiquf, Si-'ser., tom. ii. Ji. lOi, 1841. 

- See Art. “ Heat,” A’jici/. Jirit. (Lord Kelvin). 
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stage is attained, the whole heat that crosses any section of the bar is 
radiated from the surface between the section and the cool end of the bar. 
If, therefore, the temperatures be known at, all points along the bar, 
and if the emissivity of the surface be also determined for all tempera- 
tures by separate observations on a similar bar, or on part of the 
same bar, then the whole quantity of heat radiated per second by the 
surface between any cross-section and the cold end can be calculated. 
This with the temperature gradient at the section in question gives 
the conductivity. The temperature gradient is found from the tem- 
perature curve, being the trigonometrical tangent of the angle which 
the tangent line at the corresponding point of the curve makes with 
the axis of x. Hence when the temperature curve is plotted, we can 
find the temperature gradient at any point of the bar. 

A third method has also been devised and employed with success. 
This method was introduced by Angstrom and depends on the observa- 
tion of the periodic flow of heat in a bar alternately heated and cooled 
at one end or at some point of its length. We shall consider this 
method fully later on j at present we shall describe the experiments 
of Forbes, as they were the first to yield trustM'orthy results. 

301. Forbes’s Method. — As already mentioned, the experimental 
method of Forbes * consists essentially of two distinct observations — 
one, the determination of the temperature curve, and thence the 
estimation of the temperature gradient at all points along a bar heated 
steadily at one end, and the other the determination of the rate of 
cooling of a similar bar uniformly heated, and then left to cool in the 
open air under the same conditions as the first bar. The first was 
termed by Forbes the sfatii-al, and the second the ihjmmiral, or cooling, 
experiment. In the former the observations are made on a bar when 
the steady state has been acquired, and it is steady temperatures that 
are taken, whereas in the latter the observations are made on the rate 
of cooling of a bar, and the temperatures registered are those of a 
cooling body. The two bars may therefore be referred to, for brevity, 
as the statical and dynaminil bars respectivelv. 

The Statical E.rperiment.~\n this experiment a bar of wrought iron 
8 feet long and 1;^ inch square section was used. One end was heated 
by being fixed into a cast-iron crucible, which was finely adjusted to it, 
and contained molten lead or solder. This was kept in the fluid state 
and at as uniform a temperature as possible by means of a powerful 

1 Forbes, James D., Phil. Trans. Puy. Soc. Edialnryh. vol .xxiii p 133 
April 1862. Tlie experiments described in this paper « ere made ten years previous 

to Its publication, and a brief account of them was communicated to the British 
Association at Belfast in 1852. rue rnitisii 
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gas furnace. By adjusting the gas-flame, and by placing pieces of the 
solid metal in the fluid, the temperature of the heated end could be 
regulated rvith considerable exactness, and ke])t constantly at the melt- 
ing point of lead or solder. This, however, was a very laborious pr o- 
cess, as the experiment lasted from six to eight or even ten hours. 
The iron bar was so long that the temjrerature of the farther end was 
not sensibly raised during the experiment, and it was employed in two 
surface conditions — one in which the surface was bright, and the other 
in which it was covered with thin white paper,' applied with the least 
possible quantity of paste, so that the conductivity of the same bar 
might be determined when the surface emissivity was greatly changed 
(in the ratio 1 ; 8, according to Leslie). 

The temperature curve was determined by means of ten ther- 
mometers placed in small holes (0'28 inch diameter) drilled in the 
bar. The holes in the colder part of the bar were filled with mercury, 
while those near the hot end were filled with a fusible metal in a 
semi-fluid state, as it was found that when mercury was used in the 
warmer holes the surface became hotter, by convection, than the 
central part of the hole, contrary to the law of distribution of heat in 
a solid bar, and consequently an undue (though perhaps hardly sen- 
sible) amount of heat was thereby dissipated. It was also ascertained 
by direct experiment that the boring of several additional holes 
between the extreme holes did not sensibly disturb the flow of heat 
when the intermediate holes had thermometers surrounded by mercury 
inserted in them. 

The temperature curve must be determined by readings of all the 
thermometers in the steady state, and this is extremely difficult to 
secure in practice, for the instant has to be seized when the casual 
fluctuations become inappreciable simultaneously on all the ther- 
mometers, and although the source of heat may appear quite steady 
for a time, yet the temperature wave arising from some antecedent 
irregularity may still be travelling along some more remote portion of 
the bar. Experience, and the ])atient entry of a number of successive 
observations of all the thermometers, can alone secure the desired 
precision. - 

* The pajier miglit also be used to render the surfaces of different bars alike, 
and for this purpose it would no doubt be mucli better than a black varnish, the 
difficulties ari.sing from the use of wliich liave been already noticed as a source of 
considerable trouble to Despretz. 

- One good thermometer might be used to take all the readings by the sleinnihj 
mclhotl, and the necessity of having a large number of accurate tliermometers may 
be thus avoided. For if a .single accurate thermometer be possessed, it may be 
placed at first in the hottest hole, and then in the others succe.ssively, after being 
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The Dynamical Experiment . — The dynamical or cooling experiment 
was made on an iron bar in all respects similar to that employed in the 
statical experiment, except that it was only about 20 inches long. A 
small hole was bored at the centre of one side (Fig. 194) in which a 
thermometer could be placed with an amalgam round it as in the 
previous experiment. At first a high uniform temperature was com- 
municated to this bar by immersing it in a cylindrical vessel containing 
a heated fusible metal (4 parts lead + 3 tin + 3 bismuth). The bar 
was first wrapped in several folds of paper to prevent any sudden chill 

of the fluid metal on its first immersion, 
and it was completely immersed and with- 
drawn a few times, each end being alternately 
lowest, so as to equalise its temperature 
as much as possible throughout. When 
thoroughly heated it was withdrawn, and 
the paper cover was rapidly cut off. The 
naked bar was then placed horizontally on 
two blunt-edged props, so as to cool under the same circumstances as 
the statical bar. Mercury, [weviously heated, was placed in the hole, 
or holes (there were usually two or three near the centre of the bar), 
and thermometers were inserted. The temperatures were then read 
off^ from minute to minute, and the rate of cooling determined, the 
object of the experiment being to determine the rate at which any 
element of surface of the statical bar loses heat, ascertained in terms 
of the temperature registered by a thermometer sunk in the bar at 
that point. 1 

Calculation of the Flux of Heaf.-From the results of these two 



Fig. 194 


allowed to cool, until it ha» very appro.ximately attained the temperatures of the 

' At temperatures appioaehim; 200^ C. a difficultv arose whicli could not be 
completely overcome. Wlien a bar has been heated uniformly the distebu on of 
heat over any cross-section is not the same as when the bar hi the . 
ment has attained the pe.manent state, nor is it the^tim a \ 1 n^ 

Zi" XS :;c:2::Ua tiv ii 

expression for the temneratn - '■ ■ ''“iformly heated, the 

which, in the case of oood conductorj^ rapidlv b certain circular functions 

of temperature allVct the rate of coohng, anil au' per 

the scale, their general tendency beim' to make rb ' V ** i" ^>’gher part of 

sunk in the axirof the bar at flLt tl° small fm 

cooled. These inegularitics at t,m!mratu I ’s 

Forbes as the greatest .lim,-nlty met uith in tlm hupiiry" 
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experiments the How of heat across any section of the statical bar 
may be evaluated in the steady state. The temperature curve being 
plotted, tangents were drawn at its various points, and the ordinates 
MP (Fig. 19.5) and subtangents MN measured. The ratio of these 
gave the value of dOjdx^ the temperature gradient at each point along 
the bar. The results derived from the dynamical experiment were also 
represented graphically, the temperatures being taken as ordinates, and 
the corresponding times as the abscissae of a curve. Tangents were 
drawn to this curve, and the corresponding subtangents measured. 
The ratio of these at any point of the curve gave the rate of cooling 
- ddjdt at the corresponding temperature. These rates having been 
tabulated, another curve was constructed, having the rates of cooling 
for ordinates, and the corresponding lengths along the statical bar for 
abscissa?. The ordinate of this curve (Fig. 196) being - dO df, it follows 




that the element of area between two very close ordinates at a distance 
dx will be proportional to the quantity of heat radiated by the element 
per second, and hence the area of this curve between the ordinate 
corresponding to the point x and infinity (the cold end of the bar) 
represents the total loss of heat from the surface of the bar beyond the 
section ; or, in other words, the How of heat across this section. This 
curve is approximately logarithmic, and the area between any two 
ordinates can be calculated with sufficient exactness, or it can be found 
by means of a planimeter. 

If we integrate the equation given in the footnote, p. 608, with 
respect to x, from x to oo , we get 


and as 


<ie 

dx 


dx 


I , 


MP 

MN 


(Fig. 195), and the integral is given by the area 


of the curve (Fig. 196) from a* to x , by substituting the computed 
values of these quantities, we obtain 1-, and hence K. 

The following table contains the results of the experiments : — 



620 


THEORY OF HEAT 


CHAP. VII 


Tait’s ex- 
perimeuts. 


Conductivity of Wrought Iron (1^-inch Bar) 


Temperature . 0" 25' 50° 75' lOU" 125“ 150'' 175“ 200° 


Conductivity . 12-36 11*80 11 T5 lO'oO 9-9i 9*38 8*73 8*18 7*62 | 

(Centimetre, Sliniite, 

ami CVntigiade I 

Degree Units.) 

The great merit of Forbes’s method is that it seeks to determine 
the conductivity directly in terms of its definition instead of through 
a solution of Fourier’s equation, which is founded on the hypothesis 
of constant conductivity, and on Newton’s law of cooling. The ex- 
periments have been repeated by Professor Tait,^ with Forbes’s iron 
bar, and they were also extended to other metals with the object of 
testing in what manner the thermal conductivity varied with tempera- 
ture, and to determine if the variations of thermal and electrical 
conductivity followed the same laws. For this purpose copper and 
lead were chosen, because they can be obtained pure and are not 
excessively expensive. Two specimens of copper were used — one 
(Crown) of the highest, and the other (C.) of the lowest electrical 
conductivity. An alloy (German silver) was also examined because 
the electrical conductivity of this substance varies little with 
temperature. 

In such an investigation as this a considerable range of temperature 
is essential, and at high temperatures the experimental difficulties 
become enormously increased. The end of the bar was kept at a high 
uniform temperature, not by Forbes’s method of melting solder which 
requires constant watching, but by a special gas-burner, furnished 
with a regulator devised by Dr. Crum Brown, which supplied the 
gas to the burner at a constant pressure. In practice the work- 
ing of this arrangement was found to be almost perfect. Another 
difficulty arose in the displacement of the zero on the thermo- 
meters when exposed to high temperatures, and an uncertainty 
always attends the correction to be applied, on account of the 
portion of mercury which occupies the stem not being at the same 
temperatui e as that in the bulb. In the case of copper, and even 
with German siBer, a further difficulty arose at high temperatures in 
the oxidation of the surface. The coating of oxide promotes radiation, 
and at different temperatures the surface becomes oxidised to different 
degrees, so that each .set of experiments with the short bar can be 
strictly compared only with one jiart of the long bar. The heating of 
the short bar for the dynamical experiment was effected by placing 
' Tait, Tunis. Iton. Sue. Edin., vol. xxviii. p. 717, 1879. 
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it over a row of gas-jets while it was rotated round its axis, so as to 
become uniformly heated on all sides. Other methods, such as a hot 
air bath, were tried and abandoned, and it was found that in heating 
the bar it was more important to avoid oxidation than to secure 
absolute uniformity of temperature. 

When the statical cooling curves were constructed, they were 
found to be not even approximately logarithmic, except for small 
intervals, and even then the axis was not usually asymptotic to the 
curve. In reckoning the area between the curve and the axis, a 
great difficulty arose in determining how much should be allowed for 
the portion (in theory, infinitely long but of finite area) which ex- 
tended beyond the lowest temperature observed, and the error arising 
from this uncertainty becomes more important the lower the tempera- 
ture. This difficulty did not arise, however, in the case of copper, 
for on account of the high conductivity of this substance the further 
end of the bar was kept in a large vessel of gutta-percha, through 
which cold water constantly circulated, so that its temperature was 
below that of the surrounding air, and the temperature gradient 
cWldx was nowhere very small. In all such experiment.s a small 
temperature gradient and slow flow of heat should be avoided, and 
for this reason the surface of a good conductor, such as a copper bar, 
should be smoked. 

[The conductivity of cast iron was determined by Callendar and 
Nicolson, using Forbes’s method.^ To avoid the uncertainties of 
surface loss of heat a large bar was used, and the surface loss of heat 
was reduced to one quarter by lagging the bar like a steam-pipe to a 



Fi; 4. I'.ir. 

depth of 1 inch. The apixaratus is shown in Fig. 197. The bar was 
heated by steam at one end and cooled by a stream of water flowing 
through /I calorimeter at the other. It was 4 inches in diameter and 
1 H. L. Cailemi.ir. Eacij. Brif. lltb eclitioii. -Vrt. “Conductiou of Heat." 
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4 feet long between heater and calorimeter. The heat transmitted 
was measured calorimetrically. The temperature gradient near the 
entrance to the calorimeter was deduced from observation with five 
thermometers placed at suitable intervals along the bar. The 
results obtained (for a temperature of 40° C.) varied from 0T16 to 
0T18 in C.G.S. units from observations on different days, and were 
probably more accurate than those obtained by the cylinder method 
(Art. 302).] 

302. The Guard-Ring Method. — It has been already pointed out 
(Art. 300) that the absolute conductivity of a substance may be 
determined by what has been called the wall method — that is, 
by keeping the two faces of a plate of the substance at two known 
temperatures, and noting the quantity of heat which flows through a 
known area per second. The great difficulty of determining the 
exact temperatures of the faces of the plate, however, placed this 



method in disrepute, and the determinations of conductivity have 
been chiefly based upon the bar method, either by the method of 
steady flow already described, or by the variable or periodic process 
introduced by Angstrom (Art. .305). Another difficulty in the 
guard -ring method is the measurement of the area of the surface 
through which the heat measured is transmitted. 

If, however, a very thick plate of the material be employed, the 
temperature may be taken at various points of its interior, and the 
uncertainty of the surface temperature may be avoided. An outline 
of an experiment conducted on this principle is roughly represented 
in Fig. 198. The plate under examination is ABCD. One face, AB, 
forms the end of a chamber filled with steam, and the other face, CD, 
forms the end of another chamber filled with ice. When the steady 
flow of heat is established, the lines of flow of the heat will be straight 
lines, perpendicular to the faces AB and CD, or, at any rate, this will 
be the case around the centre of the plate. Hence, if a known area 
of the central portion be isolated, and if the temperatures at any two 
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points within the plate be determined by inserting thermometers (or 
couples), as shown in the figure, and if the quantity of heat which 
flows through this isolated portion be also determined, the conductivity 
of the plate will be known. By varying the thickness of the plate and 
noting the corresponding changes in the flow of heat, it could be 
ascertained if the differences of temperature of the faces AB and CD 
remained the same. To isolate the central portion a cylindrical 
chamber M may be fixed against the face AB. The steam, which 
condenses in M, can be drained off and weighed, and this will afford 
a measure of the quantity of heat which flows through the isolated 
section. Another measure of the same quantity may be obtained by 
fixing a similar cylinder N against the face CD, which, if filled w'ith 
ice, will afford a measure of the flow b}' the quantity of ice melted per 
second. This may be roughly measured by allowing the water to 
drain off from N as the ice melts, and weighing it, but a much more 
accurate plan will be to make N the bulb of a Bunsen’s ice calorimeter, 
and thus measure the quantity 
of ice melted by the diminu- 
tion of volume. 

This method has been 
applied by M. Berget * with 
considerable success to mercury 
and some other metals. The 
apparatus adopted in the case 
of mercury is shown in Fig. 

] 99. A cylindrical column of 
mercury AB, contained in a 
glass tube, was surrounded by 
another column of mercury, as 
shown in the figure, which acted 
as a guard-ring, and prevented 
loss of heat by lateral radiation, 
so that the central column 
could be regarded as part of an 
infinite wall heated at its two 
faces to two constant tempera- ...i'"*’''.'.'!’"’ 'ITTT”*' 
tures, and if the conductivity tv. i9.. 

does not varv with the temperature the distribution of temperature 
along the column will be linear. The essential part of the apparatus 
was a Bunsen’s ice calorimeter, into which the column AB protruded. 
The mercurv guard-ring rested on a sheet-iron plate, which in turn 

^ A1 ['house Ber£?et, JohyiutJ iJe tom. vii. p. 50-h ISSS. 


tin 5/ 



Berget ’s 
experi- 
ments. 
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rested on the ice surrounding the bulb of the calorimeter. The 
mercury was heated at the top by steam, introduced by tubes, as shown 
in the figure. Through four apertures pierced in the side of the vessel 
which contained the mercury, thermo-electric junctions 1, 2, 3, 4 were 
inserted. These were simply four threads of iron wire, so that each 
pair of them, with the column of mercury between their ends, 
formed a thermopile which measured the difference of temperature 
between the ends of the pair. 

The greatest care was taken in reading the temperatures indicated 
by these couples, and the results proved that the distribution of 
temperature along the column was linear. The mean value of K for 
mercury was found in this manner to be 0'02015 C.G.S. units. In 
all cases it was found that the times necessary for the establishment 
of the steady flow were proportional to the squares of the lengths of 
the column, which is a consequence of Fourier's theory. 

The same method was also applied to metals, and the conductivity 
of copper was found to be 1-04050, of iron 0-1587, and of brass 
0-2625, 

[A method which may be called the cylinder method was em- 
ployed by Callendar and Nicolson.^ The cylinders used were 2 feet 
long and 5 inches in diameter, with l-inch axial holes. The central 
hole was heated by steam under pressure, and the total flow of 
heat was measured by finding the amount of steam condensed in a 
given time. The outside was cooled by water circulating rapidly in 
a spiral tube. A difficulty in this method arises from the fact that 
the temperature gradient has to be measured by thermometers or 
thermo-couples sunk in holes bored parallel to the axis, so that the 
exact thickness of the cylinder wall between two thermo- 
meters cannot be measured very accurately. Callendar 
and Nicolson found 0-109 for cast iron and 0-119 for 
mild steel at about 60' C. 

The conductivity of a number of substances which 
are not very good conductors of heat was measured by 
Lees,'- using a method which may be regarded as a 
modification of the w-all method. The theoretical form 
of the apparatus (not that actually adopted) is repre- 
sented in Fig. 200. A and B are two discs of the material to be 
tested. D, C, and E are similar discs of a good conductor such as 
copper, the middle disc C being electrically heated. The heat supplied 
is measured by a wattmeter, and the temperatures of the three 

I I'Jnci/. Bit/., loc. lit ; Brit. Jteport. 1897. 

■' rhit Trtiiis., 189S, p. 399. 
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metallic discs measured by thermo-electric contacts. Some heat is 
lost at the curved surfaces of the discs, and, to enable this quantity 
to be determined directly by experiment, the whole of the heat 
supplied to the discs must be lost in the same way, i.e. by con- 
duction and radiation through air. To satisfy this condition, the 
collection of discs should be placed in an air-bath kept at a constant 
temperature. The heat lost from the curved surfaces of the discs 
then follows with sufficient closeness the same law as that lost from 
the flat surfaces of the outer discs, and the relative amounts of the 
two can be determined from a knowledge of the areas and tempera- 
tures of the various surfaces, if the surfaces have the same emissivity, 
an equality which is easily secured by varnishing them. 

Once the method of surrounding the discs by an enclosure at 
constant temperature is adopted, a further simplification of the 
arrangement of discs is possible. If one of the discs (A) of the 
substance under test and one of the outer discs (D) were removed, 
the relative amounts of heat lost by the heating disc C by conduction 
and radiation directly to the air from its exposed surfaces, and by 
conduction through the disc B of material e.xperimented on, partly to 
the air directly by conduction and radiation from the surface of B, 
and partly by conduction to the outer metallic disc E and by radiation 
from its surfaces, could still be calculated, and, the total heat su])plied 
being known, the conductivity of the material determined. As it 
required only one disc of the material, this method was adopted. 

This modified arrangement is shown in Fig. 201. S is the disc 
of the substance operated on. M is the outer good-conducting disc, 
0'320 cm. thick. C and U are also good-conducting c u s m 
discs, respectively 0103 and 0-312 cm. thick. P is a thin 
flat coil of silk-covered platinoid wire insulated by mica 
and shellac, the total thickness of coil and mica being 
O’llO cm. The dark lines indicate the mica insulation. 

Thus the combination C, P, and U correspond to the 
heating disc C of Fig. 200. The discs C, U, and M were 
made of copper and all the discs were 4 cms. in diameter. p 
The various thicknesses of the copper discs were chosen fi- so:, 

so as to make the temperature-dift'erences suitable for thermo-electric 
measurement. Glycerine was used to secure good thermal contact 
between the discs. Platinoid and copper wires were soldered to oppo- 
site ends of a diameter of each copper disc, and by this means the 
temperature was measured thermo-electrically. The set of discs was 
varnished and placed in a thermostat air-chamber. The observations 
were made when a steady state was attained. Corrections were made 

2 .s 





626 


THEORY OF HEAT 


CHAP. VII 


for loss of heat by conduction along the wires, also for conduction along 
the coil wires. For the calculation of the conductivity from the data 
of the experiment, reference must be made to the original paper. 
Lees found that the conductivity of solids which are not very good 
conductors decreases with rise of temperature (in the neighbourhood 
of 40^ C.). Glass was found to be an exception to this rule. The 
appended table contains some of the conductivities determined. 


Solid. 

CouduLtivity Perceiitajie Chai^'e per De^iee C. 

Glass 

Sulphur 
Ebonite . 
Shellac . 

i 

■00245 +0-0025 

-00067 -0-00-16 

■00042 -0-0019 

■00058 ■ -0-0055 


A simple method ^ of measuring the conductivities of metals 
consists in heating a short rod of the material by an electric current, 
the ends of the rod being kept at a constant temperature by means 
of solid copper blocks provided with a water circulation, the whole 
being surrounded by a jacket at the same temperature, which is 
taken as the zero of reference. The current is so adjusted that the 
external loss of heat from the surface of the rod is compensated by 
the increase of resistance of the rod with rise of temperature. For 
if Rg is the resistance of unit length of the rod at the temperature of 
reference, and R the resistance at 0 degrees above this temperature, 
we may put 

R=Ro(l +O0) 

where a is the temperature coefficient of electrical resistance. 
Then the heat generated per second in a length (h of the rod is 
C-Ro(l +it9)'lx, where C is the current. The excess of heat entering 
the portion dx by conduction over that leaving it is, by Art. 296, 
KAd'^Ohlx- . dx, and the heat lost by radiation is EpOdx. The heat 
developed according to the Thomson effect is very small and is 
eliminated by keeping the two ends at the same temperature. The 
equation for a steady state is therefore 

C-R„( 1 + a(J) + -TS.p9 = 0. 

If c IS so chosen that C^R^a — Fp, the equation reduces to 

<Pe C-K„ 

so that 

6 = a i-^x + yjir 

where a, /3, and y are constants, and 2y = - C=Rf,/KA. If we 
' H. L. CallenUar, lof. at. 
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measure x from the centre of the rod, /i = 0, since the temperature 
gradient is symmetrical about the centre If 21 is the length of the 
rod, 0 = a + yx- and 0 = a + yf-, subtracting these we get 




The mean value of 6 along the rod is 



But if E,„ is the mean resistance per unit length, the observed 
resistance is 2E,„Z -- 2 ?Eq( 1 + therefore 

3A{R,„ - R„^' 

If the dimensions of the rod are suitably chosen, the distribution of 
temperature is always very nearly parabolic, so that it is not neces- 
sary to determine the critical current C- = E/)'E^,n 
very accurately, as the correctidti for external 
loss is a small correction in any case. The 
chief difficulty is that of measuring the small 
change of resi.stance accurately, and of avoiding 
errors from accidental thermo-electric effects. 

Using this method, the conductivity of very 
pure copper was found by Duncan to be 1007 
at 33° C. 

303. Lees’ Experiments on Metals.^ — A 

series of experiments was made by Lees to 
determine the conductivity of a number of pure 
metals over a wide range of temperature. The 
previous work of Lorenz and especially of Jaeger 
and Diesselhorst had indicated that there is a 
slight decrease of conductivity with rise of tem- 
perature, and this is confirmed on the w'hole 
by Lees’ experiments, although he did not always 
find that the minimum conductivity occurred at 
the lowest temperatures. The method consisted 
in heating a thin rod at one end by an electric 
current flowing in a coil fitting on the rod, the heat being measured 
electrically and the difference of temperature at two points on the 
rod determined by a platinum thermometer 

The apparatus is shown in Fig. 202. The rods of metal were in 



> Phil. Trans., 1908, p. 381. 
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the form of circular cylinders 7 or 8 eras, long and 0-585 cm. in 
diameter. The lower end of the rod fitted into a copper disc D 
which in its turn fitted accurately into the lower end of a copper 
cylinder T closed at the top. Three thin brass sleeves, A, B, C, fitted 
on the rod and could be easily slid by the fingers. C carried the 
heating coil of silk-covered platinoid wire, A and B carried similar 
coils of platinum. L, M, and X are the copper leads of these coils. 
The silk thread s wound round sleeve, wires, and the wooden disc W 
was for the purpose of obviating stress on the fine wires. The 
copper enclosure was supported on a wire frame F by means of which 
it could be placed in the Dewar vessel Y. Around the outside of the 
copper tube was wound an insulated platinoid wire p of the same 
resistance as the heating coil C, and whenever the current was switched 
off C it was switched on to p, so that the heat suiijilied to the 
apparatus should be the same throughout an experiment. A further 
coil P was also wound on the tube to allow the temperature to be 
rapidly raised, if necessary. Olive oil in the joints excluded air and 
made good thermal contacts. The distance apart of the three sleeves 
ivas measured to O'Ol cm. 

AVhen all was in the Dewar vessel, the current was sent round C 
and adjusted to get a suitable difference of resistance of A and B. 
The current was then switched to ji and, after five or ten minutes, 
the difference of resistance of A and B and the actual resistance of 
the lower one (A) was measured. The difierence of resistance found 
when the heating current flowed round the rod, less the mean difference 
of resistance when the current flowed round the tube (before and after) 
gives, so long as the rate of rise of temperature of the apparatus is 
uniform, the difference of resistance which would be produced if the 
heating current wa.-5 supplied to the rod and the temperature of the 
tube kept constant. The experiments were started at liquid air 
temperature and carried uj> to somewhat above room temperature, 
using the supplementary heating coil if necessary. 

Corrections were made for the difference of temperature of rod 
and coils, the eti'ect of the sleeves and conduction along the various 
leads. The emissivity was measured in a subsidiary experiment. 
Terms involving the emissivity affected the result only to a small 
extent. The effect of the A-ariable state of temperature was very 
small. 


[Table 
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Lees found the following conductivities amongst others :] 


Temp. . 

- 170= 

- 160° 

- 150 : 

- 125 

-lOO'l 

1 

— / ') 

-50° 

- 

0° 

18' 

Copper 

1-112 

1 -079 ■ 

1 -054 ■ 

•996 

•973 

•958 

•941 


•924 

■916 

Silver . 

•996 

■998 

1 -000 ' 

1 -005 , 

1-008 1 

1 -004 

■997 

•097 

•981 

•974 

Zinc 

■280 

•278 

•276 ' 

•270 

•271 ! 

•269 

■268 


■269 

•268 

Aluminium . 

•524 

•514 i 

•508' 

■491 

■492 , 

•493 

•496 

'iOO 

•502 

•504 

Lead . 

•093 

•0921 

•091 1 

•0S9 

•087 1 

•085 

■085 

■084 

•084 

■083 

Iron 

•151 

•152 

•1.-.3 ' 

•154 

•152 

•1.50 

•148 

•147 

•117 

•147 

Steel . 

•113 

■113 

■113 ■ 

■113 

•114 • 

•115 

■116 

•lit) 

■116 

•115 


304. Thermal and Eleetrie Conductivities — Variation of Thermal 
Conductivity with Temperature. — It was first remarked hy Forbes 
that the order of the thermal and electric conductivities of metals 
was the same — that is, that those metals which have the lowest electric 
resistance also conduct heat best. The analogy was pushed further 
by Wiedemann and Franz, who, from their experiments (Art. 299), 
concluded that not only were the thermal and electric conductivities 
in the same order, but that they were sen.sibly in the same proportion, 
so that the ratio of the thermal to the electric conductivity is the 
same for all metals. The truth of this conclusion has been the 
subject of many subsequent investigations, .some of which appear to 
disprove the law. [The more recent experiments of Lees and also 
those of Jaeger and Diesselhorst show that it is approximately true 
for imre metals. Lorenz also, on theoretical grounds, put forward 
the law that the ratio of the thermal to the electric conductivity is 
proportional to the absolute temperature. This law is well confirmed, 
for some pure metals at any rate, by the experiments referred to, but 
not so well for alloys.* In 1900 Drude - propounded the following 
theory of electrical and heat conduction in metals. The positive 
electricity in a metallic atom is to be regarded as fixed to the atom 
of matter, but every metal contains a large number of free electrons, 
which are conceived to partake of the heat-motion of the atoms. 
According to the law of equipartition of energy, the mean kinetic 
energy is the same for an atom of matter and a free electron. Owing 
to the relatively very small mass of the electron, we may treat the 
atoms as if they were at rest, the electrons moving with very high 
velocities and rebounding from the atoms like elastic spheres. An 
electric force will tejid to produce a flow of electrons in a direction 
oj^posite to the force, that is, an electric current. A temjrerature 

* For a table of tlie experiiiieiitdl values of K/o-0 where u is the electrical con- 
ductivity, see Lees, loc. Ht. 

- Ann. d. Physil', i., 1900. p. 560. 
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gradient in the metal will tend to produce a flow of heat-energy just 
as in a gas, according to the kinetic theory of heat conduction in a 
gas. The rate of transmission of electricity or heat is controlled by 
the collisions of the electrons with the atoms. Applying the methods 
of the kinetic theory, Drude arrived at the formula ^ 



which agrees well with experimental results. Drude did not, how- 
ever, allow for the effect of Maxwell's law of distribution of velocities, 
and Lorentz ^ showed, by a more rigorous deduction from the kinetic 
theory, that the formula should be 

1 ) .1 

which does not agree well with experiment, though it is of the right 
order of dimensions. The weak point in the argument is in the use 
of the law of ec[uipartition of energy, which is discredited by the 
quantum theory (Art. 284), though it may safely be applied in the 
case of a mixture of gases, where the velocities are not so high.^] 

305. Flow of Heat in a Bap before the Steady State is acquired. 
— In the case of a bar heated at one end before the permanent state 
of steady flow is reached, a preliminary stage is passed through, in 
•which the temperature of each element of the bar gradually rises. 
During this stage the difl'erence between the quantities of heat which 
flow in at one face and out at the other face of a short length Sx of 
the bar, is not all radiated from the surface of the element; but if the 
mean temperature of the element rises by an amount f/0 in a time df 
a quantity of heat 


is spent per second in raising the temperature of the bar, where c is 
the thermal capacity per unit volume — that is, the specific heat multi- * 
plied by the density of the substance. The equation of propagation 
therefore becomes 


AK2 = E,,.-rAcf. 


If the bar be surrounded by a guard-ring, or be coated with a non 
conducting material, we may write E = 0, and the equation becomes 

K cPff _ (JO 

* ^ is tlie electrical conductivity, K„ is 

e IS the charge of an electron, and .lis Joule’s cijuivalent ' ’ 

- H. A. Lorentz, Theory of J-Jertcons, Note 29. 

^ See Jeaub’ Dynamical Theory ofO'as^s, j>. 427. 
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or 

^_de 
cCx^ dt ’ 

where k is written for K/e, and has been termed the diffuskity of the 
material by Lord Kelvin. The same quantity has also been named 
the thermometrir. rondudkittf ol the substance by Clerk Maxwell, since 
it measures the change of temperature which would be produced in a 
unit volume of the substance by the quantity of heat which flows in 
unit time through unit area of a layer of unit thickness having unit 
difference of temperature between its faces. 

It is this quantity that chiefly determines the effect of the heat 
conducted across any part of a body in heating the substance on one 
side, or cooling it on the other, and when this effect is to be reckoned 
it is convenient to measure the thermal conductivity in terms of this 
special unit, rather than of the ordinary water gramme unit of heat. 

It may be remarked that the diffusivity k is of the dimensions /-//, 
and is consequently to be reckoned in units of area per unit time. In the 
C.G.S. system it is therefore expressed in square centimetres per second. 

Cor. — In the case of an infinite wall heated uniformly over one 
face, or a bar heated at one end and furnished with a guard-ring, when 
the flow of heat becomes steady, the foregoing equation reduces to 

dx- ‘ 

that is, the temperature curve is a right line, if a and b are constants. 

306. Periodic Flow of Heat through a long Bar. — If a long bar be 
periodically heated and cooled at one end, a thermometer sunk in it at 
any point will exhibit corresponding variations of temperature. When 
the end of the bar is heated a temperature wave travels along it, and 
the indication of the thermometer gradually rises. In the same way, 
when the end of the bar is cooled, the temperature registered by the 
thermometer will gradually fall, so that if the temperature of the end 
of the bar be varied periodically, the temperature at every point of 
the bar will also vary in a corresponding periodic manner, and when 
the periodic variation of temperature has been maintained for a 
sufficient, time, the oscillations of temperature at any point of the bar 
will attain a fixed character, so that the mean temperature at each 
point remains steady. 

If the periodic variation of temperature be a simple harmonic 
variation, then the variations of temperature at any point of the bar 
may be represented by a sine curve, 0 = u sin (at + (3), where 0 is the 
temperature, measured from the mean, and t the time. If, however, 
we consider the fluctuations of temperature at the various points of 
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the bar, we find that the amplitude of the temperature variations 

at any point will diminish as 
the distance from the hot end 
increases, and at a certain dis- 
tance along the bar the varia- 
tions of temperature will be 
insensible, and the temperature 
of the bar will remain con- 
stantly equal to that of the 
surrounding medium (Fig. 203). 
The mean temperature at all 
points will not, however, be 
the same, but will diminish 
as we recede from the heated end, the curve of mean temperature 
being logarithmic, and similar to the temperature curves obtained 
by Despretz and Forbes. The fluctuations of temperature at each 
point will be periodic, but the variation of temperature near the 
heated end will be much greater than at some distance along the 
bar, the temperature waves gradually dying out as they proceed 
along the bar. These conclusions will appear clearly in the follow- 
ing analysis : 

Let us take the c.ase of a bar surrounded by a non-conducting 
jacket, and let a simple harmonic variation of temperature be applied 
to one end. In this case the temperature at any point is determined 
by the ecpiation 

,1--$ de 

Kl.v-~d/ 

and a simple harmonic solution of this is 

= hin {ul +^.e + y) ... (2) 

if the constants w, u, fi be properly chosen. Differentiating (2) and 
substituting directl}' in (1) we find at once that in order that (1) may 
be satisfied b}’ (2) we must have the relations 

a- = /3“, anJ2a/^X‘=-w .... (3) 

Now it is clear that if we confine our attention to a definite' point of 
the bar, so that .r remains the same while t and 0 vary, then 0 will 
vary periodically, being the same when t increases by any multiple of 
2irju}. Hence, if the end of the bar be heated and cooled in a simple 
harmonic manner, the complete period of a heating and cooling being 
T, we have 
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and conseqviently a> measures the frequency of the alternations of 
temperature. 

Let us now examine the time at which a thermometer placed in 
the bar at a distance from the origin will reach its highest or lowest 
temperature. This will happen when sin(W + /?.r + y) attains its 
greatest or least value — that is, when it is ± 1 ; or, in other words, 
the temperature will be a maximum at the point at the time 
given by the equation 

uq + +7= (:i/j + A)ir, 

and the maximum temperature at a point x., will be reached at a time 
given by the equation 

wt, + /3.i'2 + 7 = (2/) 

the minima temperatures at the same points being reached when the 
values are ('2/i - i)7r. Hence by subtraction we obtain 


.r , — 1/ j W 

Now, if the points and x., be so chosen that the maxima or minima 
of temperature occur at them simultaneously, we shall have - fp 
equal to the periodic time T, and the difterence of distance - arj will 
be the length of the temperature wave A, so that the last equation 
becomes 


Hence, in our original equation (2) for 0 the quantities u and fi are 
determined by the equation 


a = 



(L 


But the second equation of condition (3) gives 


consequently, by substituting for «, ji, and w, we have the relation 


and when A and T are known, we are furnished with the value 
of L 

This expression for k may also be written in the form 

47r/.* = X/'. 

where v is the velocity of temperature wave propagation (A T) along 
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the bar, so that h is jointly proportional to the wave-length and the 
velocity of propagation. 

The equation (2) for 0 may now be written in the form 


6 = ae 


2nr 

A sin 



X 

\ 



Thus the amplitude of the temperature variation at any point x is 

proportional to e" ^ ’ so that the amplitudes go on decreasing as we 
recede from the heated end of the bar, and the mean temperature 
at any point diminishes in the same way. 

In order to determine the diffusivity by this method, it is conse- 
quently only necessary to measure the wave-length A corresponding 
to simple harmonic variation of temperature of knowm period T, and 
the conductivity may then be calculated in absolute measure when the 
thermal capacity of the substance per unit volume is determined. 

If, however, the bar be not furnished with a guard-ring, but if 
radiation takes place from its surface, as in the experiments of Despretz 
and Forbes, the equation of propagation is 


or 


ax' at 




where y. = Ac. 

A solution of this, which expresses simple harmonic variations of 
temperature in a long bar heated and cooled at one end, is again 


^ = ce ~ .«in + ; 

but in this case the relations connecting the constants are found by 
substitution to be 

a- - /3- = ^, and 2a^= , 

from which it follows that 


as before w = 2-;T, while a is the rate of diminution of the Napierian 
logarithm of the temperature range, and ft is the rate of retardation 
of phase reckoned in radians per unit length of the bar. 

If the variation of temperature be not a simple harmonic variation 
it may be expressed as a sum of such variations if it be periodic, and 
the more general solution of the equation — 
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de 

dt 




which applies to any regularly periodic variation of temperature, will 
be 


d = a + «,<■ “1 ' .-.in yuil + + ->,) + sill {'lat + ji.j: t r etc.. 

if the constants be properly chosen.' Differentiating and sub.stituting 
this value of 0 in the equation, we find that in order that it may be 
satisfied we must have 

0 .-,,-^, 2Aa,,,3„— -noj. 


From which we derive 


a„ = 


fi„ = 


/ i h - , 

N' ■>!: ( T 

/!(,.> o ..-i 

s 27- 


I 

/ 

I 


where as before w = iw/T. 

307. Angstrom’s Experiments. — The first experimental deter- 
mination of conductivities by the periodic method was made by the 
Swedish philosopher Angstrom.- Long bars were emjiloyed, and the 


periodic heating and cooling 

lC 


was effected by enclosing a 4 


B 


short portion of the middle 
of the bar in a vessel CD, as 
shown in Fig. 204, through 



which could be alternateh' passed a current of steam and a current of 
cold water.' When this heating and cooling had been continued for 
some time, the temperature at each point of the bar became steadily 
periodic, and the mean value of the temperature at any point became 
constant. Rigorously speaking, however, an infinite time is required 
to reach this stage. The bars were perforated at intervals of 50 mm. 
by cavities 2-25 mm. in diameter, which contained the bulbs of thermo- 
meters provided with arbitrary scales. 

In making an experiment the heating was applied for twelve 
minutes and the cooling for the same time, so that the periodic time 
T was twentv-four minutes. The temperature at a given point of the 
bar was observed for each minute during one or more of these periods : 

[* This is tliu caso iTpreseiited in Fig. 203. the dotted hue lieing given by 

- Angstrom, Phil. Mu'j. vol. xxv. p. 1-30, 1863 : .md vol. .xxvi. p. 161 ; Poifj. Ann. 
B. cxiv. p. 513. 1S61 ; and Aihn. de Cliimie d d.c Plii/sique. 3<^ sbr., tom. Ixvii. p. 379. 

■ This was adi>iited vith tlie copper tiar, but the iron bar was cooled simply by 
I’inliatioii. 
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and since at a given point the only variable in the general expression 
for 6 is the time, the equation for 6 may be written in the form 


0 = A„ + Ai sill {at T Oj) + A, sin {2at + o.j) + A^, sin {Zat + 5^) + etc. , 


in which, from the observations of 0, corresponding to various values 
of i, the constants A,,, A^, etc., 3.,, 63 , etc., can be calculated. In 
practice the series may be limited to the first three or four terms, as 
the coefficients Aj, A.,, A^, etc., decrease rapidly. Let us now suppose 
that similar observations are carried out at another point of the bar, 
and that the temperature at this point is given at the time t by the 
series 

O' — -h A'l sin {(ill + 5',) -f A'o sin {wt -r 5'o) -r etc. 

If the first series corresponds to a point x and the second to a point 
we have, using the notation of the foregoing article, 

= and = . 


with similar expressions for the other coefficients, so that if the dis- 
tance x' - X between the two points be denoted by I, we have 


therefore 

and consequently 


wlnle S'l - 0, = /ij 
o,7=log(A,/A',), 

«ift^ = (5'i - «i) log ( A,.'Ai'i. 


But we have already found that 


and hence 




ttJ TT 

•dX-^LT’ 


T(5, - o'l) log (A,/A',y 

In the same inannei, if we had employed the terms involving A and 
A'n, ’""e should have had 

A„=«„e““"', anci A'„ = 

Therefore 

, and 0 „ - = 

consequently 

a„ft,/- = (5'„ - d„) log 1 A„/A'„). 

But 


therefore 
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Thus each pair of terms leads to an independent determination of the 
quantity li, but the value obtained from the first pair is most reliable. 
The accuracy of the obtained value of k may also be controlled by 
altering the period of heating and cooling.^ 

Angstrom’s first experiments were made with square bars 570 mm. 
long and 23’75 mm. side, and the values found for the conductivity of 
copper and iron at the mean temperature of 50” C. were — 

For cojijii'i’ ..... K=r,fi4-62 
For iron K= y77 

the units employed being the centimetre, gramme, and minute. 

A subsequent series of experiments - on bars 1178 mm. long and 
35 mm. thick, furnished with thermometers at intervals of 200 mm., 
and in which the heating apparatus was so modified that different 
mean temperatures could be obtained, gave in the same units — 

For copper . . • K — 58'94 (1 - 0’00151Pt)) 

For iron .... K = 11-927 (1 - 0'00214«) 

This method when applied with proper precautions is undoubtedly 
capable of furnishing good results. In practice, however, the use of 
ordinary mercury thermometers is not advisable in the determination 
of rapidly varying temperatures, as they are always tardy in their 
indications and liable to work by sudden starts. For the measure- 
ment of temperatures in all such cases the employment of thermo- 
electric couples would be much superior. 

[The method of variable temperature was used also by Callendar, 
employing the apparatus of Fig. 197. The steam pressure in the 
heater was varied by gauge in such a manner as to produce an 
approximately simple harmonic oscillation of temperature, the cool 
end being kept at a steady temperature. The amplitudes and phases 
of the temperature waves were obserA'ed by taking readings of the 
thermometers at regular intervals. Periods of 60, 90, and 120 minutes 

1 The value of k laa)- also be deiluced, without using jS, when a is known for two 
dift’erent period.^. For tlie general e.xpressioii for a is 

‘Ika - = ! u- -f- « V-) ' -!- n, 
or 

Similarly for a different period u' we have 

4/F-a'^ — 4A.'a'-/4=: 

Therefore, eliiiiiiiatinj," /i, we olitaiii 

f ura - — {a~a~ 

^”2aa' \'' a--a'“ 

- Angstrom, FULL M'Cj. vol. xxvi. i>. 161, 1863. 
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were severally employed, and distances of 6 and 12 iiiclies between 
the thermometers. In some experiments the bar was lagged, in others 
bare. The heat loss never exceeded 7 per cent with the bar bare. 
The variation of c was determined by a special series of experiments. 
Callendar obtained 0T113 and OT 141 for cast iron at 102 C. and 
54^ C. respectively.] 

308. Conductivity of the Earth’s Crust— Underground Tempera- 
tures. The method of determining conductivities by periodic heating 

and cooling maybe applied directly to the estimation of the conductivity 
of the earth’s crust at any pLace. For by day the surface of the earth 
is heated and'by night it is cooled, so that a series of heat waves are 
propagated into the interior, and if the length of the wave and the 
periodic time are known we have the data required for the calculation 
of k. There is also a general aggregate heating of the surface during 
the summer with a corresponding cooling during the winter, so that in 
addition to the diurnal waves, which are lost at a depth of 3 or 4 feet, 
there is an annual wave which may be traced to a much greater 
depth, but at a depth of -50 feet or more the temperature at each 
point remains sensibly constant throughout the year. 

If however, the mean temperatures at ditl’erent dejrths be com- 
pared, they are found to increase as we descend to the greatest depths 
yet penetrated. The amount of this increase varies much with the 
locality and the nature of the strata in which the observations are made, 
being largely affected by water-percolation and other circumstances, so 
that in some places it is as much as 1’ F. for 30 or 40 feet, whereas 
in others an increase of T F. correspond.s to a descent of 120 or 130 
feet. Koughly speaking, however, the rate at which this increase takes 
place in this country is about 1 ' F. for every 60 feet of descent. This 
gradual Increase of temperature as we descend proves that there must 
be a flow of heat from the interior through the surface, and the amount 
of heat which escapes from the earth per annum in this manner may 
be estimated when the conductivity of the crust is known. Having 
calculated the present rate of loss, we can calculate backwards what 
the temperature of the earth must have been in time past, and in 
this manner Lord Kelvin ^ has shown that it cannot be more than 
200,000,000 years since the earth was a molten mass, on which a solid 
crust was just beginning to form. 

[This mode of calculating the age of the cartli is invalidated by tlie discovery 
that the temperature gradient in the earth’s eriist can be accounted for, wliolly or 
ill part, by the existence ol radium in the igneous rocks. Lord Kelvin mentioned 
the possibility of chemical action of some kind, but dismissed it as extremely 


' Sir 'William Thonisou, Trans. Hoy. tSor., Ediu., vol. .\xiii., 1862. 
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improbable, though not impossible. He eoiisidered the ea.so of aii iiiliiiito solid 
bounded by a plane (for the purposes of this calculation, the error in treating the 
earth’s surface as plane is insensible), the whole solid being at a uniform high 
temperature to begin witli, the surface being then brought to a lower temiierature 
(which we may take as the zero of reference) and kept constant at that temperature. 
The appropriate solution of eepiation (1) of Art. 306 is 


0 = 


\^7r 



* H 


where is the original temiierature. -For, when t = 0, the upper limit of integration 
is infinite, and 0 = ff„ for all values of .e. tVhen .r = 0, ff-0 for all values of t. The 
expression for 6 is seen by differentiation to be a solution of the eijuation. ] 


If the crust at any place he supposed honiogetieous, atid if the 
periodic variations of temperature be regarded as uniform, then the 
problem of the propagation of heat-waves through it is the same as 
that of an infinite wall periodically heated and cooled over one face, 
or the same as that of a bar periodically heated at one end and coated 
with a non-conducting material or a guard-ring. If, therefore, a 
number of thermometers be buried with their bulbs at different depths 
below the surface, the inward progress of the annual wave may be 
determined and the wave-length estimated. In the case of a simple 
harmonic variation of temperature we have (p. 633) 


which, with the thermal capacity per unit volume of the material, 
determines the absolute conductivity K. 

The diurnal waves become insensible at so small a depth that in 
most localities the inequalities of the soil and drainage prevent any 
satisfactory observations on their inward propagation being carried out. 
At depths exceeding 3 feet the daily variations become insensible, 
and the changes observed are due to daily averages (varying from 
day to day) which constitute the annual wave. If the annual variation 
were truly periodic, a complex harmonic function could be determined 
which would represent for all time the temperature at depths below 
3 feet. But the annual variation is by no means perfectly periodic, 
since there are differences in the annual average temperatures and 
continual irregularities in the progress of the variation within each 
year. Sources of such disturbances are the unequal percolation of 
water and irregularities on the surface and within the crust. 

If, however, the temperature be supposed periodic and be ex- 
pressed as a complex harmonic function, and if the constants of the 
series be determined by observations on a thermometer buried at a 
certain depth, and if the constants of another series representing the 
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varying temperature at another depth be determined in the same way 
by observations on another thermometer, then the comparison of each 
term of one series with the corresponding term of the other furnishes 
a determination of the conductivity, and all the values derived in this 
manner should agree perfectly if the data are accurate and if the 
assumed conditions are fulfilled — that is, if the isothermal surfaces are 
parallel planes, and if c and k are constant throughout the material. 

These conditions, however, are not strictly fulfilled, and the first 
thing to be tested is how far the difl'erent determinations agree, and 
to learn accordingly how far the theory may be applied.^ 

This difficult and laborious test has been applied by Lord Kelvin 
to the observations of Professor Forbes- on thermometers buried 
at different depths and in different soils near Edinburgh, and the 
analysis has proved that serious discrepancies from the theoretic 
formula existed, but these appeared to be attributable rather to 
irregularities in the form and constitution of the surface than to varia- 
tions in the conductivity and specific heat of the material. Probably 
also thermometric errors considerably influenced the results, since 
there was necessarily some uncertainty in the corrections which must be 
applied to the stem in order to estimate the temperature of the bulb. 

The following table contains the final results, the unit of length 
being one foot : 

j SubstaiiCf. nilluMvit\. t'oiiiluutn ity. 



IVr Ann. 

lVr24Hr. 

I’ei S»">-"ud. 

Per Ann. 

Per 24 Hr. 

Per Second. 

Trap rock of Calton 
Hill .... 

267-0 

0-7310 

-000008461 

141-1 

0-3863 

•000004471 

Sand of Experi- 
mental Garden . 

■295-0 

O-SlOO 

-000009374 

88-9 

0 -2435 

•000002818 

Sandstone of Craig- 
leith Quarry . . 

7.84-5 

2-1478 

-00002486 

362-7 

0-9929 

•00001149 


I Tins methoJ (Sir William Thomson, I’raus. Ho'i. Soi:., Ediii., vol. xxii. p. 405) 
dift'er-s from that followed liy Forbes in substituting tlie consideration of the 
separate terms of a complex harmonic function for the examination of the whole 
variation unanalysed, which he conilueted according to the plan laid down by 
Poisson. This plan consisted in using the formula for a simple harmonic varia- 
tion, as approximately applicable to tlie actual variation. At great depths the 
amplitudes of tlie second and higher teiiiis of the complex harmonic series become 
so much reduced that they do not sensibly inihience the variation, which may 
consequently be expressed with sufficient accuracy by a single liarniomc term of 
yearly period ; but at the greate.st depths, for which continuous observations had 
been made, Lord Kelvin found that the second term liad a very sensible influence, 
and the third and fourth teinis were by no means without eft'ect on the variations 
at 3 and 6 feet from the surface. 

- Forbes, Trans. Totj. Sue., Edin., vol. xvi. part ii., 1846. 
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Much valuable information concerning the observations which 
have been made on the rate of increase of underground temperature 
downwards is contained in the Reports of the Committee of the British 
Association appointed for this purpose. A summary of the results 
contained in the first fifteen Reports (1868-81) has been drawn up by 
Professor J. D. Everett, the Secretary to the Committee, in which the 
general questions affecting such observations are discussed. Two 
kinds of thermometers have been used — slow-acting thermometers 
and maximum thermometers. A slow-acting thermometer consists of 
an ordinary thermometer having its bulb embedded in stearine or 
tallow, the whole instrument being hermetically sealed within a glass 
jacket. These were placed in holes a few feet deep bored in newly- 
opened rock, such as is presented in mine works or tunnels. The holes 
were carefully plugged and made air-tight to exclude the influence of 
the external air. After the lapse of a few days the thermometers 
were withdrawn and read, the slow action permitting this to be done 
without any appreciable change taking place in its indication during 
the operation. The maximum thermometers employed were of two 
types, — the Phillips and the Inverted Negretti, — both being sealed in 
strong glass jackets to prevent the bulbs from being affected by pres- 
sure when lowered to a great depth in water. 

The thermo-electric method of Becquerel was also tested by Dr. 
Everett, and from the result of some laboratory experiments it was 
concluded that the method could not be relied on to yield satis- 
factory results. The following table contains some of the results, 
the depth stated in each case being that of the deepest observation 
utilised : — 


Bootle ■\Vaterwork.s i.Liverjiool) 
Przibram Mines (Bohemia) 

St. Gothard Tunnel 
Mont Cenis Tunnel' . 

East Manchester Coal-field 
Paris Artesian Wells 
London Artesian Wells (Kentish Town 
Yakoiitsk, frozen ground (Siberia) . 
Sperenberg, boring in salt (Berlin) . 

St. Petersburg, well (Russial . 
Carrickfergiis, shaft of salt mine 

Slitt Mine, Weardale (Xorthnniberlaiid, 


Pepth in Feet for 

Feet. 1 F. 


1392 

130 

1900 

126 

5518 

82 

5280 

79 

2790 

77 

1312 

56-7 

1100 

55 

540 

52 

3492 

Ol'-'l 

650 

44 

770 

43 

570 

40 

660 

34 


* 111 the sixteenth Report it is mentioned that these numbers were derived-from 
a conjectural correction for the convexity of the mountain surfaces. Dr. Staptt’s 

2 T 
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Interesting observations have been made in a very deep bore 
(4600 feet) in Wheeling, West Virginia, by Mr. Hallock.^ Beginning 
at a depth of 1591 feet (the upper portion of the bore was cased 
with iron tubes), the first 244 feet showed a gradient of 1° F. in 
92 feet, the next 651 feet gave 1° in 84-5 feet, the next 746 feet gave 
1° in 80-6, the next 643 feet gave I"" in 62'4, and the next 687 feet 
gave 1° in oS'l. The mean gradient for the whole 2871 feet (1591 
to 4462) being 1° F. in 71 '8 feet. At a depth of 4492 feet the mean 
temperature of some water in the bottom of the well was found to be 
110-36’ F. 

309. The General Equations of Conduction.— So far we have 
confined our attention chiefly to the propagation of heat along bars, 
or parallel to a single direction. The general case, however, in which 
the flow may take place in any manner may be treated by a similar 
method, and the general equations which determine it may be obtained 
without further difficulty. Thus if three mutually rectangular axes 
OX, OY, OZ (Fig. 205) be chosen as axes of reference, and if a small 



rectangular parallelepiped, having 
its edges parallel to the axes of 
reference, be considered, and if 
the lengths of the edges be Sx, Sy, 
8:, then confining our attention to 
the pair of faces perpendicular to 
the axis OX, it is clear that if 
the temperature at the central 
point of the parallelepiped be 6, 


the temperatures of the two faces under consideration will be 


anil e- I 5./’ 
~nx 


-Vi 


for iWldx is the rate at which the temperature changes parallel to the 
axis OX that is, the change of temperature per unit length in this 
direction, consequently 



is the difterence of temperature between the centre of the parallele- 
piped and either end. It is of course understood that the element of 


calculations lead, however, to the conclusion that a much larger allowance must he 
made under this head. He deduces T F. in 85 feet as the average rate of increase 
from the smface above to the tunnel, and he calculate.s that at a depth below thi 
TTin ST^'feet. isothermal surfaces .sensibly plane, the increase is 


1 W. Hallock, Jiiurican JuurnaJ of Science and Art. March. 1892 
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volume is taken so small that the temperature over each face is 
sensibly uniform, aqd that the rate of change of temperature may 
be taken uniform along each edge. 

The influx at the first face per second is consecpiently 

while the efflux at the opposite face is 

and hence it follows that the differences between the influxes and 
effluxes per unit time for the pairs of opposite faces are 

K^~,oxdyS^, and K—^SxdyS::. 

The sum of these three quantities must consequently remain lodged in 
the element, so that if the thermal capacity per unit volume be c, this 
sum must be equal to 

de. , . 


for ddjdt is the rate of change of temperature of the element — that is, 
the change of temperature per unit time. We have consequently the 
general equation — 


(m d-$ 

dx-^ d >j- ^ / ‘'dt 


If the temperature has become permanent at each point, so that a 
steady flow is established, we have dOjdt = 0, and the equation of 
steady flow is therefore 


d-e . d-« „ 

r” •» + T“*> T" “ 

Hr^ n)r ill'' 


or, as it is generally written, 

y-e=i). 

To determine as a function of jc, y, r, t, it is necessary to know 
the manner in which the heat enters or leaves the body at the various 
points of its surface — that is, we want an accurate knowledge of the 
surface conditions. We might suppose, for example, that one part of 
the surface is kept in contact with a medium at uniform temperature 
t) , while the remainder of the surface is kept in contact with another 
m^Uium at a different temperature If 0^ be higher than 6.^ then 
in the stationary state heat will enter the surface in contact with the 
first medium and escape by the surface in contact with the second, 
the quantity which enters being equal to that which escapes. 

Thus if dn be an element of the normal to the element of surface 



644 


THEORY OF HEAT 


CHAP. VII 


(fS, and /(j and li., the coefficients of exterior conductivity for the first 
and second media, then we have the quantity o£ heat which passes 
through dS equal to 

- k'^;s =/;,(«, - e)dH. 

and for an element in contact with the second medium we have 

=;(..( ft. -0V/S. 

an ' " 

These equations express the surface conditions necessary to the 
complete determination of the flow of heat and distribution of 
temperature. 

310. Isothermal Surfaces, Lines, and Tubes of Flow.— In the 

general case the temperature at any point of a body will be a function 
of the co-ordinates x, y, z, of the point and of the time t, so that the 
general expression for 6 at any point will be of the form 

^=/(.r. //, c, t). 

Hence, if we write 

fix, y, t) = a, 

where a is a constant, we obtain the locus of all the points at which 
the temperature has the same value a at the time i. These points 
lie on a surface, determined by the function /, and named an 
isothermal surface because it is one of equal temperature. When the 
flow has become steady the temperature at any point remains steady, 
and therefore does not involve the time. In this case, then, the 
isothermal surfaces are fixed in shape and position, each separating 
those parts of the body which are hotter than a certain temperature 
from those which are colder. In the variable state, on the other 
hand, the shape and position of an isothermal surface corresponding 
to a definite temperature will in general vary with the time. 

If a system of such surfaces be supposed drawn within the body, 
the temperature of each differing, by 1' suppose, from that which 
immediately precedes or follows it, the whole body will then be 
divided into a system of layers or shells such that the temperature of 
one face of each layer exceeds that of the other by 1°, and a flow of 
heat will proceed through the shell from the hotter face to the colder. 
The direction of the flow at each face will also be perpendicular to the 
surface, for since the temperature is constant all over each isothermal, 
it follows that there can be no flow along such a surface 

It follows then that the direction of the resultant flow at any 
point of a body is along the normal to the isothermal surface passing 
through that point, so that if a line be drawn cutting the whole 
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system of surfaces orthogonally, the direction of the How at every 
point of this line will be along the line. For this leason a line 
drawn so as to cut each of the svstem of surfaces at right angles i.s 
termed a line nf flow. 

The whole body may thus be imagined to be divided into a 
system of infinitely thin shells by a system of isothermal surfaces, and 
the infinite system of lines which can be drawn cutting these shells 
orthogonally are the lines of How. 

One property of these systems is that no two isothermal surfaces, 
or no two lines of How, can intersect each other, for no point can 
possess two ditt'erent temperatures at the same time, nor can the How 
at any point be at once in two different directions. 

If now we consider any closed curve drawn in the body, say a 
curve traced on an isothermal surface, and if we imagine the lines of 
How passing through each point of this curve to be drawn, then these 
lines will form a tube having the lines of How lying in its surface. 
Such a tube is termed a tube of jlov:, and is such that there is no Hux 
of heat across its walls, for it is bounded entirely by lines of How, 
and no two such lines can intersect. 

In the steady state it is clear that the total How of heat across 
any isothermal surface is the same as that across any other, that 
these surfaces cut the tubes of How orthogonally, and that the 
quantity of heat which crosses any section of such a tube per second 
is the same wherever the section be made. In fact, any heat that is 
once within a tube of flow must for ever remain within it, as there 
can be no flow across its walls. 

Again, if we take two close isothermal surfaces, enclosing a thin 
shell, and if we consider two equal elements of area (fS on different 
parts of the surface of this shell, then if dO be the difference of tem- 
perature between the two faces, and da the normal thickness of the 
shell at one of the chosen points, and da' that at the other, the flows 
of heat per second through the two elements will be 


Q = 


lie 

- K , iiS 
tin 


and O' - 


• K-r— 
an 


respectively. Hence it follows that 

Q dn’ 
da 

or, in other words, the flow per unit area at any point of the shell is 
inversely as the thickness of the shell, so that where the shell is 
thinnest the flow is most rapid. In the same way it follows, from 
what has been stated concerning tubes of flow, that the flow per unit 
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area through any cross-section of a tube of Mow varies inversely as 
the area of the section, and combining these results, it follows that 
the tubes of flow are narrowest where the isothermal surfaces are 
closest, and vice mrsA. All this, however, follows at once from our 
definitions (p. 605). 

In the above equation we have supposed the conductivity of the 
material to be the same at each of its points ; if this be not the case 
we have Q/Q’ = so that the more general statement will 

be that the flow per unit area at any point of a shell bounded by two 
isothermal surfaces is directly proportional to the conductivity and 
inversely proportional to the thickness of the shell at this point. 


Examples 


1. A sphere is uniformly heated and then left to cool in a medium of uniform 
temperature. 

In this case the isothenual surfaces are a system of concentric spheres, and the 
lines of flow are right lines passing through their common centre, while the tubes of 
flow are cones having a common vertex at the centre of the sphere. The lines and 
tubes of flow remain fixed while cooling proceeds, but the radius of the isothermal 
surface corre.sponding to a given temperature gradually contracts, the surface 
moving in towards the centre. 

2. The centre of a sphere is kept at a constant temperature by a source of heat, 
while the surface is immersed in a medium of uniform lower temperature. 

In Example 1 the temperature at each point gradually falls, and no state of 
steady flow is attained. In this case, however, there is a supply at the centre, and 
a state of steady flow from the centre towards the surface is established. Here the 
isothermal surfaces, as before, are spheres, but now they remain fixed in the body, 
and the total quantity of heat that flows across any surface per second is the same 
as that which flows across any other. Supposing the conductivity uniform, we 
have for this quantity 


• Iv-r-Iwr- : 
ar 


Q, 


and since Q is the same for all values of r, we have 


where a is a constant. 
Hence 


jl0 
' dr 


0 = - 




which gives the temperature at any distance r from the centre. 

3. Two surfaces of a uniform spherical shell are kept at constant temneratures 
e„ and d„. ^ 

Let the radii of the two surfaces be r, and r.,. Then the tempeiature at any 
intermediate distance r is given by the equation of Example 2. The constants a 
and b are determined by the two surface conditions 


-rf> and 
‘‘"i ■ r„ 
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Therefore 


consequently 




r, - r., ’ 


1_J 

'■i - i-i t 


- 0.,r., 


1^1 - y 

r J ’ 


while the quantity of heat which flows across any isotheinial surface per second is 
iTrKa, and the same quantity of Iieat would flow per second through an area Itt;- of 
a wall of the same thickness as the shell and having its faces at the same difference 
of temperature - ft,), if r is the geometric mean of anil <■„. 

4. The internal and external surfaces of a long hollow circular cylinder are 
kept at fixed temperatures and ft,. 

In this case the isothermal surfaces are coaxial cylinders, and the tubes of flow 
are wedges having their edges on the axis of the cylinder. The cross-sectioii of any 
one of these wedges by a plane parallel to its edge is a rectangle of constant length, 
and a breadth which varies directly as the distance from the axis. The area of the 
section consequently varies directly as its distance from the axis, and therefore the 
flow per unit area, in the steady state, varies inversely as the distance. Taking K 
constant, the equation of flow may therefore be written in the form, if the inner 
surface be hottest, 

dr ~ r’ 

where « is a constant ; and hence 

ft = - « log /• + /l. 


The constants a and 6 are determined by means of the surface conditions 


So that 


ft, = - » log )•, + li and ft.,= - a log r.j + />. 

ft. - ft., , , ft., log /•, - ft, log n, 

>/ = , , and ft- ! — 

log 


log (, •,/>%) 

The temperature at any distance r is consequently given by tlie equation — 


log (r,/r.,) 


log 1 


ft, log (r/r2)^3jog ( - ;»j >_ 
log{'-,bqj 

The quantity of heat which flows per second across a length ^ of the cylinder will be 

fid 

() = -27rr/K7 = 27raK^ 
dr 


2irK^^^2 — 
log(r.i/)-,) 

If e be the thickness of the cylinder, we have e = r.. -/•„ and hence 



if r, be small. Hence for a thin cylindrical tube of radius r ne have ajqiroximately 

Q = 2TKI(ft,-ft.J^. 


On the Conductivity of Crystals 

311. Propagation of Heat in .fflolotropie Substances. — In the 

previous investigations tve have had under consideration the propaga- 
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tion of heat in isotropic substances — that is, in substances possessing 
the same physical characteristics not only in every part, but also in 
every direction around any point. When heat is supplied at any 
point of an isotropic body, the How takes place equally in all directions 
around the point, and the isothermal surfaces are concentric spheres 
surrounding the heated point as centre. On the other hand, when any 
point of a heterogeneous substance is heated, the flow of heat in any 
direction, and the shape of the isothermal surfaces, will depend upon 
the characteristics of the substance, or the manner in which its physical 
properties vary from point to point and from one direction to another. 
If the substance be homogeneous, however, but not isotropic, then, 
although its properties may be different in different directions around 
any point, yet the properties of the substance along any line are the 
same as those along any parallel line, so that when any two points are 
compared, the thermal conductivity and other properties of the sub- 
stance along any line drawn from one point will be the same as along 
a parallel line drawn tlirough the other. It follows, therefore, that 
when any point of a homogeneous substance is supplied with heat, the 
isothermal surfaces around it will be independent of the position of 
the point; or, in other words, those aiound one heated point will be 
similar, and similarly situated, to those around any other point. We 
shall see immediately that in general these surfaces are systems of 
similar ellipsoids, which become spheres, as a particular case, when the 
substance is isotropic. 

The first experiments which established a difference of conductivity 
in different directions seem to be those of MM. de la Rive and de 
Candolle.' These philosophers proved that wood conducted heat along 
the fibre better than at right angles to it, and this conclusion has been 
confirmed by the subsequent investigations of Tyndall - and Knoblauch.^' 
The conductivities in different directions were compared by the method 
adopted by Despretz (Art. 298), blocks of wood being cut with pairs 
of opposite faces perpendicular to the fibre, parallel to the fibre, and 
perpendicular to the ligneous layers, and parallel to both the fibre 
and the ligneous layers, respectively. In all cases the conductivity 
was best along the fibre and worst in the direction perpendicular to 
the fibre and the ligneous layers — that is, along the radius from the 
centre to the bark of the tree. The following table, selected from 
Tyndall’s results, will give an idea of the difference of conductivity in 
the three mutually perpendicular directions just mentioned. The 

' De la Rive and de Candolle, Bibliulhiipie Cnimsrll,' de (lenHe. toni. .xx.\i.\. 

Tyndall, Phil. Ma.j., 4tli .Series, vols. v. and vi. ; and Heat u Hade of Moiioa. 

Knoblauch, Pa(jg. Ann. vol. cv. p. 62.3. 
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numbers refer to the deflections of the galvanometer used in the 
experiments : — 




IVip. to Fibie 

i’erp t(i Kitiri 

1 Xamc nf Wood. 

Paiallel ti> 

an«l Paiallel to 

and to 

Fibre. 


I.i^'iieous 

, 


Layers. 


1 " 

Oak 

U 

11-0 

'.I'A 

t Beecli .... 

33 

10-8 

8-S 

' Boxwood . 

31 

12 0 

9-9 

Adi 

27 

11-5 

9-5 

Apple-tree . 

2« 

12-.5 

10-0 

Scoteli Fir . , . 

22 

12 0 

10*() 


A similar difference of conductivity along and perpendicular to the 
planes of cleavage of laminated rocks which are not crystallised has 
been detected by Jannettaz/ the conductivity being best parallel to 
the planes of cleavage and worst perpendicular to them. The same 
difference along and perpendicular to the planes of cleavage of bismuth 
has also been found by Svanberg and Matteucci. This difference in 
the case of laminated rocks shows that underground temperatures may 
be considerably modified by the inclination of the strata to the horizon. 

312. Experiments of M. de Senarmont. — The first extended 
experimental investigation of the conductivity of crystals was that of 
M. de Senarmont.- The method adopted consisted in cutting a thin 
plate, with parallel faces, in any desired direction from the crystal. 
The surfaces of the plate were coated with a thin film of white wax, 
and heat was applied at one point, from which it was conducted in 
all directions through the plate. As the plate became warm the wax 
melted around the point, and the inequalities of conductivity in 
different directions were indicated by the shape of the bounding line 
of the melted wax. 

In the case of isotropic substances, such as glass or cubic crystals, 
this curve was always a circle, and it was also a circle when the plate 
was cut in certain directions from crystals which did not belong to 
the cubic system, but in general with a plate cut in any other direction 
from a crystal the curve was elliptical, or at least an oval curve very 
approximately an ellipse. This line remained visible on the wax 
after the plate had cooled, and its eccentricity and the position of 
the axes of the curve could be determined. It would thus appear 

- t/louard Jannettaz, Jimrnal de Physiqitf, tom. v. j). 150 ; and Ann. de Chirnk, 
4^' SCI’., toin. xxix. p. 5, 1S73. 

- De JSenanuoiit, Ann. de Chimie ct dc Physique^ :>* ser.. toms. xxi. xxii. \xiii., 
1847-48. 
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that the isothermal surfaces around a heated point of a crystal are in 
general a system of concentric ellipsoids. 

It was also found that the axes of these ellipsoids, or the thermic 
axes, coincided with the crystallographic axes of symmetry, so that, for 
example, in crystals of the cubic system the propagation of heat took 
place as in uncrystallised media, and in crystals of the rhombohedral 
system the axis of the crystal was an axis of thermic symmetry, the 
isothermal surfaces being ellipsoids of revolution around it. It was 
found in this manner that quartz and calc-spar conduct heat best along 
the axis of symmetry, and equally in all directions perpendicular to 
this axis, while idocrase and tourmaline conduct heat best at right 
angles to the axis. 

One method of heating the crystalline plate is shown in Fig. 206. 
A small hole having been drilled through the plate AB, a copper or 
silver wire (being good conductors) was passed through it, and the 
lower portion MX was bent at right angles and heated by a lamp, the 



direct radiation of the lamp being carefully screened off. The wire 
soon becomes heated, and being a good conductor, the heat is carried 
to the plate, the "sv ax melts around the hole, and an isothermal 
line corresponding to the melting-point of the wax is left imprinted 
on it. 

In M. de Senarmont's experiments it was not a simple wire that 
was used, but a fine silver tube, so that when it became heated an 
ascending current of hot air flowed through it, and heat was carried 
to the plate both by the conduction of the metal and by the con- 
vection of the heated air. Two other methods of heating the plate 
were also employed. In one the rays of the sun were concentrated by 
a lens of short focus to a point on the surface of the plate, and in the 
other a wire was passed through the hole and heated by an electric 
current. The former method possesses an advantage in tDat the 
drilling of a hole is avoided, and no discontinuity is introduced into 
the plate, and in the latter method caution is necessary in heating the 
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wire, for if the temperature be raised too suddenly the plate may be 
fractured. 

When the plate is fairly thick, and heated by a wire passing 
through a hole at right angles to its faces, the curves on its two faces 
are in general not true ellipses, but egg-shaped ovals, such as are 
shown in Fig. 207, having their more obtuse ends turned in opposite 
directions on the two faces. This arises from the fact that the plate 
is not heated at a single point, but along a line, and when the source 
of heat is a line, the curves on the two faces will be similar ellipses 
only when the line is in the direction of the diameter of the thermic 
ellipsoid, which is conjugate to the direction of the faces of the plate. 
This point will be brought out in the theoretical investigation which 
follows. 

More recent experiments by Von Lang ‘ and Jannettaz have 
extended to a great number of crystals the results obtained by De 
Senarmont, but they have brought to light no new or more general 
relations. 

A determination of the absolute conductivities of crystals in 



different directions has been made by Mr. C. H. Lees," according 
to a plan suggested by Sir Oliver Lodge.'* This method consists 
in placing a slice of the crystal between the ends of two bars 
of metal placed end to end with their lengths in the same straight 
line. The crystalline lamina thus forms part of a compound bar 
which may be treated experimentally, either by the method of Forbes 
or by that of Angstrom. 

In order to secure good contact between the bars and the crystal, 
a metal (brass) was used which would amalgamate, and the contact 
given by the amalgamated ends was found to be extremely good. 
The temperature curve along the bars was determined by means of 
thermo-electric couples of iron and German silver soldered into the 
bars. The compound bar was packed in sawdust, and one end was 
heated by steam, while the other was immersed in cold water. “When 

‘ Victor Von Lang. Fogy. Ann. vol. cx.\xv. p. 29, 1868. 

- Charles H. Lees, Memoirs and Proc. of the Manchester Phi!, and Lit. Soc. vol. 
iv. p. 17, 1890-91 ; Phil. Trans., 1892. 

- 0. J. Lodge, Phil. Mag. (5), vol. v. p. 110, 1878. 
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the temperature curve was plotted, the value of (lOjdji could be 
determined for each face of the crystalline plate ; ^ and when the 
absolute conductivity of the brass bars is known, that of the crystal 
can be deduced. The absolute conductivity of the brass was deter- 
mined by Forbes's method. Lees found that the value of K for quartz 
is 0'0299 parallel to the optic axis, and 0'0158 perpendicular to it. 

313. Theory of Conduction in Crystals.- — The theory of thermal 
conduction in crystalline media was attacked as early as 1828 by 
Duhamel,-’ who from the hypothesis of molecular radiation deduced 
the general expressions for the flow of heat, and subsequently ob- 
tained a number of general consequences which applied directly to 
the experiments of M. de Senarmont. In 1851 the theory was 
presented by Stokes ® in a form independent of any hypothesis of 
molecular radiation, the only assumption made being the general one 
that the quantity of heat is conserved, and, by means of an auxiliary 
solid, problems relating to crystalline conduction were reduced to 
corresponding problems concerning isotropic bodies. 

Thus if we consider the flow of heat across an elementary plane 
area, drawn in a given direction, through any point P of the body, then 
if / be the flux of heat per unit area, per second, across this plane, the 
flow across the element i/S in the time dt will be f.dS.dt, and the value 
of y will depend on the direction in which the plane is drawn, and 
also on the time and the position of the point. For the present we 
shall consider the time and position given, so that / will depend only 
on the direction of the plane. 

Let three rectangular planes of reference be chosen, and 
be the fluxes across them. Then if the elementary plane i/S be sup- 
posed to approach indefinitely close to the origin, it will, with the 
planes of reference, enclose a small tetrahedron whose faces are dS, 
Xdi), ij,dh, respectively, where A, p, v are the direction cosines of 
the normal to dis. 2^ow if the steady stage has been reached, as 
much heat flo\\s into this tetrahedron as flows out ^ and even if this 
stage has not been attained, the difference between what flows in 
and what flows out will be vanishingly small compared with either, 
for it is proportional to the thermal capacity of the element and 
the rate of rise of temiierature, but the former is proportional to the 
cube of the linear dimensions of the element of volume, whereas 

I A correction for tlic thin layer of mercury between the metal and the crystal 
was determined by a spf^cial experiment. 

- Duhamel, Journal de I ilrnlr Pohjtrehuiqnc^ toms. xxi. xxxii. See al.^o Lame,- 
iffo/is sur la Thtorie de la Uhalciir^ Paris, 1861. 

3 G. G. Stokes, Cambruhj.' „M Dublin Mathematkal Journal, vol vi p 
215, 1851. 
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the fluxes across the faces vary as their areas or the squares of the 
linear dimensions. We may therefore equate the sum of the flows 
across any three faces to that across the fourth, so. that we have the 
flow/.dS per second across the base dS equal to the sum of the flows 
/x-AdS, /j,./xdS, /..vdS across the other faces ; or 

f=\r'j,+nf„^vf, 1,1) 


This equation shows that if the fluxes of heat across the planes of 
reference be represented by three vectors, as in the case of forces or 
velocities, the flux across any other plane will be represented by the 
sum of the resolved parts of these vectors along the perpendicular to 
the plane. For some plane through P the flux of heat is greater than 
for any other, and the flux of heat across any other plane is this 
maximum flux multiplied by the cosine of the aiigle between the planes. 

Let 6 be the temperature at P, and let us consider an elementary 
parallelepiped of sides The flow of heat jier second through 

the face is and the flow through the opposite face is 

(fx + and so on for the other pairs of faces, so that the gain 

of heat per second is 


iiz ) 




But if the rate of change of temperature be and if the thermal 
capacity per unit volume be c, this must be equal to cKciij^zdOldf, 
and we have 


fix (Oj ‘ dz di 


( 2 ) 


These formulae are perfectly general, and apply whether the substance 
be homogeneous or not. We shall now suppose the material homo- 
geneous, and that c is constant. 

At this point a distinct assumption is made — namely, that the flow 
of heat at P depends not on the absolute temperature, but only on the 
variation of temperature in its vicinity. In fact, it is assumed that the 
flux across any })lane is a linear function of the rates of change of 
temperature dd/d.r, dd dy, dd di, parallel to the axes, so that we may 
write 

il$ d6 ^ tl6 

dO dB dO 

-fs=- “ 'izj: 

iW tie lie 

^’fl.C ' 'till '^"tlz 
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Substituting these values of fx,fy,fz in equation (2) we have 


dr-e ^cPB cPB 

a v-r, + 0 

rfar dy^ dz-' 


+ 2 / 


dydz 


„ d'e d'e 

'^^dzdT^^\lxchj 


dd 


(4) 


where a = a^, 2/ = etc. 

Xow there is a certain set of rectangular axes — namely, the axes 
of the quadric — 

a^ + hy--\-cz- + ‘2.fyz + ‘},yzx + 'l}ixy = \ ... ( 5 ) 


for which the equation (4) takes the form 


cP-e ^dr0 cPe do 


A 


( 6 ) 


for if new axes of reference 0 .t', Oy', Oz' be chosen, making angles with 
the old axes Ox, Oy, O?, whose direction cosines are 1 , 171,71 ; I', m, 71 ; 
r, to", n" \ then 


and 


j/ — lx + my + (t;. 

d d d (I 

ax ax ay dz 


and since the symbols of differentiation combine with each other 
according to the same law as factors, it follows that the equation (4) 
will be transformed by a change of axes exactly as if the symbols of 
differentiation were replaced by co-ordinates x, y, z. When the prin- 
cipal axes of the surface (5), or any three conjugate diameters of it, 
are taken as the axes of reference, the equation (4) takes the form (6). 
These axes are termed the thermic axes of the crystal. 

Taking the thermic axes as the axes of co-ordinates, the general 
expressions (3) for the fluS of heat become simplified. The expressions 
(3) for fx, f,j, fz contain nine arbitrary constants ; but when we sub- 
stitute (2) and compare the result with (6) it follows at once that 
f^i~~ 7i ~ ~ “"x y-i~ ~ Pp that the expressions may be written 
in the form 


~Jx -- 

J-= 


dx ay dz 1 

dx ay dz 

dx dy 


d-J 


(7) 


If the substance be symmetrical with respect to two rectangular 
planes, the coefficients F, Gl, H must vanish,i for the planes of symmetry 

> Stokes, ill tlie paper referred to, gives rea,sons for the supposition that F G H 
vanish in the general case. - 
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must contain the thermic axes, and if these planes be taken as those 
of xz and yz, the expression for must change sign with x, while /,, 
and remain unaltered. Similarly must change sign with y, while 
/j, and/^ remain unaltered, and referring to equation (7) this requires 
F, G, H to vanish, so that 



- B 


d6 

thf 



( 8 ) 


The constants A, B, C are thus the conductivities of the substance in 
the directions of the thermic axes, and are termed the principal con- 
ductivities of the crystal. 

Now, in the case of an isotropic substance the equation which 
determines the distribution of temperature is (Art. 309) 


K 


di/-^ dz- ) 



fO) 


and equation (6) which applies to a crystalline body will be trans- 
formed into an equation of the same form as (9) if the co-ordinates 
X, y, z be altered in the ratios n'^A/K, v^B/K, and \^C/K respectively, 
or (9) will he transformed into (6) by altering the co-ordinates in the 
inverse ratio. And if we take K'* = ABC, any volume of one will be 
strained by this transformation into an equal volume of the other. 
Hence the distribution of temperature in an isotropic solid, arising 
from any given conditions of heat-supply at one or more points, 
being determined, the corresponding distribution and the isothermal 
surfaces in a crystal may be deduced by straining the co-ordinates in 
the manner just indicated. 

Thus if heat be supplied at one point of an infinite isotropic 
solid according to any law, the isothermal surfaces will be spheres, 
and if the source be taken as the origin of co-ordinates, any one of 
these spheres will be given by the equation' 

3.~ + y-~z^=r- ... . ^ 10 ) 


where r is the radius of the sphere. This surface becomes strained by 
the above transformation of co-ordinates into the ellipsoid 


A B ' D K 


( 11 ) 


which is the corresponding isothermal surface in a crystal, the axes of 
reference being taken in the directions of the thermic axes of the 
crystal. 

Hence in an infinite crystalline medium, if heat be introduced at 
a single point, the isothermal surfaces will be a system of concentric 
and similar ellipsoids, the axes of any one of which are directly pro- 
portional to the square roots of the three principal conductivities of 


Derived 

solid. 
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the substance. Again, in the isotropic medium the ilow of heat at any 
point takes place along the radius of the sphere, and varies inversely 
as the distance from the source, and the same result holds in the 
crystal. The flow across any plane touching the thermic ellipsoid is 
consequently in the direction conjugate to that plane. 

Now, if an infinite isotropic plate be considered, and if heat be 
supplied at any point or any number of points along a normal to the 
plate, the isothermal surfaces will be surfaces of revolution round the 
normal, and the isothermal curves on the face of the plate will be 
circles. Hence, if a corresponding crystalline plate be heated at any 
point or at any number of points along a line (the line of sources) 
taken in the direction conjugate to the faces of the plate with respect 
to the thermic ellipsoid (11), any particular isothermal surface will be 
the surface generated by an ellipse moving with its plane parallel to 
the faces of the plate, its centre on the line of sources, and its principal 
axes parallel and proportional to those of the ellipse in w'hich the 
thermic ellipsoid is cut by a plane parallel to the faces. 

In the particular case in which the faces of the plate are cut parallel 
to the circular sections of the thermic ellipsoid, the isothermal curves 
on the faces will be circles, but the line joining the centres of the 
systems on the two faces will not be normal to the faces. In order, 
then, to procure ellipses on the faces of a plate in De Senarmont’s 
experiment, it is necessary that the hole in the plate should be drilled 
in the direction conjugate to the faces with respect to the thermic 
ellipsoid. 

In the same manner when a crystalline bar is heated at one end, 
the isothermal surfaces are not planes at right angles to the length of 
the bar, but aie planes parallel to the diametral plane of the thermic 
ellipsoid, which is conjugate to the direction of the length of the bar. 

Again, the flow of heat across any element of area in the crystal is 
equal to the flow across the corresponding element of the derived iso- 
tropic solid. For the flow across an element of area ilydz perpendicular 

to the axis of .r in the crystal is - and if = ABC, this is 

equal to the flow across the corresponding area in the derived solid. 

If we denote by Aj., A,^, A^, the diflerences between the expressions 
(7) and (8), we have 

" (/A- 

dx ' dll ^ d^ 

Which is analogous to the equation of continuity of an incompressible 
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ON THE COXDrCTIVITY OF FLUIDS 

314. Conductivity of Liquids — Despretz’s Method. — When the 
lower strata of a liquid are heated expansion occurs, and the consequent 
diminution of density causes the heated portions of the liquid to rise 
to the surface, while the colder parts sink to the bottom. In this 
manner convection currents are set up which transport the heat 
from one part of the liquid to another, and tend to bring about a 
uniformity of temperature throughout the mass. On the other hand, 
when the upper surface of the liquid is heated the warmer layers 
remain i/i situ, and the lower strata can become heated only by radia- 
tion and conduction proper, or by the process of diffu.sion or molecular 
convection — that is, by the individual molecules of the liquid becoming 
heated at the top and afterwards travelling into the lower strata, 
carrying their heat with them, and gradually parting with it to the 
colder molecules below by radiation or by contact, or by both processes 
simultaneously. 

When heat is supplied at the upper surface of a liquid the flow of 
heat downwards is in general exceedingly slow, except in the case of 
mercury or other metals in the liquid state. In illustration of this we 
may cite the fact that the upper strata of water contained in a tube, 
at the bottom of which some ice is fixed, may be boiled without melt- 
ing the ice below. Such a very feeble flow of heat might reasonably 
lead to the suspicion that in liquids the transport is mainly effected by 
molecular diffusion and convection rather than by that process of 
conduction which takes place in solids. 

The earliest experiments of any note on the conductivity of liquids 
are those of Despretz,' the method adopted being analogous to the 
process applied to the determination of the conductivity of metal bars. 

1 Desprelz, Comptes liemlus, 1838, p. 933 ; Ann. de C'hinue et de Physique, vol. 
Ixxi. p. 216, 1839. Earlier experiments on the passage of heat downwards through 
liquids were made by Murray (Xicholson’s Journal, vol. i., 1S02), and by Rumford 
(Nicholson’s Journal, vol. xiv., 1806). 
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In operating on water a cylindrical wooden vessel B (Fig. 208) was 
employed, about 1 metre high and 20 cm, in diameter. At intervals 
of 5 cm. holes were drilled in the walls of the cylinder, and in these 
thermometers were inserted with their bulbs placed vertically over one 
another along the axis of the cylinder. The vessel was filled with 
water, and on the top of the liquid a copper box A was placed, which 
was kept filled with hot water renewed every five minutes. When 
this was continued for some time the upper thermometers were 

observed to show a gradual 
increase of temperature, 
and the wave of tempera- 
ture proceeded slowly 
downwards, as long as 
thirty-six to forty hours 
being required before the 
stationary state was at- 
tained. This elevation of 
temperature could not be 
attributed to conduction 
of heat down through 
the sides of the feebly- 
conducting vessel, for 



Fitr. 20S. — P*^spieUs Apparatus. 


DespretZj by luetius of other thermonieters placed in the li(^uid, with 
their bulbs near the walls of the vessel, found that the teniperature 
was higher along the axis than near the sides of the cylinder. Near 
the tO]) the temiieiature did not vary much over a horizontal cross- 
section, but lowei- down this variation was considerable. It was thus 
proved that the propagation of heat takes place through the liquid 
either by molecular diffusion or by conduction juoper, or by both 
processes. 

Despretz specially observed the temperatures iu the stationary 
condition, and he found that the distribution of temperature along the 
axis of the cylinder followed the same law as that in a long metal bar 
heated at one end and cooling by radiation in the open air. In this 
case we have already seen that the temperature curve is logarithmic 
and given by the formula 

so that the relative conductivities of liquids may be determined in 
this manner like those of solkls. Thus for li(inids of conductivities 
Kj, K.„ Kj, etc., if lengths etc., correspond to equal differences 

of tempei'cature, we have, as in the experiment of Ingen-Hausz 




K., K, 

, ; J-etf. 
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By a comparison of cylinders of the same material, Despretz found 
that /i varied inversely as the square root of the diameter of the 
cylinder, and this relation holds also for metals. The method, 
however, does not appear to be suited to give very accurate results, 
and the interest attaching to these experiments is chiefly historical.' 

The same method was subsequently adopted by Paalzow,- in a 
slightly modified form, in an investigation of the relation, if any, 
between the electric and thermal conductivities of various liquid.s, and 
his observations prove that no relation exists between these quantities. 
For it appeared that water and sulphuric acid conduct heat almost 
equally, the former being somewhat the better." 

The conductivity of water, in absolute measure, has been obtained 
by Dr. J. T. Bottomley" by means of a modified form of Despretz’s 
apparatus. The copper vessel employed by Despretz to contain the 
hot water, which acted as a source of heat, was dispensed with, and 
the heat was supplied by gently pouring hot water on the top of a 
wooden float of a diameter slightly less than that of the cylinder 
which contained the water to be experimented on, and on which the 
board floated. Two thermometers were placed with their stems 
horizontal and their bulbs on the axis of the cylinder at a short 
distance from each other. These thermometers gave the difference 
of temperature of the two faces of a horizontal stratum of the liquid 
of known thickness, and the quantity of heat which flowed through 
this stratum per second was calculated by observing the change of 
temperature of the whole mass of liquid below. This was indicated 
by a vertical thermometer, which had a long bulb extending down- 
wards from the centre of the stratum in question to nearly the 
bottom of the vessel. Another thermometer was placed horizontally 
at the bottom of this upright thermometer in order to ascertain when 
the wave of temperature had travelled so far, and as soon as this 
occurred, which was not until the end of an hour, the experiment 
was stopped. The value found in this manner for the absolute 
conductivity of water in the C.G.S. system of units was 
For water • • • Jv = 0'002. 

The method, however, is by no means free from serious objections, 
especially in regard to the manner in which the quantity of heat which 

1 4 valuable historical account of the eoiiduetion of heat in liquids has been given 
by Dr. 0. Chree in the mhtsof/iical MtiijaziM for July ISsT, vol. .wiv. p. 1. 
c I'aalzow, Po'jy. Ann. vol. cx.v.xiv. ]i. 613, 1368. 

’• [The sulphuric acid is highly ionised, which accounts for it.s electrical con- 
ductivity.] _ _ _ 

1 J. T. Bottoinley, Finl. Trans, limy. .Soc., 1S81, p. »3/. 
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flows through the stratum is estimated, and the value 0'002 differs 
considerably from that obtained by subsequent investigations. 

315. More Recent Investigations. — The methods which have 
been since applied to the determination of the conductivities of liquids 
belong chiefly to trvo classes. One in which a layer of the liquid 
under examination is contained between two horizontal discs having 
their centres in the same vertical line, and the other in which the 
liquid is contained in the annular space between two coaxial cylinders. 

The first method, which may be termed the flat disc method, was 
adopted by Professor Guthrie' in 1869, and later by Weber- and 
Lorberg.-' 

Experiments by the coaxial cylinder or annular space method have 
been made by Winkelmann * and Beetz.® 

Winkelmann’s results, expressed in centimetre, gramme, and 
minute units, are, for temperatures between 10^^ and 18° C. — 


Water ... . . 0'092 

Salt solution O'leOu 

Alcohol .... . 0-0904 

Bisulphide of carbon . . O'llSO 

Glycerine ... . 0-0449 



The determinations of the conductivities of poor conductors by 
Lees (Art. 302) were extended by him to liquids also. Fig. 209 

shows the form of the apparatus. C, 
U, M and L are nickel-plated copper 
M discs, these being termed the cover, 
L upper, middle and lower discs respec- 
tively. P is the heating coil. G is 
a glass disc of known conductivity 
used to measure the transmission of 
heat. E is an ebonite ring which confined the liquid between the discs 
Mand L. To find the heat conducted through the ebonite ring, an experi- 
ment w-as made with air instead of liquid, the small amount conducted 
through the air being calculated. The whole apparatus was enclosed 
in an air-bath. Lees found a decrease in conductivity with rise of 
temperature. He states also that the conductivity of a substance 
does not always change abruptly at the melting point. The following 
table contains some of his results for liquids at 25° C. 


’ Guthrie, riul. May. vol. x.x.xvii. j). 46S, 1869. 

-- H. F. Weber, U'ial. A,m. vol. x. pp. 10-3, 304, 472 ; vol. xi. p. 347, 1880. 
S H. Lorberg, Ann. vol. xiv. pp. 291, 427 ; 1881. 

* A. Winkelmann, Pogy. Ann. vol. cliii. p. 481, 1874. 

* Vt . Beetz, Wied. Ann. vii. p. 435, 1879. 



AP.T. 310 


ON THE CONDUCTIVITY OF FLUIDS 


661 


Liquid. 


Conductivity. 


Mean Percentagt' 
change per degree C. 


I Water . 

Glycerine 
! Methyl alcohol 
I Ethyl alcohol . 


•00136 - 0 0055 

•00068 - 0-0044 

•00048 -0-0031 

■00043 -0 0058 


Conductivity of Gases 



316. Andrews’s Experiment — Conductivity of Hydrogen. — UiflB- 
cult as the practical determination of the conductivity of liquids may 
be, the investigation becomes more complicated and perplexing in the 
case of gases, for here the phenomenon is masked by direct 
radiation, and it is almost impossible to determine how far 
the eftects are due to convection and diffusion. ' For these 
reasons the determination of the thermal conductivity of 
gases is an investigation of extreme difficulty. 

Many familiar facts, however, render it certain that 
heat is not conveyed with facility through air or other 
gases except by radiation. Thus the presence of interstices 
and cavities filled with air renders such materials as felt, 
wool, furs, etc., very bad conductors of heat. Such sub- 
stances when compressed, so as to reduce the air cavities, 
conduct heat much better, and consequently become less 
warm when used as articles of clothing, but as to whether 
heat is propagated through the material more freely when 
the cavities are filled with air than when they are com- 
pletely empty or filled with other gases must be tested 
by experiment. 

The experimental evidence on this subject points con- 
sistently to hydrogen as being a much better conductor of 
heat than any other gas, or at least indicates that heat is much more 
freely propagated by this gas than by any other. A celebrated 
experiment on this subject is that described by Dr. Andrews,^ and 
usually attributed to Grove. A thin platinum wire (Fig. 210), through 
which an electric current could be passed, was stretched within a glass 
tube. When the tube was filled with air, or any gas other than 
hydrogen, while the wire was raised to incandescence by the electric 
current, it was found that the brightness remained, though less vivid. 



‘ Andrews, Proc. Roij. Irish Academy, vol. i. p. 465, 1840. 
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when the tube was exhausted.^ On the other hand, when hydrogen 
was passed into the tube, the brightness of the wire was greatly 
diminished, or altogether annulled. 

The experiment was varied by Grove,- who passed the same 
current through two similar wires stretched in different tubes, which 
could be filled with different gases. When one of the tubes contained 
hydrogen the wire in that tube was not luminous, although the wire 
in the other was vividly bright. This effect was found by Magnus to 
be very decided, even when the wires were stretched in very narrow 
tubes only 1 mm. in diameter, so that the layer of gas was very 

thin, and convection currents 
could scarcely occur. 

317. Experiments of 
Magnus. — The first notable 
investigation of the relative 
conductivities of gases was 
that published by Magnus 
in 1860. The apparatus em- 
])loyed is shown in Fig. 211, 
and was similar to that already 
described in Art, 265. The 
investigation of the diather- 
mancy of gases, in fact, de- 
veloped out of the present 
inquiry concerning their con- 
ductivities. The gas under 
examination was contained 
in a very thin glass vessel 
AB, which was 160 mm. high 
ri>:, 2 ii. and 56 mm. wide. The 

upper vessel C was fixed to 
AB by fusion, and contained water kept near the boiling jioint by a 
current of steam. This formed the source of heat, and in order to 
compare the indications of the thermometer when different gases were 
used, it was necessary that the vessel AB should be kept in an 
enclosure at constant temperature. For this purpose it was placed 

^ [Tlie vacua iiieiitioneU in this and the folloning article could not have Ijeeu 
high. The extreme vacua jirodueed hy the more efficient method.^ of t)ic nreseiit 
day are the best of all heat-iiisulatois.] ^ 

- Grove, “ Bakerian Lecture.” PA,?. Trans., 1847 ; and Phil. Mcnj. vol. xxvii 
p. 445. 



Magnus, Poiaj. Ann. vol cxii. in>. 
!>. 1 , 1861 . 


Translated, Phil. Mai/, vol. x.xii. 
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inside a cylinder PQ, which was surrounded by a bath of water XY, 
as shown in the figure. By this means the temperature of the inner 
enclosure was kept constantly at 15° C. A thermometer/'; was fixed 
horizontally, and protected by a screen oo from the direct radiation 
of the source of heat above. In the earlier experiments a cork 
screen was used, but it was afterwards found that one of polished 
metal (silvered copf)er-foil) was much more efficient as a protection. 
This arises from the fact that the poli.shed metal, although a better 
conductor than cork, is yet a much more feeble radiator and absorber. 
The following results give an idea of the difference in the indications 
of the thermometer when protected and unprotected in this manner 
in air at the pressure of one atmo. — 

Cork Screen 2 inni. Thick. Two Coppcr-foiU 1 miii. DKt.int, No Screen. 

2:i (’. 2r-:. 2.T--5 

When the steam is allowed to enter the vessel C the temperature 
indicated by the thermometer/; gradually rises, and in about half an 
hour becomes stationary — the time varying with the nature and pres- 
sure of the gas. This temperature depends on several circumstances, 
such as the conducting and radiating powers of the glass vessel AB, on 
the thickness and radiating power of the screen, and finally on the 
conductivity of the gas, and more or less on its diathermancy. The 
results of the experiments are, however, comparatively simple. When 
the pressure of the gas was reduced to 15 mm. or less, the stationary 
temperature of the thermometer was sensibly the same for all gases, 
and differed little from the temperature in vacuo. Denoting this 
latter by 100 (it was 11 '7 C. with a cork screen 2 mm. thick, and 
7 "8 with a metal screen '), the corresponding numbers for the various 
gases at atmospheric pressure were as follows : — 


Substance. 


Vacuum 

Air 

Oxygen 
, Hydrogen . 

Carlioiiic acid 
1 Carbonic oxide 


TliHr* 

mometer. 

Sub&t.ince. 

Ther- 

inometei 

100 i 

Protoxide of nitrogen . 

75-2 

S2-0 

Marsh-gas . 

80-3 

S2-0 

Olefiant gaj' 

76-9 

111-1 

Ammonia . 

69-2 

70-0 

Cyanogen . 

75-2 

SI -2 

Sulphurous aciQ . 

tit) -6 


It appears from this table that the stationary temperature of the 
thermometer is higher in a vacuum than in any gas except hydrogen. 
The heat, therefore, travels through all these gases (except hydrogen) 

’ The temperatures were counted from that of the surrounding medium, which 
was 15' C. 
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with less facility than through a vacuum. Further, the temperature 
of the thermometer rises as the gases are more rarefied, except in the 
case of hydrogen, for here the opposite effect was exhibited, the tem- 
perature falling as the hydrogen became more rare. This has been 
supposed to demonstrate the true conductivity of hydrogen, and to 
prove that the other gases possess no appreciable conducting power. 
It is, however, evident from the results that the other gases exercised 
quite as decided an effect as hydrogen, but in the opposite direction. 
The only certain inference we seem able to make is that the flow of 
heat to the thermometer, or the heat-carrying power of the space, is 
increased by hydrogen and diminished by the other gases, and there 
are no a priori grounds for the supposition that hydrogen possesses 
a conducting power similar to metals more than any other gas. 

318. Absolute Conductivity of a Gas. — If a plane be imagined 
drawn through a mass of gas, then, according to the kinetic theory, the 
molecules are continually crossing from one side to the other of this 
plane, and by this process of interchange the properties of the gas 
tend to become equalised on both sides of the plane. Equalisation of 
temperature may thus be brought about by molecular diffusion, and 
the transport of heat through a gas by conduction is merely the trans- 
port of kinetic energy by molecular dift’usion. The absolute conduc- 
tivity of a gas might then be defined as the quantity of heat, or 
kinetic energy, transported per second through a layer of the gas 
1 cm. thick, 1 square cm. area, and having 1" C. diflerence of tem- 
perature between its faces, the transport being effected by molecular 
motions alone and not by the motion of large portions of the gas, 
such as takes place in convection currents. 

To measure the conductivity of a gas consequently requires the 
study of its cooling under conditions in which the effects of convec- 
tion currents are negligible. 

This line of investigation has been followed by Kundt and War- 
burg' among others. When a thermometer is allowed to cool in a 
gas it loses heat by radiation, and also by conduction, but the effect 
due to the latter is completely masked by that arising from con- 
vection currents unless the jiressure is small. When the pressure 
is diminished to a certain value the effects of convection currents 
become insensible, and the rate of cooling of the thermometer at any 
given temperature remains constant, until a stage of exhaustion is 
reached at which the mean free jiath of a molecule is not vanishingly 
small compared with the dimensions of the enclosure. This constancy 

' Kundt and tVarburg, I'oijij. Ann. vol.s. civ. and clvi. : and Journal dc 
Physique, vol. v. p. 118, 187U. 
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of the rate of cooling is in accordance with the kinetic theory, from 
which it follows that the conductivity of a gas up to this limit is 
independent of the pressure. 

Kundt and Warburg operated with three different enclosures, and 
found that with air the rate of cooling of the thermometer remained 
constant for pressures between 150 mm. and about 1 mm., and for 
hydrogen between 150 mm. and about 9 mm. Within these limits 
the action of convection currents was therefore insensible, and the 
observations lead to the conductivity of the gas when the cooling 
arising from direct radiation is determined. For this purpose the 
enclosure was exhausted as completely as possible after being 
thoroughly desiccated at a temperature of 200” C. In this state 
the rate of cooling was found to be independent of the shape of the 
enclosure, which showed that the effect of conduction by the residual 
gas was negligible. The radiation being thus known, the cooling 
produced by conduction was determined by difference. 

By this means it was found that the conductivity of hydrogen 
was 7T times that of air, while the corresponding ratio for carbonic 
acid was 0'59. The former agrees with the theoretic deductions of 
Maxwell, but the latter is sensibly less than the value (0’7) obtained 
theoretically. The theoretic coefficient for carbonic acid is, however, 
unsatisfactory, as it depends on the ratio of the two specific heats, 
which varies with the temperature, and the theory does not take this 
into account. • 

The estimation of the absolute values of the conductivities 
required a knowledge of the thermal capacity of the thermometer, 
and, as this was not accurately determined, numerical results were 
not deduced. The value for air was, however, set down at 0-000048 
in the C.G.S. system of units. 

Stefan 1 observed the cooling of a thermometer furnished with 
a double envelope of copper and brass. The air between the two 
envelopes was thus heated by the interior and cooled by the exterior 
surface. The temperatures of these surfaces being known, and the rate 
of cooling being determined, the flow of heat through the layer of air 
can be deduced and the conductivity evaluated. The number found 
in this manner for air was 0-000056, which is 20,000 times less than 
that of copper. The dynamical theory led Maxwell to the number 
0-000055. Stefan also found that, in accordance with theory, the 
conductivity was independent of the pressure, and that the con- 
ductivity of hydrogen was seven times greater than that of air. The 

1 Stefau, SitzungsheriMe der ly-kner Akademie, vol. l.xv. p. 4-2 ; and Journal 
de Physique, tom. ii. p- 147, 1873. 
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effect of radiation is, however, neglected in the foregoing, and this 
renders the value of K somewhat too high. 

The value deduced by Winkelmann ^ was 0‘000052, and the 
variation with temperature was expressed by the formula — 

K = K„(l + 0 •0027701. 

According to theory, however, the conductivity should vary as the 
square root of the absolute temperature,- and this result in itself is 
obvious, for under given circumstances the quantity of energy trans- 
ported across any stratum of the gas will be proportional to the 
average velocity of translation, and, as we have already seen, this is 
proportional to the square root of the absolute temperature. 

' A Winkelmann, Pogy. Ann. vol. clvi. p. 497, 1875 ; vol. elix. p. 177, 187b‘. 

[- This is on tlie assumption that the molecules are elastic spheres, and could 
not be expected to be true for gases which are not monatoiuie.] 



CHAPTER Vlll 


THERMODYNAMICS 

vSEOTION I 

THE FIRST FUNDAMENTAL RRINCIRLE 

319. The First Law and the Energy Equation. — The nioclern 
science of thermodynamics is based on tM'o fundamental principles, 
both of which relate to the conversion of heat into work. The first 
of these is the principle of equivalence established by Joule, and is 
represented algebraically by the equation 

\V=.)H. 

This principle, u-hich is known as the first laic of thermoi/ynainics, 
asserts that u’hen work is sjient in jnoducing heat, the quantity of 
work spent is directly proportional to the quantity of heat generated, 
and conversely, that when heat is employed to do work a quantity 
of heat disappears which is the equivalent of the work done. This 
conception is derived from the dynamical theory, according to which 
heat is regarded as a form of energy, and consequently, when work is 
done by thermal agencies, or heat generated by the expenditure of 
work, the quantity expended of either is the equivalent of the 
quantity generated of the other in accordance with the general 
principle of the conservation of energy. 

Let us now consider the various departments in which a quantity 
of heat, when communicated to any body, may expend itself. In the 
first place, a portion of it, but not necessarily all, may be employed 
in raising the temperature of the body. This portion is spent accord- 
ing to the dynamical theory in increasing that energy known as the 
sensible heat of the body. The increase of temperature is in general 
accompanied by increase of volume, and as a consequence work wdll be 
expended in two departments. For if the body be subject to external 
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External 

work. 


forces, work will be done by or against these forces while the volume , 
is changing. This is termed the external ivorlc. For example, if the 
body be subject to a uniform pressure p, the work done against this 
external pressure during an expansion dv will bey)rfr. So also work will 
be done against internal forces, such as molecular attractions ; while 
the volume or state is changing, and the amount of heat expended in 
the performance of this, internal -work as it is called, may be a con- 
siderable portion of the whole. Under the head internal work may 
also be placed the first-mentioned increase of molecular energy or 
increase of sensible heat of the bod3^ 

Thus if the internal energy of the body be denoted by U, and if 
this embraces both the kinetic and potential energies of the molecules, 
the heat supplied to the body will be expended in two departments — 
one in doing external work, and the other in altering the internal 
energy of the body. Hence, if the external work done is dW, and if 
the change of internal energy is dkj, when a quantity of heat rfQ is 
given to a body, we have 

f?Q=<iU-i-dW (1) 

The symbol J being avoided by expressing d^ in work units (ergs). 

The quantity of heat c(Q is regarded as positive when given to the 
body, and negative when taken from it. Under these circumstances 
the work t/W must be regarded as positive when done by the body, 
and negative when done on it, in accordance with equation (1). When 
the external work is introduced by ordinary mechanical reactions, 
resistance to distortion, etc., the expression for dW takes the usual 
form of stress multiplied by strain, but work may be done by a system 
in many other ways. For example, a liquid, in altering the area of 
its surface, is subject to capillary forces, and if T denotes the surface 
tension, and <78 an element of surface, the expression for (fW in this 
case is T(/S. So also work may be done in consequence of electric or 
magnetic forces when electrified or magnetised matter is moved from 
places of lower to places of higher potential. Thus, if a quantity dq 
of electricity is moved from a place of zero potential to a place at 
potential \, the expression for dW is Ydq. If, however, energy be 
given to external systems only by work done against a uniform 
normal pressure p, then dW -I'dr, and the energy equation becomes 

fZQ=(iU+j««i- (2) 

[Prof. tv. M‘F. Oir h,i^ suggested the following statement of the first law. 
“ If a body or system undergoes any cycle of operations, i.c. one such that the Initial 
state and the final state are the same, the total amount of heat taken in, algebraically, 
in the cycle by the system from external bodies is proportional to the amount of 
work done (algebraically) by the system on external bodies.” The advantage of 
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this form of statement is that the possibility of work being gained or lost owing to 
a change in the internal energy of the system is eliminated (see Art. 322). It might 
be added that if energy (not work) in any other form than heat enters or leaves the 
system, it must be reckoned in terms of heat energy.] 


320. Remarks on the Energy Equation — Cyclic Transformations. 
— In general for every substance there is some characteristic e(iuation 
connecting the volume, pressure, and temperature, so that when any 
two of these quantities are known, the third is completely determined. 
For this reason, when the condition of a substance is represented 
graphically, as in Art. 67, the pressure and volume being known, 
the temperature corresponding to any point A (Fig. 212) becomes 
determinate, and the state represented by the point is unique.' Hence 
we may assume that the internal energy U, which appears in the 


energy equation, is completely 
determined for any state by the co- 
ordinates of the point which repre- 
sents that state in the diagram. 

This is expressed by saying that 
the internal energy U correspond- 
ing to any state A is a function of 
the co-ordinates which define the 



Fif;. 212. 


state, and consequently the change of internal energy in passing from 
any state A to another state B will depend only on the points A and B, 
and in no way on the nature of the transformation by which the body 
may pass from A to B. In other words, if a substance be brought 
from any state A to any other state B, through any series of trans- 
formations represented by the path AMB, the change of internal energy 
depends only on the co-ordinates of A and B, being independent of the 
nature of the path AMB. The assumption made here is merely that 
if a body, after passing through any series of transformations, be 
brought back again to its initial condition, its internal energy will 
be the same at the end of the cycle as at the beginning, whether it 
returns to its initial condition by the same path, AMB, as it set out, 
or by a different, ANB. This amounts to saying that U at any point 
is a single valued function of the co-ordinates of the point, or that 
i/U is a perfect differential. 

On the other hand, the external work done during any transforma- 
tion depends not only on the initial and final conditions of the sub- 
stance, but also on the nature of the intermediate operations. For, 


' An ambiguity arises when more than one value of the temperature can exist 
for the same values of the pressure and volume ; so also in the case of a liquid and 
its saturated vapour, the pressure is a function of the temperature alone, and the 
volume within certain limits is independent of both. 
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as has been shown (Art. 67), the external work performed in passing 
from the state A to the state B along the path AMB is represented 
by the area AMBB'A', so that the external work is not known unless 
the shape of the curve AMB, or the relation connecting the volume 
and pressure throughout the transformation, is known. In other 
words, W is not determined by the initial and final co-ordinates, and 
(AV is nut a perfect differential. The work done during any transforma- 
tion depends on the nature of the transformation from beginning to 
end, and in order to estimate it we require not only a knowledge of 
the initial and final states, but also some subsidiary relation, such as 
f{'p,v) = 0, connecting the volume and pressure throughout the trans- 
formation. 

It thus appears that the quantity of heat supplied to a body in 
passing from the state A to the state B depends on the nature of the 
transformation by which it is brought from A to B as well as on the 
positions of these points. This quantity of heat consequently cannot 
be expressed, like the internal energy, in terms of the co-ordinates of 
A and B, but requires a knowledge of the subsidiary relation f{p,v) = 0, 
that is the shape of the path AMB. Hence is not a 2 >erfed differ- 
entia!. In the language of the differential calculus this is expressed 
by saying that, in the case of the internal energy U, we have 



d. 

Y/U\ 


d/A 

, d;.- ) 


= 0 , 


where x and ij are the independent variables chosen to determine the 
condition of the body. But in the case of the ((uantity of heat Q, we 
have 



According to the caloric theory, however, which regarded heat as 
indestructible, the (j[uantity of heat supplied to a body in passing from 
any state A to an\ other state B must depend only on the initial and 
final states, and not on the natuie of the intermediate transformations. 
According to this theory, then, dq would be a perfect differential, and 
the external work would be derived from the heat, not by using up an 
equivalent quantity of it, but by transferring it, unaltered in quantity, 
from bodies of higher to bodies of lower temperatures, in a manner 
somewhat analogous to the way in which work is obtained by allowing 
water to descend from places of higher to places of lower level. 

The fact that ilq is not a perfect ditterential according to the 
dynamical theory arises therefore from the principle of equivalence, 
according to which, when any substance passes through any cycle of 
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transformations, an amount of heat disappears which is the equivalent 
of the work done, and if the substance be brought back to its initial 
condition after passing through a complete cycle of transformation, a 
quantity of heat represented by the area of the cycle is destroyed, or 
generated, according to the direction in which the cycle is passed 
through. 

321. Integrating Factor of the Energy Equation. — If r and // 
be any two independent variables which determine the condition of a 
body, it follows that dQ may be expressed in the form 

— + . . . , . ( 1 ) 

where X and Y are each functions of .r and y ; but since dQ is not a 
perfect diflFerential, d'Kjdy will not be equal to dYjd.r. The left-hand 
side of this equation may, however, be made an exact differential by 
multiplying it by a factor /x, which is some function of / and y. The 
quantity /a</Q will then be a perfect differential, and we shall conse- 
(piently have 

or 

^\tlr ihj ) ‘ ihj d.y 


an equation which expresses the integrating factor y in terms of X 
and Y. 

The relation between X and Y may be deduced by comparing (1) 
with the energy equation. For since U and W are supposed express- 
ible in terms of .r and //, we have 

(lU = + and dAV = XV^ + V 


But by the energy equation we have 

and therefore 


N = — 1 N , and \ = -r— -1 \ . 
lU ihj 


Hence, since '/U is a perfect differential, it follows that we must 


have 


or 


^(v-v).|(x-r), 

% 

fLc ihj dji dy 


In the particular case when the only external force is a uniform 
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normal pressure p, and in which the independent variables which 
determine the condition of the body are p and v, we have 


where L is the heat of dilatation or the quantity of heat absorbed by 
the body under constant pressure, while its volume changes by unity, 
and M is the quantity of heat required to change the pressure by 
unity when the volume is kept constant. Hence if /i is the integrating 
factor 






( 2 ) 


But by the energy equation 


(/U, rfU, 

+ —rd V + mv. 
rip ' dv ' 


Therefore 


= and M = — 

(Ir dp 


Hence, since U is a perfect differential, we have 


dp dv 


as the relation between L and M. 

Using this result equation (2) becomes 


(3) 


P = uf-L'^f. 

ch- dp 

which expresses p in terms of L and M. 

Cor. In the case of a perfect gas an integrating factor is the 
reciprocal of the temperature 0 measured from the zero of the perfect 
gas thermometer. For in the case of a perfect gas the energy equation 
is (Art. 155) 

dQ-C^ie+pdv. 

Therefore 


and "the right-hand member of this equation is obviously an exact 
differential. Hence dQ '0 is a perfect differential. 


Examples 

1. If there is one integrating factor of dQ, show that there are an infinite 
number. 

[If p. is an integrating factor of dQ, then 

pdQ=ilip. 



consequently 
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But if'!' be any function of 0, we have 

=/(<p), ami = /'i <l))d<p, 

so that the factor fxf {(p) also I'enders f/Q a perfect ditfereutial, J 

2. Denoting the specific heats at constant jiressure and i-onstant volume l»y (J, 
and Cj, respectively, prove that in dynamical units 

ISiiice U is comiiletoly (icterniined by the variables r and 8, we liave 

Hence, as is otherwise directlv obvious. 


\<«A. 


and similaily by taking p and 0 as independent variables we obtain the second 
relation. 

In the case ot a perfect gas U is a tumdion iif $ alone, and hence 




so that tlie second relation beoonies C,, -0, = R. } 

3. A gas changes its volume from f, to r>, at constant temperature, Hnd the 
quantity of heat absorbed. 

{Since the temperature isconstant the energy O'lnation </!.> = a-pdc beoonies 


dy = nffc = R0^ . 

V 


Hence the heat absorbed is (in dynamical units) 

Q = Re log(rs/r,). 

From thi.s relation it follows that if the isothermal changes of a gas are such that 
the c^uantities of heat absorbed or evolved form an arithmetical progression, the 
corresponding change.s of volume form a geometrical [irogression.^ 

The above equation may also be written in the lorm 

Q=0]rilog(r2,'r,), 


so that if this refers not to unit mass of the gas, but to that quantity w hich assumes 
a volume r, under a pressure the equation contains nothing dependin'' on the 
nature of the gas. This eijiiation was employed by Joule in one of his determinations 
of J.{ 

4. Determine the work done when a gas is compressed adiabatically from 
^qi'i top.,r.,. 

{We have 





y'd'i \ 
1 ) 


‘ This result was arrived at by Carnot, ilotire Poirer ig Heat. p. 81, English 
edition. 


o 


X 



674 


THEORY OF HEAT 


CHAP. VIII 


5. Prove that the areas included between the adiabatic lines of a perfect gas and 
the axis of volume are equal if measured from the points where they are intersected 
by any isothermal. 

{This follows from the property that the internal energy of a perfect gas is a 
function of the temperature only.} 

6. If n is an integrating factor of dQ, prove that taken round any closed cycle 

I yadQ = 0. 

{Since ndQ~d4>, it follows that the value of the integral taken along any curve 
joining two points pji’, and p„v., is simply - <p.^ where is the value of 0 at 
and 02 its value at When the cycle is closed = 0.,. } 

7. If a substance has attained its maximum density under a given pressure, prove 
that the tangent plane to the characteristic surface at the corresponding point is 
parallel to the axis of temperature. 

1 If the characteristic equation hef{p, r, d) = 0, then under constant pressure we 
have 

df ^dv_ 

de dvde 

But if tile density is a maximum dvjdd — 0 ; therefore at the corresponding point we 
have dfld6 = 0, which was to be proved. 

The locus of these points is a curve on the characteristic surface which obviously 
divides it into two parts, such that the projection of one on the plane pv is the 
same as that of the other. Hence it follows that every curve on the characteristic 
surface which outs this locus projects on the plane pv into a curve touching the pro- 
jection of the locus, and consequently two curves which intersect on it project into 
two which touch each other.} 
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THE SECOND FrNDAMKNTAI. rillNCD’LE 

322. The Work of Sadi Carnot. — At the time when Sadi Carnot 
wrote his celebrated essay (1824) on “The Motive Power of Heat,” ' 
the works of Euniford and Davy had been completed, and the undu- 
latory theory of light was regarded a.s established by weighty argu- 
ments in every department, yet the caloric theory of heat still held 
its ground, and the scientific world remained to be converted to the 
new doctrine. The introduction of the steam-engine, and the great 
industrial revolution which accompanied it, attracted attention to the 
manner in which work may be produced by heat : and it was in seek- 
ing to discover the general laws which govern the action of heat- 
engines, that Carnot was led to some of those forms of reasoning 
which are still continually employed in the dynamical theory. 

Before the tiiiie of Carnot no relation seems to have been suspected 
between the work performed by a steam-engine and the heat- drawn 
from the furnace. In seeking to establish this relation Carnot based 
his work on the doctrine of the conservation of energy, or the impossi- 
bility of perpetual motion ; and although in conjunction with this he 
espoused the doctrine of the conservation of caloric, yet in much of 
his work the latter is not essential, and many of his conclusions remain 
true on any theory and require but little modification to adapt them 
to the dynamical theory. It is, besides, in this work that we find 
the first examples of cyclic operations in which a working sub- 
stance, after passing through any series of transformation, is brought 
back again to its initial condition ; and it is only for such a cycle, 
Carnot informs us, that we are entitled to reason upon the relation 
between the external work done and the heat employed in its 
production. 

In fact, as we have already mentioned, if a substance be allowed to 

' .Saiii Carnot, Htfexions anr Ik, inub icfilu fev .«(/■ muijrifi in oprca 

ii la divdopper (translated ty K. H. Thurston, 1890. London ; Macmillan and Co.). 
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expand, doing external work, it is not legitimate to assert that the 
heat spent is the equivalent of the work done unless the substance in 
its final state is in exactly the same condition as at the beginning ; 
but when the substance has been brought back to its initial state, we 
are entitled to assert that, on the whole, it has neither lost nor gained 
energy, and we are then in a position to reason upon the external 
processes that have taken place, and to determine the condition of 
equivalence among them. 

Besides this conception of complete cycles, the other grand idea 
introduced by Carnot was the principle of reversibility — namely, that 
by the expenditure of an equal quantity of work the heat may be 
taken from the condenser and restored again to the source. 

In spite of his adoption of the caloric theory,^ Carnot seems to 
have been by no means confident of its truth, and in his later writings 
(which unfortunately remained unpublished until recent times) he 
showed that he was thoroughly convinced that it was false, as he not 
only espoused the dynamical theory, but also planned several experi- 
ments to determine the equivalent relation between heat and work, 
and deduced a value of that equivalent probably from the very data 
employed by Mayer in 1842. That Carnot was finally convinced of 
the truth of the dynamical theory, and that he had also conceived the 
great principle of the conservation of energy in its general form, is 
distinctly proved by the following passages taken from his notes, 
written when the wave theory of light had just triumphed ; — 


“At ipresfut liglil is gciicnilly regarilpd .i» a vibratory motion of the ethereal 
tluid. Light produces heat, or at least accompanies the radiating lieat, and moves 
with the same velocity as heat. Radiating heat is tlien a vibratory movement. It 
would be ridiculous to suppose tliat it is an emission of matter wliile tlie lioht which 
accompanies it couLl be only a movement. 

“Could a motion (tliat of radiating heat) jiroduce matter (caloric) ' 

“ No, undouhteilly ; it can only ju'oduce a motion. Heat is then tlie result of a 
motion. 

‘■It is then plain that it could be produced by the consumption of motive power, 
and that it could produce this power. ’ 

“ Heat is simply motive power, or ratlier motion which lias changed form. It 
is a movement among the particles of bodies. Wherever there is a destruction of 
motive power, there is at tlie same time production of heat in .piantitv exactly pro- 
portional to the (piantity of motive power destroyed. Reciprocally, whenever there 
is destruction of heat, there is production of motive power. 

“ We can then establish the general proposition that motive power is in ipiantity 


1 It IS interesting to note that of the two principles adopted Iiy Carnot viz the 
impossibility ot perpetual motion and the conservation of caloric, the former was bv 
no means geiieraliy re.-eivod ,it the time, while tlie latter was generally admitted as 

true. At l-rm- ii. universally admitted as true, wliilc the latter is as 

generally belicxed to be talse. 
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invariable in nature — that it i.s, eorreetly speaking, never eitlier produced ui 
destroyed. It is true that it clianges form — that is, it produces .sometimes one sort 
of motion, sometimes another, but it is never anniliilated.” 

These words jtrove that some time before his death (in 1832) 
he was not only convinced of the truth of the dynamical theory of 
heat, but that he had also gras}>ed the law of conservation of energy 
in its widest form. “ Motive jtower,’’ he says, is in quantity in- 
variable in nature ; it is, correctly speaking, never either jiroduced 
or destroyed.’’ 

Working on the caloiic theory, however, he postulated that in the 
steam-engine and other heat-engines the work is performed not by 
an actual consumption of caloric, which wa.s opjjo.sed to the doctrine 
of the materiality of heat, but “ to its transportation from a hot b(jdy 
to a cold body.” Thus by the fall of heat from a higher to a lower 
temperature he supposed work to be done in a manner in some way 
analogous to that in which work is obtained by allowing water to fall 
from a higher to a lower level. In the latter case the quantity of water 
which reaches the lower level is the same as that which leaves the 
higher ; none of the water is destroyed in performing any work which 
it may be employed to do. It is the motion acquired in falling that 
is used up in doing work. The work derived from a heat-engine was 
supposed to be produced in a somewhat similar manner, the quantity 
which reached the condenser being supposed the same as that which 
left the source. Thus the work was done by the caloric in flowing 
from a hot to a cold body, and in doing the work it was su])posed, 
like the water, to be wholly or partially brought to rest. This Carnot 
.speaks of as “ the re-establishment of equilibrium in the caloric.’’ 

One of the chief points, however, is the recognition by Carnot of 
the necessity in all engines by which work is continuou-sly derived 
from thermal agencies, of two bodies at different temperatures, that is 
a source and a condenser, or the passage of heat from one body to 
another at a lower temperature. 

323. Carnot’s Cycle. — Carnot's work failed to attract attention 
until ten years after its publication, when it was brought into 
jwominence by Clapeyron,i who cleared up most of what remained 
obscure in Carnot’s reasoning, and exhibited it in a more elegant form 
bv representing the various transformations geometrically by means 
of indicator diagrams. The cycle which Carnot supposed his working 
substance to traverse when geometrically represented consists of a 
four-sided figure, ABCD (Fig. 213) bounded on two opposite sides, 

’ Clapeyi'on, Journal de VEculc pohjtichnique, toiii, xiv., 1&3-1. Translated in 
Taylor's Scientific Memoirs, part iii. 
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AD and DC, by isothermal lines, and on the remaining pair by 
adiabatic lines. 

The working substance is taken in the state represented by the 

point A, and being contained in a non- 
conducting vessel, is allowed to expand 
adiabatically — that is, without thermal 
communication with other bodies — until 
it reaches the state B. During this 
operation external work, represented 
by the area ABB' A', is done by the 
substance, and its temperature falls 
from 6 to O'. The next operation is 
an isothermal compression along the 
curve BC to some arbitrary point C. 
During this stage work represented 
by the area BCC'B' is done on the 
substance, and as the temperature is supposed to be kept constant, 
the heat developed by the compression must be removed as fast as 
it is generated. Let the quantity thus removed be Q'. The third 
operation is an adiabatic compression of the substance from C to D 
until the substance regains its original temperature 0, so that D is on 
the isothermal line which passes through A. During this operation, 
work, represented by the area CDD'C', has been done on the substance 
while its temperature has been raised from 0’ to 0. The fourth and 
last operation is the isothermal expansion of the substance from D to 
the starting-point A. During this transformation the substance 
expands, doing external work represented by the area DAA'D', while 
in order to keep its temperature constant a quantity of heat Q must 
be absorbed from some external source. This quantitv, if no 
hypothesis be made concernijig the nature of heat, may be either 
equal to oi dilleient from the quantity Q evoB'ed bv the substance 
during the isothermal compression BC. 

If the caloric theory be admitted, then Q must be equal to Q', and 
regarding the cycle as a whole, an amount of work represented by the 
area DABB'D' has been done by the substance, while DCBB'D' has 
been done on it, leaving a balance represented by the area of the 
figure ABCD as the work gained during the cycle. 

So far the whole process is independent of any theory of heat,i and 

I The cycle described l.cre is virtually that given by Carnot in his original essay. 
He begins it with the adiabatic operation AB, and terminates with the^isothermal 
DA. As usually describe, 1 it would appear as if Carnot’s account required correction 
and modification to a,lapt it to the dynamical theory. The cycle described by 
Carnot is independent of all theory ; he merely describes a series of transformations 
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must stand intact whatever theory be adopted. The substance has 
simply passed through a cycle of operations, and has now returned to 
its initial condition. If Q = Q', as Carnot taught, the work has been 
obtained simply by the flow of a quantity Q of heat from a temperature 
to a lower temperature ff. If, on the other hand, the dynamical 
theory be adopted, a quantity of heat, equivalent to the work per- 
formed during the cycle, must have disappeared. In other words, Q 
is greater than Q', and the difterence Q - Q' has been converted 
into work represented by the area of the cycle. This conclusion is 
in strict accord with all experimental investigation, and the direct 
verification in the case of the steam-engine has been already noticed 
(p. 45). 

In order to realise such a cycle it would be necessary to enclose 
the working substance, say a gas, in a non-conducting cylinder fitted 
with a non-conducting piston and a perfectly-conducting bottom. We 
must also be provided with two bodies which can be maintained at 
constant temperatures 6 and 

In the first operation the cylinder must be placed on a non-con- 
ducting support, and the substance, supposed to be initially at the 
temperature 6, is allowed to expand without loss or gain of heat until 
its temperature falls to The cylinder is then removed from the 
support and placed with its conducting bottom in contact with the 
body at temperature The second operation is now commenced, 
and the substance is compressed while its temperature is maintained 
constantly at 6'. 

In any actual operation, of course, the temperature of the working 
substance would exceed that of the body to which it yields its heat, 
but by compressing very slowly this difference can be made as small 
as we please. Again, the working substance is supposed to yield 
its heat to a body constantly at the same temperature d', and this 
would require the body to have an infinite capacity for heat, or else 
to be maintained in some way constantly at the same temperature 6' 
by internal or external transformations. The second transformation 
of the cycle is consequently like the first, only an ideal limit which 
may be approached but not attained in practice. This, however, 
will not invalidate the adoption of such a cycle in our reasoning 

through wliich the working substance passes. It is in the subsequent deductions, 
founded on some postulate as to the manner in which work is obtained from heat, 
that the theory comes in. The corrections to Carnot’s work introduced by Janies 
Thomson and Maxwell are consequently not only unnecessary, but are an injustice 
to the illustrious author of The Motive Power of Heat, and no doubt they were 
proposed at a time when Carnot’s work was learned by report rather than by 
consultation of the original. 
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Reversible 

cycle. 


concerning lieat-engines. It merely furnishes us with an ideal type 
to which we can only approximate in practice. 

The third operation is conducted like the first by placing the 
cylinder on the non-conducting stand and compressing until the 
original temperature 6 is regained. The cylinder is then placed in 
contact with the other body or source of heat at temperature 0, and 
the working substance is allowed to expand while heat is supplied to 
it as required in order to keep its temperature constant. 

The characteristic of the cycle, which must be carefully kept in 
view in order that it may be reversible, is that the working substance 
parts with heat to, and takes in heat from, bodies at the same tem- 
perature as itself. There is no passage of heat by conduction from 
one body to another at a lower temperature. The transference of 
heat between the working substance and any other body is such that 
this substance and the body in question are at the same temperature 
while the transference is taking place. 

Further, all the heat absorbed by the working substance is taken 
in at one temperature and all the heat given out is ejected at another. 
There are thus only two temperatures involved, and this renders the 
cycle the simplest possible representation of a heat-engine, just as 
the simplest representation of an engine ivorked by water power 
would be the case in which the water is all received at one level and 
all ejected at another — for example, the case of a ivater wheel in 
which there is no leakasre. 

O 

An examination of the foregoing cycle shows that it is reversible — 
that is, if the working substance be made to traverse it in the opposite 
direction, the opeiatioiis Mill be all repeated in the inverse order and 
opposite sense. Thus a quantity of heat Q will be evolved at 6 by 
the working substance in passing from A to D, and a quantity Q' will 
be absorbed at O’ in passing from C to B, while during the complete 
cycle an amount of work represented by the area of the cycle is done 
on the substance. In other words, by the expenditure of work a 
quantity of heat is taken in at the lower temperature O’, and another 
quantity is evolved at a higher temperature 0, or heat is transported 
from a cold body to a hot body by the expenditure of work, just as 
water may be transported from a low level to a higher. 

The process by which heat is converted into work is said to be 
1 eversible wh e es of changes can be performed in the reverse 

order, the forces remaining the same, but the velocities being of opposite 
sign. The first condition of reversibility, of course, is the possibility 
of causing the substance to pass back again from its final to its initial 
state successively, and in the reverse order through all the stages passed 
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thiough ill the direct process. A revfrsihle eiKjinr is one in which the 
working substance passes through a reversible cycle. When it is not 
possible to repeat the transformations in the reverse order, or when 
leversed if the forces are not equal in magnitude to those which occur 
at the same point in the direct process, the transforination is said to 
be irrerersihle. 

324. Effleieney of a Reversible Engine— Carnot’s Theorem.— If 
4\e define the efficiency of a heat-engine as the ratio of the quantity 
of work AV done during a complete cycle to the quantity of heat Q 
drawn from the source, we can easily show that the efficiency of all 
reversible engines must be the same, and that this is the major 
limit to the efficiency of any engine. In other words, no engine can 
be constructed having an efficiency greater than that of a reversible 
engine. F or let us suppose that it is possible to construct an engine 
B, which has a greater efficiency than a given rever.sible engine A. 
Then if A draws a quantity Q of heat from the source, and performs 
an amount of work AV during each stroke of the piston, it will 
restore a quantity Q of heat to the source when worked backwards 
by the expenditure of a quantity of work AA', since it is supposed 
reversible. Xow let the engine i> draw a quantity Q of heat from 
the source during each stroke (this can be made the same as the 
quantity drawn by A by simply altering the quantity of working 
substance in the cylinder), and let this engine perform, if possible, 
a quantity of work AA"'>AAh Then B may be employed to drive 
A backwards, and in addition we shall have a quantity of work 
AV' - AA" at our disposal, which can be employed in any manner. 
Xow B draw’s Q, from the source, and A, being worked backwards, 
restores Q to it. Consequently the compound engine, consisting of 
A and B working together, furnishes us ivith a quantity of work 
AA" - AA^ at every stroke, tvhile no heat is drawn from the source. 
According to the caloric theory, the body at lower temperature, 
that is, the condenser, wdll also be unaflected, so that we have an 
engine which would supply us constantly with work without com- 
pensation of any kind — that is, we have perpetual motion. In this 
manner, by assuming the impossibility of perpetual motion, Carnot 
proved that no engine can have a greater efficiency than a reversible 
engine. This, then, is the major limit to the efficiency of any heat- 
engine, and it follows as a corollary that no reversible engine can have 
a greater efficiency than any other reversible engine ; or, in other 
words, all reversible engines working between the same limits of 
temperature must have the same efficiency.^ 

* It is by no means, however, evident a p7-iuri that the efficiency of a reversible 
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The same result holds also according to the dynamical theory, 
when a suitable hypothesis is made concerning the conditions under 
which work may be derived from heat. Carnot’s hypothesis was, 
as we have already seen, that work is obtained by simply letting 
heat pass, unaltered in quantity, from a hot body to a cold body. 
The corresponding hypothesis necessary under the dynamical theory is 
easily deduced, and was arrived at almost simultaneously by Clausius 
and Lord Kelvin in slightly different but equivalent forms. 

Thus, as before, let us suppose that an engine B is more efficient 
than some reversible engine A, and let B work A backwards. Then, 
according to the dynamical theory, the quantity which either draws 
from the source, when working direct, exceeds that which it yields 
to the condenser by an amount which is the equivalent of the work 
done during the cycle. Hence, if A and B be so constructed, by 
suitably arranging the quantity of the working substance, that they 
draw the same quantity of heat from the source during each stroke 
of the piston, then if B does more work than A, it must yield less 
heat to the condenser, so that when A and B are coupled up (A 
working backwards) the source will remain unaffected, but A will 
draw more heat from the condenser than B yields to it. There will 
thus be a quantity of work W’ - W derivable from the compound 
engine and a corresponding withdrawal of heat from the condenser. 
This amounts to obtaining work continuously by using up the heat 
of the colder of two bodies. That this is impossible was the form 
in which Lord Kelvin stated the hypothesis. In other words, this 
hypothesis asserts that the manner in which work is derived from heat 
is by using up the heat of the hotter of two bodies, a quantity Q 
being drawn from this body, and in part converted into work, while 
the remainder is yielded to the colder body. 

It is not, however, a priori evident that work cannot be derived 
by using up the heat of a single body, or by using up the heat of the 
coldest of a system of bodies. That all engines which have been con- 

engine should be independent of the nature of the working substance. Thus ether 
boils at 35°, and the tension of its vaj)Our at 90’ is equal to that of water at 150°, 
while to produce a gramme of ether vapour requires live times less heat than a 
gramme of water vapour, therefore ether at the expense of much less heat places a 
far greater pressure at the disposal of the workman. What compensation does 
water offer ? Carnot W'as sati&lie<l to assert that any incomplete compensation would 
involve the possibility of perpetual motion. Without entering into a full discussion 
of the question, we may state that complete compensation does take place, that 
although a much greater pressure for tiie same expenditure of heat is obtained with 
ether vapour, yet more work cannot be obtained, for work requires expansion, 
and this produces cooling and consequent condensation, .so that in this operation 
the compensation is effected. 
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sti'ucted to work in complete cycles do work by usiiii; uj) the heat 
of the hotter body, or source, is true ; but if at any time we should 
obtain the means of dealing with the molecules individually, and not 
as now in the aggregate, it is not impossible that all the molecular 
motion of a single body should be used up in doing work, or be 
transferred to another body, so that work might be obtained by 
using the heat of a single body or of the coldest body of a system, 
or all the heat of one body might be transferred to aiiothei' at a higher 
temperature. 

Another method of regarding the question leads to the form in 
which the hypothesis was stated by Clausius. Thus we hate seen 
that in Carnot's cycle work can be performed by drawing heat from 
a source and giving at the same time heat to the condenser, the latter 
quantity being related to the former by some hypothesis concerning 
the nature of heat. So in the reverse process by the performance 
of work heat may be drawti from the condenser and restored to the 
source. 

Hence, if we employ the excess \\ " - W of work furnished by 
the engines A and B, when working as already itidicated, to drive 
another engine working in the reverse manner between the same 
source and refrigerator, this third engine will transfer heat from 
the colder body to the warmer — that is, on the whole, without the 
expenditure of any work the heat could be continually transferred 
from the colder to the warmer of two bodies. If this be admitted as 
impossible, the second fundamental principle may be stated in either 
of the following forms for a cyclic process. 

“It is impossible for a self-acting machine, unaided by any .Secomi 
external agency, to convey heat from one body to another at a 
higher temperature, or heat cannot of itself (that is, without com- 
pensation) pass from a colder to a warmer body" (Clausius). 

The equivalent statement by Lord Kelvin is that “ it is impossible 
by means of inanimate material agency to derive mechanical effect 
from any portion of matter b}’ cooling it below the temperature of the 
coldest of surrounding objects.’’ 

In making these statements it must be remembered that they 
apply only to the continued performance of useful work— that, is, to 
engines working in complete cycles. Without this limitation, it 
might be objected, for example, that work could be derived from a 
highly compressed gas by simply allowing it to expand. During the 
expansion it would do work against external pressure, this work 
w'ould be derived from the heat of the gas alone, no condenser 
being required, and the substance might be thus cooled much below' 
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the temperature of the surrounding bodies. If, however, a com- 
plete cycle be performed, so that the substance is left in its initial 
condition, then the principle applies in either of the forms given 
above. 

[The following two modes of stating the second law have been suggested by 
Prof. W. .\1‘F. Orr. They are equivalent to Lord Kelvin's and Clausius’ forms 
respectively, but arc more precise. 

(1) " If a system interchanges heat with external bodies ut one assigned teiiijtem- 
tare onhj, then it is impossible that in a ci/cle it should, on the whole, receive heat 
from external bodies, and (as a necessary comsequence by the first law), on the 
whole, do work on external bodies. 

(2) If a system undergoes any cycle of processes in which the total amount of 
work done on it is algebraically zero (the statement is also true if it is negative), 
and if it interchanges heat with external bodies at two assigned temperatures only, 
then it is impossible that, on the whole, it should receive heat at the lower 
temperature, and (as a consequence by the first law) give out heat at the higher 
temperature.’’ 

It is easy to prove that if either of these is true, the other must be true also. 
Further, these .statements will be found most convenient in making applications of 
the second law or in discussing apparent violations of it, such as those in Art, 328]. 

325. Determination of the Efficiency. — The efficiency of a heat- 
engine working between two given temperatures has been defined 
as the ratio of the quantity of work performed to the quantity of 
heat drawn from the source, and in the case of a reversible engine 
we have seen that this efficiency is independent of the nature of the 
working substance. It must, therefore, be determined completely 
by the two temperatures between which it works. This is expressed 
fiy saying that the efficiency is some function of the temperatures of 
the source and condenser, or algebraically expressed. 

W 

Q =/(»,n 

According to the dynamical theory W may be replaced liy Q - Q', 
the difference between the quantity of heat drawn from the source and 
that yielded to the condenser, and the exjiression for the efficiency 
becomes 

b* - Q' „ , 

From this it follows that Q is ;i function of 0 and O', and therefore, 
if Qi and q, be the quantities of heat taken in and ejected by a 
reversible engine working between the temperatures 6^ and ft,, we have 

when F((lj,ft,) is some function of 0^ and ft,. 
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Now returning to Carnot’s cycle (Fig. 213), it is clear that Qj, the 
quantity of heat aijsorbed along the isothermal DA, can depend oidy 
on the temjjeraturo 9^, the nature of the working substance, and 
its pressure and volume in the initial and Knal states — that is, on 
the co-ordinates of D and A. Hence we may write 


where N refers to the nature of the working substance, 
have 


CL 

Hence 


Simihu’ly we 


and this must be independent of everything e.xcept 9^ and 9.„ and 
consequently /(t^,N,^,r,) must he of the form K/(^j), where K involves 
everything depending on N, p, and r, so that we have ^ 

<f., Ky.ftp 


Now Qj is always greater than Q.^, hence /(9j is always greater New sctUe. 
than/(y.,) if 9^ is greater than 9y. The function /(t^) is consequently 
such that its magnitude increases as the temperature 9 increases, and 
we might therefore form a new scale of temperature by tabulating 
the values of this function (if once determined) for all values of the 
centigrade measure 9. The values of this function might therefore 


' This relation may also be est.iMisbe'l as follows ;—tVc Lave, for an cnrrinc 
working between the limits t>i and 

and, in the same manner for an engine working between the liniit.s and t),, we have 


Consequently by multiplication wc find 


But Qi/Cb must be eijual to FiOj.ffj'i), therefore 

Ft l)i, A . I = F A.) : 


that is, A., must disappear from 
happen, the function F must he 


the right-hand member, 
of the form 


FiA„A.J 


fW 


Cb J\A.S 


In order that this may 


and eonse(pientIy we havi 
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be used to denote the coi'respondiiig temperatures on the new scale. 
So that if we denote /(0) by t we shall have 

<1, rj Q, Q., 

, or = , 

( Tj r j 


and the new scale of temperature will be such that any two tempera- 
tures on it bear to each other the same ratio as the quantities of heat 
taken in and ejected by a reversible engine working between these 
temperatures as source and condenser. The efficiency of such an 
engine will consequently be 

'iN - Tj - Tj 


- 326. Carnot’s Function. — In the case of an engine working between two infinitely 
near temperatures, t and t + iIt (or t) and e+d»'i, the efficiency is oljviously 


/fr 


■q- 


T 


( 1 ) 


Xow in tliis case the eliiciency must be some function of ft, since it depends only on 
6 and H + df). and Carnot consequently wrote it in the form 

■q = nde (’i) 

where /u is a function of ft to be determined, and is known as Oiiriinf n Jimcliun. 
Comparing (1) and (2) we find 


Hence if dT/JM-l. Carnot's function is numerically equal to the reciprocal of the 
absolute temperature. In general, with the foregoing notation, we have 


327. Absolute Temperature and Absolute Zero. — The remarkable 
proposition established in the foregoing article was seized upon by 
Lord Kelvin^ .as early as 1848, and made the basis of a scale of 
absolute temperature — .absolute in the sense of being independent of 
the properties of any particular substance. 

We have seen that if Q, anel Q, be the quantities of heat taken in 
and ejected by a reversible engine working between the limits of 
temperature and 6 .,, then the ratio Qj/Qo is independent of the 
nature of the working substance, and depends only on the temperatures 
Pj and O.T Now the numbers expressing and will depend on the 
nature of the thermometric substance and on the system of thermo- 
metry adopted, and the ratio of fl, to fi., will depend in general on the 
system chosen ; but, on the other hand, the quantities and r., are 
such that their ratio is independent of the nature of the working 

' \Vm. Thomson, Pfoc. < 'a ndj,-id,je Phil. or Phil. Mu;/.. ISIS: .ind Tranf. 

Roy. Sue. Kdin., 18.o4. 
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substance or of the system of thermometry adopted in the measurement 
of 6 ^ and 0.,. If therefore the numbers expressing Tj and are taken 
to represent the temperatures at which the heat is taken in and ejected 
by a reversible engine, we can assert that the ratio of any two tempera- 
tures on this scale is equal to the ratio of the quantities of heat taken 
in and ejected by a reversible engine working between these limits, 
and is independent of the properties of any particular substance. 

This mode of reckoning temperature leads us to the notion of an 
absolute zero of temperature, for if the heat Q., ejected by an engine 
be zero, then t,, will be zero also, and the efficiency of the engine will 
be unity. All the heat Qj taken in from the source will be converted 
into work ; and since we cannot suppose that more heat can be con- 
verted into work than that which is drawn from the source, it is 
impossible for t to be negative, and hence the temperature correspond- 
ing to T = 0 is the lowest possible temperature conceivable. The zero 
of this scale is consequently an absolute zero of temperature inde- 
pendent of the properties of any particular substance, for when the 
efficiency of one reversible engine is unity, the efficiency of every 
other reversible engine working between the same source and con- 
denser will also be unity, and hence, 
if T is zero for one substance, it will 
also be zero for every other. This 
zero is therefore absolute. 

Lord Kelvin’s system of reckon- 
ing temperatures is exhibited graphic- 
ally as follows : — Let AAjA._, and 
BBjB, (Fig. 214) be any pair of 
adiabatic lines for any substance 
chosen at random. These lines cor- 
respond to the state of the body 
before and after some arbitrary quantity of heat has been added to 
it Let AB be any isothermal line for the same substance, and let 
A B A,B„ etc., be other isothermals drawn, so that the areas of the 
cycles ABBjAj, AiBjB.A,, A.,B.,B,,A 3 , etc., are equal to each other. 
In this case we have 

h* h’l = hh " Qj-hb “ Qj=etc., 
and hence, since Q/t = Qj/Vj, we must have 

T - Tj = T, - T,= T., - 7-3= etc. ; 

in other words, the isothermals have been drawn so as to correspond 
to equal differences of temperature, so that if t - t, be tbe unit of 
temperature, t - t, will be two units, t ^ t. three units, and so on. 
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Lord Kelvin’s method of graduating the scale of temperature is con- 
sequently equivalent to saying that the number of degrees between the 
temperature r corresponding to the isothermal AB and the temperature 
T corresponding to any other isothermal A’B' is to be taken pro- 
portional to the area ABB’ A’. 

The absolute zero of temperature being that which corresponds to 
Q = 0, the only thing which yet remains arbitrary is the size of the 
degree, and this may be chosen so that the number of degrees between 
two standard temperatures on our new scale is the same as that on one 
of the ordinary scales, for example, so that there may be 100 degrees 
between the freezing and boiling points of water. As soon as the 
number corresponding to one of these points has been determined, the 
numerical value of every other temperature is settled in a manner 
independent of the laws of expansion of any particular substance. 
To determine the number on the absolute scale which corresponds to 
the freezing point or boiling point of water requires a special investiga- 
tion of the behaviour of some i)articular substance. The simplest case 
is that of a perfect gas — that is, an ideal substance which obeys 
Boyle’s law at all temperatures. 

Case of a If the working substance be a perfect gas, the characteristic 

perfect gas ggy^tion of which is 

/«' = Kh, 

where 0 is the temperature measured from the zero of a thermometer 
filled with this substance, as indicated in Art. 89, then the quantity 
of heat Q taken in by the substance while i)assing from A to B along 
an isothermal is, in dynamical units, 

ii= j ?,./ 1— Ke I A KH l( ig 

and the quantity Q' ejected in returning along A'B', the lower 
isothermal 0' of a Carnot’s cycle is 

i )• = I /y/h- = lit >' I '''' = Re' l(i;r ''t 

■>i -'4 ' 

Hence we have 

q* _H log f /!.,/(•,) 

But since A and A are on the same adiabatic, we have 

and similarly jj,, (’,7 

and consequently 


( 2 ) 
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But and by the isothermal conditions, therefore 

(2) becomes 

v„_v., 

I'j f 4 

and equation (1) becomes 

But Q /Q' = t/t' on the absolute scale, therefore we have finally 

r _ O _ 

T~0'' 

or, in other words, the absolute zero on Lord Kelvin’s scale is the same 
as the zero of the perfect gas thermometer. Now the coefficient of 
expansion of a gas has been found to be .^4,, on the centigrade scale, 
so that when the interval between the freezing and the boiling points 
of water is divided into 100 equal pjirts, the zero of the perfect 
gas thermometer will be 273 degrees below the freezing point of 
water, and this is what is meant by saying that the absolute zero is 
- 273° C., or that on the absolute scale the freezing point of water is 
273°, and the boiling point 373 . 

As no ordinary gas rigorously obeys the laws of a perfect gas, the 
number 273 obtained by observation of the expansion of air requires 
correction in respect to the deviations of air from the supposed ideal 
condition, and these deviations can only be determined by special 
experiment. For this reason a special examination of the properties 
of air was made by Joule and Thomson by a method which we shall 
consider subsequently (Sec. VIII.). 

328. Remarks on the supposed Violations of the Second Law.’ — 
We shall now consider briefly some of the objections which have been 
raised against the second fundamental principle. This principle, as 
stated by Clausius, asserts the impossibility of transferring heat from a 
cold body to a hot body without at the same time some equivalent or 
compensating transformation taking place, such as the expenditure of 
work, or, what amounts to the same thing, the passage of heat from 
some other hot body to a cold one. As stated by Thomson, the law 
asserts that the manner in which work is performed by a heat-engine 
is by the passage of heat from a hot body to a cold one, and it must 
be remembered that these statements apply to cyclic processes which 
can be repeated over and over again so that the transference of heat or 
the performance of work can be kept up continuously. 

An equivalent statement is that work cannot be obtained by using 
up the heat of a single body ; or, in other words, we require two bodies 


‘ See Art. 324. 
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atdifferent temperatures, the obvious reason being that in orderto obtain 
work continuously we require a working substance which alternately 
expands and contracts, and to produce this alternation of volume we 
require a corresponding alternation of temperature. F or example, a gas 
may be enclosed under high pressure in a cylinder, and by allowing the 
gas to expand, work may be done while it cools below the tempera- 
ture of any of the surrounding bodies, and it might appear that 
Thomson’s statement was violated, but it must be remembered that this 
operation is not cyclic. It cannot be repeated without bringing the gas 
back again to its initial condition, and this would require either an 
expenditure of work or the passage of heat from some hot body to a 
cold one. 

Two objections have been proposed by Him, and refuted by 
Clausius, and they are worthy of note as illustrations of the principle. 
In the first a horizontal cylinder (Fig. 215) is supposed fitted with a 
frictionless non-conducting piston which divides it into two com- 
partments, A and B. These compartments are filled with air at 
temperatures 0^ and 0., respectively. Now let us suppose that is 
less than 0.„ and that the end of the compartment A is brought 

into thermal communication with a source 
of heat at a temperature greater than 
but less than 0.^, then the pressure in A 
will increase, the piston will be pushed 
forward from A towards B so that the air 
in B is compressed, and as a consequence its temperature is raised. Thus 
heat leaves a body at a temperature less than 9.-,, and enters a body at 
or above 9.^. It would appear at first sight that heat had passed from 
a cold body to a warm one, and that the axiom of Clausius was violated. 
What really happens, however, is that heat passes from a warm body 
to a cold one, and in addition there is also a transference of energy 
from a cold body to a hot one ; this latter transference is consequently 
compensated by the former. The heat generated in B is the equivalent 
of the work done on it by the gas in A, and the power of doing this 
work is derived from the passage of heat into A from a body at a 
higher temperature. 

The second objection of Him is perhaps more ingenious than the 
first. Two non-conducting cylinders A and B (Fig. 216) of equal cross- 
section are fitted with frictionless pistons of equal weight, which are 
forced to move in opposite directions by a toothed wheel, so that when 
the wheel revolves one of them is drawn up while the other is forced 
down without any expenditure of work. By this arrangement the 
total volume of the sjiaces A and B enclosed between the pistons 



Fig 215. 
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is kept constant. This sjjace is tilled with air, and at the beginning 
of the operation all the air is in the cylinder A, so that the piston 
in A is at the top of its stroke, while that in B 
is at the bottom. 

Let the temperature of the air in A be tl,,, 
and let the connecting tube be kept at some fixed 
temperature higher than Og, while the wheel 
is slowly turned so that the air passes from 
A to B. The action which takes place will 
then be as follows : The first instalment of 
air that enters B will be raised in teni])erature 
to and in consequence the pressure will in- 
crease so that the air in A w'ill be compressed 
and raised in temperature. The secoml instal- 
ment will also enter B at Op and the pressure 
will go on increcasing as more air enters B, so 
that the air in B as well as that in A will be 
raised in temperature. The upper layers of 
air in B will therefore be raised to tempera- 
tures exceeding Op and the average tempera- 
ture of the mass in B will e.xoeed that of the source of heat.^ It would 
thus appear that heat has been transferred from a lower to a higher 
temperature without the expenditure of work. But it appears at once 
in this case, as in the previous, that there is also a compen.sating process 
in operation, for while the air is passing through the connecting tube 
it is heated to Op and there is thus a transference of heat from a 
higher to a lower temperature. 

In both cases consequently there are two processes in o])eration ; 
one a transference of heat from a higher to a lower temperature, and 
the other from a lower to a higher. There are thus leally two engines 
at work in all these cases, one working in the direct cycle and driving 
the other backwards in the reversed cycle. 

A somewhat similar process is stated by M. Bertrand.- Here a gas at 
0 is enclosed in a cylinder fitted with a movable piston, and the end 

' If tlie air in A be initially at 0= C., ami if the connecting tube be kept at 
100' C., the average temperature of the whole mass when transferred to B will be 
about 120° C. The mean temperature t,„ i.s given by the equation 

r’’’" (It,,, 

7 = 7 - 1 ’ 

J -ri - t„{t,„Itu) y 

•^0 

where r, is the temperature of the tube, and r„ the initial temperature (see Him, i. 
p. 260). 

- Bertrand, TJiermodijnoynqne, p. on. 
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of the cylinder is in thermal communication with a source of heat at 
6. The gas is allowed to expand, doing external work, while its 
temperature is kept constantly at 0, and this -work is stored up and 
subsequently employed to compress the gas, thereby raising its tem- 
perature so that it may yield heat to a body at a temperature higher 
than 0. But the body cannot be brought back to its original state 
without on the whole doing work on the substance, i.e. the process 
cannot be made cyclic xvithout drawing on some external source of 
work-energy. This is easily seen by drawing the figure. 

[An interesting case of an apparent violation of tlie second law was suggested tiy 
Lord Rayleigh. A beam ot light i.ssuing from a body A may be Iransmitted through 
a nicol and the resulting polarised beam passed through a medium in which the 
plane of polarisation is twisted by a magnetic field through 45°. It is then wholly 
transmitted by a second nicol suitably placed, and allowed to fall on a body B. 
A beam from B following the same path in the reverse order would be twisted by 
the field in the san,e direction, and consequently would be stopped by the first nicol. 
Apparently, then, it might be so arranged that A sends to B more radiations than 
itreoeives, so that if they were originally at the same temperature, B would eventually 
become hotter than A. Lord Rayleigh shows, however, that all attempts to reflect 
the radiations of B back to itself (so as to conserve its own energy) would in reality 
involve the opening up of a path for these radiations to A, and that complete com- 
pensation would result (yulure, vol. Ixiv. p. 577, 1901).] 

The second law is also practically embodied in the statement that 
it is impossible to produce any difference of temperature or pressure 
in an isolated mass at uniform temperature and pressure throughout 
without the expenditure of work, and to the statement in this form 
Maxwell ^ has devised an ingenious but illusory violation. He takes 
the case of a mass of gas [at uniform temperature and pressure 
throughout, and he then imagines a being capable of dealing with 
the individual molecules of the gas. According to the ordinary theory 
these molecules are moving with velocities which differ considerably, 
so that if a partition be supposed erected in the enclosure, the imaginarv 
being may sift the molecules so as to accumulate the faster-moving 
molecules in one region and the slower molecules in the other. By 
this means inequalities of temperature and pressure might be intro- 
duced without the ex]>euditure of any work. 

It must be remembered, however, that to this being the gas is by 
no means a uniformly heated mass. The faster-moving molecules are 
hot and the slower cold, and the whole mass to him is made up of 
discrete parts at very ditt'erent temperatures, and this sifting of the 
molecules is no more a violation of the second law than would be the 
collection by an ordinary being of the warmer members of a system of 
bodies into one region of sjiace and the colder into another. 

‘ Thtory of Heal, 3rd edition, p. 328. 
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The point then appears to be that a clear understanding of tlie 
meaning of the word hochj should be obtained in stating the second 
law, for, without this, apparent violations can be easily manufactured 
by a confusion of terms. 


Ejd mpha 

1. Prove tliat au adialeitii' eiiive cannot intersect .in iMitlnTiiial in nimc than 
one point, and tlierefore eiiunot touch it. 

|If an adiabatic and an i^otliei'inal intersected in two points, tiiey wouhl form a 
closed cycle, and work could be pcrfornicl «itli a single source at tlie temperature 
of the i.sotliernial. | ’ 

2. In passing along an adi.iliatie, pioie that th.' leinperaluie must always 
change in the same sense. 

[Otherwise the same temjierature would e.xist at two or iiioic points on the same 
adiabatic. | 

3. In the same manner the nuaiitity dt,) must always h.iie ilii. same sign in 
passing along au isothermal. 

4. Of all the cycles that a mass of gas can jiass through between given e.vtreme 
temperatures, the eyide ot Carnot .gi'es the iiia.\iiiiuin r.itio of the work performed 
to tlie heat spent. 

5. If an isothermal and an adiabatic intersect at a point .M Fig. 2]'l. making 
angles A, B, C. D, show that in passing to any other .state .M'-- 

(1) If jr lies in A there is heating .iccompanieil by a suhtraetioii ol lieat. 

(2) If M' lies ill B there is heating aceompanied by a coimiiiinication of heat. 

(3 1 If M' lies ill C there is cooling aceompanied by .i communication of heat. 

i'4) If JF lies ill D there rs cooling accompanied by a subtraction of heat. 

ti. In general, if two ailial>atic tangents he drawn at A and A' (Fig. 21S), and 




two isothermal tangents at B and B' to any chrsod cycle, there will be a coiiiiniiiiica- 
tioii of heat in passing along ABA', and a subtraction of heat in passing back 
along A'B'A, while, there will be a fall of temiieratiire in passing along BA'B' and 
a rise of temperature in passing along B'AB. 

1 [The touching here spoken of refers to two-point contact. It is jms.sible for an 
adiabatic to have three-point contact with an isothermal, Ac. to touch it and cross it 
at the same time. This i- actually the case witli water at V C] 
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ON ENTROPY AND AVAILABLE ENERGY 

329. Extension of Carnot’s Cycle — The Theorem of Clausius. — 

In the case of a simple Carnot’s cycle the quantities of heat taken in 
and ejected during the isothermal transformations at absolute tempera- 
tures Tj and T., are connected with these temperatures by the equation 



or, if (piantities of heat taken in be regarded as positive, while 
(piantities given out are considered negative, this relation may be 
written in the form 

’■i r_' 


Now in the case of a general transformation, represented graphic- 
ally by a curve of any form, the heat is not all taken in at the same 
temperature and given out at another, but is taken in and given out 



Fil. 51". 220. 


at temperatures which vary continuously. The above relation may, 
however, be extended to any reversible transformation by the follow- 
ing simple method suggested by Clausius ; i 

Let the curve AE (Fig. 219) represent any reversible transforma- 
tion whatever, which brings the working substance from the state A 

' CIau’^in^, Mcchuiiiod Theorij of Heat, p. 88. 

614 
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to the state B. This whole transformation may be considered as 
made up of an immense number of very small transformations, which 
are alternately isothermal and adiabatic, as shown by the zigzag line 
overrunning AB, the successive elements of which are alternately 
elements of isothermal and adiabatic curves. The smaller the elements 
of this zigzag line, the more closely will it coincide with the continuous 
curve AB, and the coincidence will be indefinitely close when the 
elements are taken indefinitely small. Hence, if the continuous 
transformation AB is replaced by the zigzag of alternate isothermals 
and adiabatics, the effect on the quantities of heat, and the corre- 
sponding temperatures at which they are taken in or ejected, will be 
vanishingly small. 

From these considerations it follows that any reversible cycle 
represented by any closed curve may be broken up into an infinite 
number of indefinitely small Carnot cycles, as shown in Fig. 220. 
For each of these cycles we have, if dQj be the quantity of heat 
absorbed at Tj and - t/Q., the quantity ejected at t., — 

T, T., 

and by taking the sum of these for all the cycles, we have for any 
cyclic reversible transformation whatever 



In Carnot’s cycle the working substance is supposed to take in 
heat at the temperature of the hot body, and eject it at the tempera- 
ture of the cold body. In practice, 
however, the w^orking substance must 
be somewhat colder than the source 
when taking in heat, and warmer than 
the refrigerator when giving it out. 

Hence, if ABCD (Fig. 221) be the 
cycle of Carnot in the ideal limit, the 
practical cycle will be represented by 
the dotted figure ^ A'B'C'D'. The 
area of the latter will be less than that of the former, so that the 
efficiency in practice will be less than that of the ideal case. Conse- 
quently, if Qj and are the quantities of heat taken in and ejected, 
and Tj and the absolute temperatures of the source and refrigerator, 
we have 



* When tfie nperatioii is reversed, A'B' will be above AB, and C'D' below CD, 
and the area of the reverse eycie « ill exceed that of the direct. 
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Q1 - Q2 ,^-^-3 
Ql ’-2 ’ 

which gives at once Qi/ti<Q.,/t 2 , or 

Ti T., 

If, however, Tj and t., denote the absolute temperatures of the 
working substance when taking in and giving out heat, we have still 

Ti T„ 

and that the left-hand member is less than zero when and t., denote 
the absolute temperatures of the hot and cold bodies, follows at once 
from the fact that in this case the temperature of the source is higher 
than that of the working substance, while that of the condenser is 
lower ; and as a consequence, Qj/tj is diminished, while Q.i/tj is 
increased. 

In the same manner, if in any closed cycle the working substance 
be not at the same temperature as the body from which it absorbs, or 
to which it ejects heat, then we have 



when the temperature t is that of the working substance when it takes 
in or ejects the quantity of heat but if t be the temperature 

of the body to which the working substance yields heat or from which 
it abstracts it, then the positive constituents of this integral are all 
diminished, while the negative are increased, and we have 



330. Entropy. — The interpretation of the theorem of the preced- 
ing article is that the value of the integral for any reversible trans- 
formation which brings a body from a condition represented by any 
point A to that represented by any other point B, depends only on 
the initial and final conditions, or is a function of the co-ordinates of 
A and B. For if be the value of the integral taken along any path 
AMB (Fig. 212), and its value when the transformation is effected 
along any other path ANB joining the same pair of points, then the 
pair of paths AMB and ANB form a closed reversible cycle, and for 
the whole cycle the value of the integral must vanish; therefore 
4 ,- 4 ,' = 0, ov 4>= 4>'- The meaning of this is that the value of <)> at 

1 dQ is the whole .luai.tity of heat gained either from external or internal 
agencies. 
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any point depends only on the co-ordinates of the point, or that 
dQ/r is a perfect differential — that is, the complete differential of some 
function <f), so that 



and the value of the integral taken along any path joining the 2)oints 
whose co-ordinates are p^i\ and is 

where is the value of the function 4> the point and its 
value at 

By working along an isothermal line t remains constant, and the 
value of <f> changes by an amount Q/t, where Q is the quantity of 
heat added to or taken from the substance during the transformation. 
This suggests the measurement of </> from a zero at which the substance 
contains no heat, but in practice it is with the changes of cf> rather 
than with its absolute value that we are mainly concerned, so that 
we may measure (as we measure potential in dynamics) from any 
assumed origin ; and the value of the integral taken along any path 
drawn from this origin to any other point may be written in the form 



The function <f> has been termed the eniropi/ of the substance 
by Clausius ; ^ and it is clear that throughout any abiabatic trans- 
formation the entropy of a body at the same temperature throughout 
remains constant ; for if dQ = 0, we have = 0, and this means that 
tf> remains constant. The adiabatic lines of any substance are conse- 
quently lines of constant entropy, and for this reason they have been 
also named isentropks. If, however, any body be subject to operations 
which produce inequalities of temperature in the mass, there will be 
a transference of heat from the warmer to the colder parts by conduc- 
tion and radiation, and although the body may neither receive heat from 
nor give it out to other bodies (so that the transformation is adiabatic 
throughout), yet on account of the inequalities of temperature, the 
entropy of the mass will increase as explained below (jr 700), and 
under these circumstances the transformation will not be isentropic. 

It has been already pointed out (Art. 320) that the quantity of 

' R. Clausius (Fogy. Ann. vol. cxxv. p. 390) introduced tlie idea of a transforma- 
tion equivalent of a quantity of heat, and rfQ/r is the transformation equivalent of 
the quantity rfQ. The name entropj' was consei£Uentlv chosen from tlie Greek word 
Tpoir-q, signifying transformation. 
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heat absorbed or given out by a body in passing from one condition 
to another is not determined completely by the initial and final con- 
ditions, that Q is not expressible in terms of the initial and final 
co-ordinates, or that dQ is not a perfect diflerential. But we have 
just seen that iIQ 't is a perfect dilferential, and this means that t is 
the integrating divisor of ilQ, or I t is its integrating factor. 

[All interesting interpretation of the term entropy, as applied to a gas, lias been 
•riven by Boltzmann.' The expression “distribution of velocities,’' employed in 
Art. a68 with reference to the molecules of a gas, might be understood in either of 
two senses. In the lirst place, we might take it to mean a complete definition of 
the velocity in magnitude and direction of each individual molecule ; we shall call 
a distribution given in this way an airani/eMCiit. But by a given distribution of 
velocities we ordinarily mean that we are given the number of molecules corre- 
sponding to each velocity, and wc do not concern ourselves with the identity of the 
molecules which posse'S this velocity, nor with their direction. Such a statistical 
distribution may be referred to as a comph'j'iu/i. The re.strietioii being made that 
the total energy of the gas i.s given, we see that a large number of complexions might 
be supposed pos.sil)le, and each complexion will include a large number of possible 
arrangements. If we assume that all arrangements are erjually probable, then the 
mo.st probable complexion is that which coutams the greatest number of possible 
arrangements.- Tliis complexion will be the stable distribution of Art. 372. 

Taking the sim]dest case, that of a gas whose molecules behave like perfectly 
elastic smooth sphere-, if recalculate an cxpics-iou for the entropy as defined by 
Clausius, we find tliat by suitably clioosing the constant of integration, we can make 
it proportional to tlie loijurithm of the pi-ohdhilUii of tlie complexion of the gas. If 
one portion of gas has a complexion whose probability is P and another portion has 
a complexion who.se probability is P', then the probability for the two taken together 
is PP', since the chance that two events should both hajjpen is the product of the 
separate chances. Xow log PP'= log P -i- log P', therefore the entropy of the whole 
of a m.iss of gas is the sum of the entropies of its paits, as it should be. 

According to this view, in its most general form, every transformation is in a 
sense revt-r.-ible. If we could reverse the velocity of every jiarticle of mass in the 
universe, then events would proceed backwards, and things would revert to, and 
pass through all their former stages. Thus when a weight falls from a height, its 
kinetic energy, on impact with the ground, is converted into diffused molecular 
motion, or lieat. H the velocities were all rever.scd, then it would come about that 
at a particular instant the molecules would coiisiiire in a common motion to produce 
an impulse which would iirojcct the weight up to its original level. The number of 
arrangements iu the most probable complexion is, however, so enormously pre- 
poiiilerant, that the chance of even a slight departuie from the stable condition is 
vanishingly small.] 

331. Clausius’s Theorem considered as the Second Law. The 

theorem of Clausius that in any closed rever.sible cycle we have 


1 See Vorlesuiigen uber Gn^theorir, by L. Boltzmann, vol. i. 

•■i As an illustration of what is meant, we may take the case of a mixture of two 
powders. Every arrangement of gr.iiiis is cijually probable, but the most probable 
complexion is a uniform mixture. 
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or, in other words, that the change of entropy of a system subject to 
any reversible transformation depends only on the initial and final 
conditions of the system, has been deduced merely as a generalisation 
of the equation 

Qi Q- 

, V + V=0 (2) 

which applies to a simple Carnot’s cycle. This latter equation depends 
on the theorem of Carnot that the efficiency of a reversible engine 
depends only on the temperatures of the source and refrigerator ; and 
in deducing this theorem from the point of view of the dynamical 
theory, the only principle made use of is the second law in any one of 
the forms stated in Art. 324. It follows, therefore, that equation (1) 
is only a mathematical representation of the second law, and it has 
consequently been customary with many writers to write down equa- 
tion (1) as the second law of thermodynamics. We have avoided 
this because it appears preferable to state the main axiom in its 
primitive form as the second law rather than any mathematical 
disguise of it, for the fundamental postulate is by this means kept 
more prominently in view. 

Since equation (1) contains the second law, it ought to be possible 
to deduce this law from it. Thus, starting with (1) — that is, that the 
entropy of a body is the same at the end as at the beginning of any 
closed reversible cycle of operations — let us suppose that the body 
has returned to its initial condition, so that the entropy has now 
attained its initial value. Now, if any exchange of heat has taken 
place during the cycle between the working substance and other 
bodies, for example, if f/Q^ has been taken in by the working substance 
at Tj, and if (fQ^ has been given out at t.„ then, in order that the 
entropy may remain unaltered, this exchange must take place in such 
a way that 

T, ~ To • 


Hence if t., is less than Tj, it follows that (/Q., is less than (fQj, or the 
quantity of heat gained by the cold body is less than that lost by the 
hot body, so that work is done during the cycle by drawing heat from 
the warmer of two bodies and giving it in part to the colder. 

332. Entropy of a System. — The entropy of a body being taken 
arbitrarily as zero in some standard condition A (Fig. 222), defined by 
some standard temperature and pressurq (or volume), the entropy in 


any other state B is the value of | ^ taken along any reversible path 


by which the body may be brought to B from the standard state A. 
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The path may obviously be an arc AC (Fig. 222) of an isothermal line 
passing through the point defining the standard state, together with 
the arc BC of the adiabatic line passing through B. The entropy in 
the state B may consequently be measured thus. Let the volume be 
changed adiabatically until the standard temperature t is attained, 
and then change the volume isothermally until the standard pressure 
is attained. If the quantity of heat imparted during the latter opera- 
tion be Q, the entropy in the state B is 


0 = 


(» 


In this operation the temjierature and pressure are supposed 
uniform throughout the body ; and if the 
mass in this case be unity, it is clear that 
the quantity of heat imparted when the 
mass is nt will lie wt), so that the entropy 
of a mass in in the state B will he m4> 
where 4> is the entropy per unit mass. 
This amounts to saying that the entropy 
of two units of mass in a given condition 
is twice that of one unit. 

Hence, if we have a system of bodies at different tenqieratures Tj, 
t 2 > etc., and masses //q, etc., the entropv iff the system w’ill be the 
sum of the entropies of its parts or 



+ + - 

where </)j, </>.,, etc., are the entropies per unit mass of nq, ///„ etc. The 
average entropy of the system per unit mass might therefore be 
defined as 

‘t' 

— ■ /7/ I ~ ^ /// ■ * 


just as the whole volume of a system is V = A(,/o-), and the avera'm 
volume per unit mass may be taken as -(inv) ^(ni). 


333. Increase of Entropy caused by Equalisation of Tempera- 
ture.— All processes, such as radiation, convection, and conduction, 
by which the temperatures of the various parts of a system become 
equalised, change the entropy of the system, and it is easily shown 
that the result of such operations is to incroa.se the entropy. For if 
a quantity of heat dQ leaves a body at temperature -j, the entropy of 
th;s body will be diminished by an amount = ,7Q and if this 
same quantity passes into a body at a lower temperature r, its increase 
of entropy will be = -/(,) r.,. Consequently the increase of entropy 
of the pair will be ‘ 
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and this is a positive quantity, since is less than t^. 

Since such processes as radiation and conduction tend to reduce, 
rather than to exaggerate, differences of temperature, it follows that 
the entropy of the material universe, as we know it, must be con- 
tinually increasing — that is, the entropy of the universe is growing 
towards a maximum value which will be attained when all tempera- 
ture difference ceases to exist. 

334. Available Energy or Motivity. — When an engine working 
between any source and refrigerator draws a quantity of heat Q 
from the source, we have seen that the whole of this quantity is not 
converted into work but only a fraction of it — viz. 7/Q, where i) 
is the efficiency of the engine. The remainder is given to the 
refrigerator; and if the refrigerator is the coldest body of the system, 
this quantity remains unavailable for the purposes of work. If be 
the temperature of the coldest body of a system, and if this body be 
used as the refrigerator of an engine describing Carnot’s cycle, then 
when a quantity t/Q of heat is drawn from a source at temperature 
T, the fraction of this which can be converted into work is 



This available fraction of clQ has been termed its ■nwHvitj/ by Lord 
Kelvin ; ^ and it follows that a quantity of heat is wholly available 
for conversion into work only when the refrigerator is at the absolute 
zero of temperature, and in this case the motivity of a quantity of 
heat is equal to the whole quantity. 

The motivity of any quantity is simply its practical value, and it 
is only when the refrigerator is at absolute zero that the motivity 
becomes equal to the dynamical value f/Q. 

335. Dissipation of Energy. — If r,, be the temperature of the 
coldest body of a system, the motivity of a quantity of heat dQ at 
temperature t is 



If the quantity dQ be taken in by an engine describing Carnot’s 
cycle, and if the quantity dQ' be ejected at the temperature by the 
same engine, the motivity still remaining in dQ' is 


^ W. Thomsou, Fhil. May, and Froc. Hoy. Ediii., 1852. 
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so that the change of motivity of the sj-stem is 



and consequently if the working substance describes any closed cycle, 
the change of motivity is 



where Q is the whole (juantity of heat taken in and Q' the whole 
quantity given out by the working substance during the cycle. If 
the cycle be reversible, the loss of motivity will be simply Q - Q', so 
that for a reversible cycle the integral vanishes ; but if the cycle be 
not reversible, the loss of motivity will be greater than Q - Q', and 
consequently the integral taken round such a cycle must have a 
negative value. There is thus a waste of motivity or a dissipation 
of energy of the positive value 



If a (juantity of heat passes from a body at temperature Tj to 
another at a lower temperature t.,, the loss of availability is 



that is, the loss of availability or the dissipation is measured by the 
product of and the increase of entropy. 

As has been already pointed out, the efficiency of every engine 
falls short of the ideal limit of the reversible engine, so in practice 
when it is attempted to transform energy, a part of it is necessarily 
dissipated. Further, as the energy of the universe is constantly under- 
going transformation, there is a constant dissipation in operation, and 
a constant degradation to the final unavailable state of uniformly 
diffused heat. The statement, therefore, that the entropy of the 
universe is tending towards a maximum, amounts to saying that the 
available energy of the universe is tending towards zero. 


336. Graphic Representations.— The condition of a substance 
being determined by the co-ordinates of any point A (Fig. 223), we 
may speak of the whole energy of the substance in this state, although 
this is a quantity which we have no means of ascertaining experiment- 
ally. We cannot deprive a body of all its heat, and in the case of 
bodies which assume the gaseous condition, we cannot allow the volume 
of the containing vessel to increase sufficiently to obtain all the work 
derivable from the expansion of the substance, and so we cannot 
determine the whole energy. Nevertheless, when a body passes' from 
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any state A to any other B, by means of any transformation re2n’e- 
sented graphically by the curve AB, we can determine how much 
energy the body receives or loses, and in practice this is all we want. 

Thus, if AP and BQ rejiresent the adiabatic curves passing through 
A and B, and if PQ be a fictitious curve rei>resenting the zero isother- 
mal, then the area APQB (Art. 67) is the equivalent of the heat lost 
by the body in passing from A to B (when B is below the line AP 
the heat will be lost). So, also, the area ABNM rejiresents the 
external work done by the body during the transformation (when B is 
to the right of A the body expands and does external work). Hence, 
in passing from A to B the whole energy lost by the body will be 
represented by the area APQBNM, and this area is independent of 
the form of the curve AB. ^ 

It is to be noted, on the 
other hand, that the area 
ABNMand the area APQB 
both depend on the shape 
of the curve, and conse- 
quently, although the ex- 
ternal work done and the 
quantity of heat emitted 
both depend on the nature 
of the transformation, the 
change of energy of the substance is comfrletely determined by the 
co-ordinates of the initial and final states (cf. Art. 320). 

Hence, 

Area APQBNM = U - U„ = chaiige of energy. 

Area ABJIN = W —J'pdr. 

Area APQB = <}= Jrchp. 

If the temperature corresponding to B — that is, the temperature 
Tq of the isothermal BC — be the lowest available temjrerature (for 
examirle, if the body be surrounded by a medium at this temperature), 
then in passing from A to B the temperature of the body cannot fall 
below T^, and no part of the curve AB can descend below BC, and 
since the body receives no heat from outside, the curve AB cannot 
rise above AP. The supposed conditions consequently constrain the 
path AB to lie within a certain region, and under these conditions it is 
clear that when it coincides with the limiting path ACB, made up of 
the arc AC of an adiabatic and the arc BC of the isothermal through 
B, the quantity of heat lost will be least and the quantity of external 
work done by the body will be greatest. The path ACB is conse- 
quently the path of least loss of heat, and the area ACBNM repre- 



Path of 
least heat. 
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sents the maximum amount of work that can be derived by bringing 
the substance from A to B under the supposed conditions. This area, 
therefore, represents the whole energy available for transformation into 
work. The quantity of heat given out along this path is obviously 

- ^y) — area CPQB, 

where is the entropy in the state B and (f> the entropy in the state 
A. It appears, therefore, that if U and be the whole energies in 
the states A and B respectively, then the work done during the trans- 
formation cannot exceed the area ACBNM, or 

U - U|, - T ,|(0 - 0 ,,}. 

This, then, is the energy available for mechanical purposes under the 
circumstances, and it follows that the greater the original entropy of 
the body the less the available energy (see further. Sec. TIL). 

337. Work obtainable from an Unequally Heated Body. — In the 
case of a body whose parts are at different temperatures equalisation 
of temperature will be effected by radiation and conduction, and a 
corresponding dissipation of available energy will occur. AThen such 
a body is enclosed in a non-conducting envelope so as to be cut off 
from thermal communication with all other bodies, it becomes a 
definite problem to determine the amount of work that can be obtained 
by bringing all its parts to a common temperature by means of perfect 
thermodynamic engines working between them. The amount of work 
obtainable in this way has been investigated by Lord Kelvin,^ and 
his results have been derived by Professor Tait- in the following 
simple manner : 

Let Tq be the final temperature of the body when brought to a 
uniform temperature by perfect engines, so that all the heat which 
disappears is converted into work. Then if another body at this tem- 
perature be used as a source or condenser for the engines according as 
they work between it and a part of the body colder or warmer than 
To, this supplementary body must, on the whole, neither receive nor 
lose heat. Now, if an element of mass ilm, of specific heat s and 
temperature t, be brought to by means of a perfect thermodynamic 

T 

engine, it loses or gains a quantity of heat j sdmdT, and the fraction 
of this, which is converted into work, is 
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The whole work done during the process is consequently 

^V=|(/m| {t-t„)s~ ... . ( 1 ) 

■ To 

where s is measured in dynamical units. 

Now the total quantity of heat taken in by an engine from the 

•r 

element dm is j sdnulr, and consequently the quantity given out by 
‘ ■^0 

this engine to the condenser at is 



Hence, since the condenser on the whole neither gains nor loses heat, 
we must have for the whole body 


I dm j —sc(t=0 ..... ( 2 ) 

•To 

The equation (1) therefore becomes 

r 

W= jdmj sdr ... . (31 

• T „ 

This expression is much simplified by the supposition that the 
specific heat s is independent of the temperature. In this case we 
have at once 

\\’ =J{t - T„)sd’lll . ... (4) 


whereas equation (2) becomes 


or 


/ Iog^-J»L/( = 0, 
” ” Jsdnl 


(■^1 


If the body is homogeneous this expression simplifies still further, 
for then s is the same for all the elements, and if we write u\ for the 
water equivalent of all the matter at the same temperature r^, we have 
Wj = f sdin (the stimmation extending to all the elements at temperature 
Tj), and (4) becomes 

'T = [-r'<''T) - T„i:(rt-)] . 


while (5) takes the form 


' '^w ~ir °\ 


tL ] IV.j (»• 5 




2 Z 


■ 6 ) 
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Hence 



1 


( 7 ) 


CoK. In the case of two equal masses at temperatures Tj and t., 
respectively we have 

^ v'r,T.^ 

and 

both of which may be very simply deduced directly. 


Examples 

1. If a system of bodies at different temperatures and pre.ssures be contained 
within an adiabatic enclosure of constant volume, prove that the quantity of energy 
converted into work will be greatest when the .system is reduced to thermal and 
mechanical equilibrium as follows : 

(a) Change the volume of each body adiabatically till they all attain the same 
temperature. 

(^) The bodies being all at the same temperature, let those under higher pressure 
expand i.sothermally and compress those under lower pressure until the pressures of 
all are equal. 

(The entropy of the system remains the same throughout this process, since there 
is no communication of heat except between bodies at sensibly the same temperature, 
and the work gained is eonseciueiitly greate.st. \ 

2, In a Carnot s cycle bounded by two i.sothermals tj and t.^, and two isentropics 
0, and 0.J, prove that the area is 

- <t>E 

jWe liave Qi = t,(0, - <?,) and <)^ = t,_.(0, - <(>,), and the area is (,>[ etc.. 
The area of a Carnot's cycle, bounded by two infinitely close isothermals and 
two infinitely close isentropics. is 

drdtp. 

4. A seiies of isotliernials corresponding to absolute temperatures in arithmetical 
progi'ession, and a similar arithmetic series of isentropics, form a network, the meshes 
of which are of ecjual area. 

b. If the absolute tenqicrature and the entropy be taken as co-ordinates to 
represent the state of a working substance, the area of any cycle represents the heat 
absorbed, or ejected. 

[This follows from the lelation (/<l = T(/(p.[ 

6. The whole area between two isentropics and an isothermal is 

Ti0, - 0.p. 

7. Ill the ease of a perfect gas, determine the entropy and prove direetlv that for 
a closed cycle 

f/r) 

- 0 . 
r 

[111 the case of a perfect gas we have iArt. l.boi 
r T r 


, • . 01 - 0.^ C, log - R log 

T, ° 



-t Cj, lo 


''■i I 

r„ I 
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S. Assuming the speciiie heat s of a liquid to be constant, determine the entropy 
per unit mass. 

{Here dQ — sdr, . = s log (ti/to).] 

9. A unit mass of liquid at r is converted into saturated vapour at the same 
temperature ; determine the change of entropy. 

{Here rve have 

I \jjl lit L 

1 T T 


Hence, if a unit mass of liquid at t-,, be raised to t and vaporised at this temperature, 
the change of entrojiy is 

a lojr — I — , 


and if in addition the vapour be superheated to a temperature r', the change of 
entropy will be, assuming the superheated vapour to obey the laws of gases, 

, r L „ , t' , v' 
slog— + +C,log- + Rlog . 

T„ r ° T ° V 

The entropy, like tiie internal energy, depends only on the initial and final con- 
ditions, and consequently the foregoing expression should be independent of the 
temperature r of ebullition, so that 

(.t - C,.) log T -t L/t - R log n = 0 . J 

10. If a body describes a closed isothermal and if it is reversilile its area is zero, 
consequently it consists of two or more loops (cf. p. 458). 

11. If the internal energy of a body be a function of the temperature only, iirove 
that its characteristic equation is of the form 

P = t/(c'. 

{Ill this case we have dO=-~dT + iKlv, therefore d<p=^ +^’dv, and conse- 

> dr T dr T 

qiiently must be a perfect diU'ercntial — that is, p/r must be a function of r. J 

12 . If a substance be such that U increases uniformly nith t when t is constant, 
and uniformly with v when r is constant, and if be constant, find the character- 
istic equation. 

{Evidently we must have dU = adr -t bdr, where a and b are constants. Therefore 
ilQ;=Td<p=dV +JKh-=^ailT-{h+ii)dr . . . (1) 

But since dtp is a perfect ditfereiitial it follows that (bJ-p)/T mu.st be a function of r. 
or 

llrl> = T/{r) ( 2 ) 


Hence ifp and r be taken as independent variables, we have by (1) and (2) 


Therefore 


Hence 




jrfr -t {b +jij ^^ d/i = 






C.,— 





Or.^ or Cj, - /< = (r + c)j\ 


h\\tf~{h-\-p)lT, therefore the required relation is 
{j) -f h){;v 4- f) == (Cp - «)t. j 


where c is a constant. 
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13. If Cp and C„ be both constant, show that U may be expressed as a linear 
function of t and v. 

14. Two non-conducting vessels of volumes i\ and t>., are connected by a tube 
furnished with a tap. The vessels are filled with gas at the same temperature and 
at pressures pi and resjjeetively. The tap is opened and the gas is allowed to 
fill both vessels ; find the change of entropy, prove that it is positive, and explain 
why there is any change of entropy (cf. Art. 330). 

15. If a substance obeys Boyle’s law, and if its internal energy be a function of 
the temperature only, prove that its characteristic equation is 


Pv = Rt 

where R is a constant. 

{If the substance obeys Boyle’s law, then the function /{r) of Ex. 11 must be 
simply a constant divided by v. Therefore, etc. | 

16. If the characteristic equation of a substance be P!' = Rt, prove that the in- 
ternal energy depends on the temperature only. 

{We have 


dtp — 


dU 


■ndt' dU —dv 
— -IK. 


The final term being a perfect differential, it follows that dU/r is a perfect differ- 
ential, but dU is also a perfect differential, etc.} 

17. A unit mass of gas expands from a volume r, to a volume r., without doinff 
external work (e.y. into an empty vessel) ; find the loss of motivity.” 

t„R log (r's/rj). 
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THERMODYNAMIC FORMHL/E 

338. Fundamental Differential Equations. — In general, the con- 
dition of a substance is completely determined by any pair of the 
quantities p, v, r, (f>, U, and in solving any thermodynamic problem, 
the pair most suitable for the purpose in hand must be chosen as 
independent variables. The quantities among which relations are 
most commonly established by the theory of heat are p, v, r, <^, the 
two specific heats, and the latent heats of change of state. These 
variables are connected by two distinct equations 

,iQ=,/u+<nv (1) 

and 

ilQ — T(/<t> ■ ■ . . ( 2 ) 

furnished by the first and second fundamental principles of thermo- 
dynamics. When two distinct equations are obtained between any 
number of variables, we can proceed by knoivn methods to deduce 
other relations among the variables which are often very useful and 
remarkable. 

Thus, starting from equations (1) and (2), we obtain by equating 
their right-hand members 

Td4>=ilVirn\ ..... ( 3 ) 

or, in the case in ivhich the only external force is a uniform normal 
pressure p, we have 

(l\J — Td<p—2fii^' ..... ( 4 ) 

We shall deal at present with this simpler case, and proceed to 
express (4) in terms of any two independent variables x and y which 
determine the condition of the body. These symbols may be subse- 
quently replaced by any pair of the quantities p, r, t, at pleasure. 
Now since cj> and v are supposed to be expressible in terms of x and y, 
we have 

d<pj tl(p, , , dv dv 

d<t>= ,-dx+ , dll, and (<1'= T-aJ: + , dAj. 

^ dx dy dx dij 
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Therefore equation (4) becomes 







.rly. 


Consequently it follows that the coefficients of <lx and dy in this 
equation are the differential coefficients of U with respect to x and y 


respectively, or 


-/U 

,U 




and 


dXi d(^ dr 
dy dy ^'dy 


But since dU is a perfect differential, we have 


d /,m'\ _ d [dK\ , 

dy\d i- ) di\dy ) 

that is, 

d ( dip dc\ d / dp dv i 
dy\dx ^ d.x) ilx\ dy ^'dy)’ 

or finally, we are furnished with the elegant relation 

ilr dp iIt dp _di) df dp do 

d.ody ihi ilx~ d.y dy dydx • • ■ • (ti) 

the direct geometrical interpretation of which is that corresponding 
elements of area are equal whether referred to y and r, or t and <j), 
as rectangular co-ordinates. 

By choosing x and // as any pair of the four quantities p, v, t, </j, 
this equation yields at once the following thermodynamic relations, 
connecting thermometric and calorimetric phenomena, 

339. First Relation. If <f> and r be chosen as independent 
variables in the fundamental equation (5) of the preceding article, we 
obtain, replacing x by ^ and y by r, and noticing that consequently 
(i^/rfx=l, and dvihi= 1, and that, in addition, since <f, and r are 
supposed independent, we must have (f<f> dy = 0 and ili dx = 0 so that 
(5) reduces to 



In this equation d- is the change of temperature e.xperienced by 
the substance in passing along an element of an adiabatic line (</> 
constant), and the left-hand member is the rate of change of tempera- 
ture when the volume varies adiabatically. or the change of temperL 
ture per unit change of volume during an adiabatic transformation 
In the right-hand member d,, is the change of pressure caused by 
change of heat while the volume is kept constant, and the right 
hand member is the change of pressure per unit change of entropy 
at constant volume. ^ 

The relation then asserts that during an adiabatic expansion the 
fall of temperature per unit increase of volume is equal to the 
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increase of pressure per unit increase of entropy at constant volume ; 
or equal to the absolute temperature multiplied by the increase of 
pressure per (dynamical) unit increase of heat at constant volume, 
since dQ = rdip, and consequently the relation may be written in the 
form 



340. Second Relation. — Choosing t and v for indejiendent 
variables, we have in the general equation (-o) x = t, // = r, and 


iIt 

lit 


= 1 , 




i/v 

l!.r 


= 0 . 


and consequently the equation reduces to 

\drjr 


(II) 


which, being interpreted as before, means that the change of entropy 
per unit change of volume at constant temperature is equal to the 
change of pressure per unit change of temperature at constant volume, 
or writing it in the form 



we find that the change of heat jier unit change of volume at constant 
temperature, or the latent heat of isothermal expansion, is equal to 
the absolute temperature multiplied by the change of pressure per 
unit change of temperature at constant volume. 

For example, in the case of a body changing state at constant 
temperature, if L be the quantity of heat necessary to change unit 
mass of the substance from the first state into the second, and if 
and be the corresponding specific volumes of the substance, the 
whole change of volume is r.^ - i\ (supposing the volume to be greater 
in the second condition than in the first), and hence the change of 
heat per unit change of volume is L '(r., - Cj), and the equation becomes 



341. Third Relation. — Choosing p and <j> for independent vari- 
ables, we have x=p, y = 4>t 


tlp_ d(t> *^^ = 0 

dx~ ’ dy ’ d.e ’ dy ’ 


and equation (5) reduces to 



(III) 
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which asserts that the change of temperature per unit increase of 
pressure during an adiabatic transformation is equal to the change 
of volume per unit increase of entropy under constant pressure. Or 
writing the relation in t^e form 



we find that the adiabatic rate of change of temperature with pressure 
is equal to the absolute temperature multiplied by the increase of 
volume per unit of heat supplied under constant pressure. 

This relation also lead.s to the final equation of the preceding 
article. 

342. Fourth Relation. — If we now take t and p as independent 
variables, we have x = -r, // = p. 


tlx 


= 1 




dll 

dx 




and the fundamental equation reduces to 


which implies that the decrease of entropy per unit increase of 
pressure during an isothermal transformation is equal to the increase 
of volume per unit increase of temperature under constant pressure — 
that is, the expansion an Writing the relation in the form 



r/*a. 


we see that the heat given out by the substance per unit increase of 
pressure at constant temperature is equal to the continued product of 
the absolute temperature, the volume, and the expansibility. 

From this formula it follows that if a is positive — that is, if the 
substance expands with heating — then dQ /dp must be negative ; or, in 
other words, a quantity of heat must be taken away from the body 
in order to keep its temperature constant when the pressure is 
increased. It follows, therefore, that increase of pressure is accom- 
panied by a development of heat in the case of bodies which expand 
on being heated, and similarly increase of pressure will produce a 
lowering of temperature in the case of bodies which contract when 
heated. 

These theoretical conclusions have been confirmed by many ex- 
periments. Thus Joule * found that water when suddenly compressed 
at temperatures above 4^ C. showed an increase of temperature, while 

1 Joule, Phil. Trans., 1S59 ; Scientijic Papers, p. 474. 
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at temperatures below 4" the opposite eifect was produced. The liquid 
was enclosed in a strong vessel furnished with a cylinder in which a 
piston worked, and the pressure could be suddenly changed by loading 
the piston with weights. The change of temperature was measured 
by a thermo-electric couple of copper and iron wires, one junction of 
which was placed in the middle of the liquid under examination, and 
the other in a bath of water. Sperm oil was also examined, and the 
experimental results in all cases were in close accord with the numbers 
derived from theory. 

The effect of suddenly placing a wire or a bar of any substance 
under tension is the same as suddenly reducing the pressure (a tension 
being a negative pressure), so that wires of such substances as iron, 
copper, lead, etc., when suddenly stretched, show a cooling effect, 
while vulcanised india-ruhber and wet bay wood were found by J oule 
to exhibit a heating effect. 

343. Fifth and Sixth Relations. — The foregoing thermodynamic 
equations are generally known as “the four thermodynamic equations.’ 
Two other relations may be obtained immediately from equation (-5) 
by choosing and r, or t and </>, for independent variables. Thus, if 
p and r be chosen, we have 


dj) 

Jr 


= 1 , 




do 

d.r 


= 0 , 


and the fundamental equation (5) becomes 



iV) 


In like manner, if r and <)> be chosen as independent variables, we 
have 



d<t’^, 

dy 




and equation (5) reduces to 


( dp\ (dv\ _(dp\ (dv\ 
\dr/,fi\d^Jr \d Ip ) tXJt ) ,f, 


= 1 


(VIi 


an equation which may be directly deduced from (Y) by substituting 
in it from the four thermodynamic relations. 

344. The Four Thermodynamic Formulae. — The four thermo- 
dynamic formulae deduced above as particular cases of the general 
equation of Art. 338 may also be deduced directly by writing the 
equation 


Thermal 
effects of 
compres- 
sion. 




( 1 ) 
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in the equivalent forms — 

tf(U — Tip) = — pj .... ( 2 ) 

d{V +pi-) = Td<p + n/p .... ( 3 ) 

dtf\J -T^ -^pp) — Tdp - fpdr . . ( 4 ) 

Thus, from (1), it follows that 



the first of which expresses that the absolute temperature measures 
the increase of internal energy per unit change of entropy at constant 
volume, or that the change of internal energy at constant volume is 
equal to the heat received, and the second expresses that the pressure 
measures the decrease of internal energy per unit increase of volume 
during adiabatic expansion. Differentiating the first of the equations 
(.5) with respect to v, and the second with respect to we have 



which is the first thermodynamic relation. 

Similarly, from equation (2), if we write U - -c/j y, we have 

with corresponding interpretations, and from these it follows that 




(ii) 


which is the second relation. 

So also, if we write U ~pi- = y', equation (3) gives us 

a)r 


-T and 


Hence 


CD.KS),, ■ 


(III) 


which is the third relation. 

Finally, writing U - = <i>, we have from equation (4) 


therefore 


\dTjt, \dp)r 


(IV) 


which is the fourth thermodynamic relation. 

345. General Equations. -In the foregoing investigations the 
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only external force acting on the body was supposed to be a uniform 
normal pressure p. In the general case the energy equation will be 

,n.»=,m+(AV (1; 

which, with the relation = rdA, may be written in the form 

dV=Td<p~dW (2) 

Now if 'X and // be any two independent variables which determine 
the condition of the body, we have 


and 




It is to be remembered, however, that i/W is not a perfect differ- 
ential, and that consequently equal to )• 

Substituting for (/<f) and iIW in e(}uation (2), we have 


consequenth 

dU r/0 (AV _ , 

di/ dll dll 

But (/U is a perfect differential, therefore 


d\S dA ,AV ,,/U d 4 , d\\ 

, -r-, , and - “ 

'h' (h: o •: 


(3) 


/ dtp 


1 { 

d<f> 

d\y\ 

Vd..~ 

dx J 


''77, ~ 

''n) 


which, since il<l> is also a peifect differential, reduces to 


dr d(p 

drd4> d 

(d\\\ 


^rf\V\ 

dx ihj 

dy dx d.r 

V</'/ j 

dij\ 

\dx) 


The right-hand member of this equation is termed by Clausius^ “the 
work difference referred to xy” and is denoted by the symbol Dj.,,. 

This may be regarded as the general differential equation for </), 
and when the only force is a uniform external pressure it reduces to 
the equation of Art. 3.38. 

In the same manner, by eliminating ^ from equations (3), we 
obtain a general differential equation for U. Thus 


dip \/ <tU 

i/j' 


<ny \ 

dr )' 


and 


d<p 

il}f 


r\ i/>J dij ] 


and consequently, since dij) is a perfect differential, we have 


/I fW , 1 rfW'N _ /IfTO 1<AV\ 

dij\ritr d.r ) dx\Tdij r dy )' 


^ Clausius, MfckanicaJ 2 'hcory of Ilcatj p. 114. 
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which reduces to 

lIt dV dr tW _ ,,r /I <iW \ fZ / 1 (ZW \ I 
dx dy dy dr. dy ) dij\T il.r /J' 

AVhen the only external force is a uniform pressure p, this becomes 

dr dU dr d\5 .,rd{i>lT)dv dyfi r) dv~'\ 

ih: f/// (hf il-*‘ L '* 

and when the variables are p aud v, this becomes 

Ot ^ fir dV dr fZU 
^ dp dp dr dr dp 


Kr.aniples 

1. Apply the relation (5) to prove that the difierence of the specific heats of any 
substance may be expressed in the form 


'.-‘.-'(Si.c;:)/ 


itf. 

I ''P \ ’ 


jWe have 

C. 


(S),] 

‘2. Prove that the ratio of the adiabativ and isothermal elasticities of any sub- 
stance is the same as the ratio of tiie t\vo spovifiv iieats. 
jlTe have 

and E = - -i 


E. 


= - r( ■" 'l . 
’ ' dr Kf,’ 


'[d„ 


) • 

I T 


Hence 


c:;). 

('dr\ 

t,\dv 

(.4). 





in virtue of the therniodynaniic relatioun. 
Hence 


E 


•3. Prove that 


J* 

E. 


fZn= 



/'dQ . 


' <fr 

\dr ), 

■s,.. 

/(/0\ 


<v 

1(Zt J, 

\ dr 



'-+c,( 

dy 1. 


{The hrst member ot tin- ngl.t-hand snle i, the quantity of heat required to 1 
added to the substance while its tem,,erature clianges by dr. and the volume chanm 
by dv under constant pressure. .s,„.i,aHy the second member is the quantity of ht 
required to be added « liile t!,c- r olunie is kept eonstant. The sun. of tlie two is tl 
whole quantity required wlieii both volume and pressure vary. 
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Otherwise thus 


(TZ)/ 


In the case of a perfect gas^)i’=RT, and we have 

T ^ V p 

which, when dQ = 0, gives = const.) 

4. Substituting this value of dQ in the equations ^Q=<ZU and dQ = Td^, 

show that, p and v being independent variables, 


I C. i/t\ _ Cy iIt\ 
\t dp) dp\ T tlv)' 


Hence deduce the relation 


\aT/e\dT/i, 


5, If dQ be the quantity of heat absorbed during an isothermal expansion, prove 
that 




{This follows from the above expression for </«,), Kx. 3, togetlier with the 
isothermal condition 

6. Assuming Clapeyron's equation for an isothermal transformation, 

(!):"■ 

where /(S) is some unknown function of the temperature centigrade, we have, by 
equating tliis value of dQ to that ot Ex. 5, 

(dT\ 

But by Ex. 1, 

therefore 


(Ce fteiKd'e); 




and 


(/Q=t 


di\ 


which is the second therniodyiiiinic relation. 

7. AVriting the equation for f/Q in the form 

(7Q = {2^1t + Idc, 
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wliere I is the latent heat of isothermal expansion, prove that 

^ dp dQp d~p 

I~T ,, and -r- = r~. 

OT dv dT- 


|T}ie eipiation is equivalent to 
and consequently 




also 

therefore 


ih\ T ) dr\r) 

(/U ~ Gfdr -ride --pd-c^ 

tZC- d , 


consequently by coiiiiiaiison we obtain the relations in question. For a unit mass 
of liquid converted at constant temperature into vapour we have 


L =r^.^ 
r> — 1', dr J 


8. Prove that 


[M'e have by Ex. b 


dQ = C,dT + (C„-Cr)''^\!f. 
dQ^C,:'/dp^c//dr. 

d}> ''df 


But 


, dr . dr 


therefore by substituting for dp we obtain the telation in question. 

This relation compared with that of the preceding example shows us that 

*.». Writing the iMpuition for d<l in the form 

d^} — Gfflr -r- Vd^t, 

prove that 


dc' 


, dG„ 


^ au(l 

dr dp 


d^r 

^?T2• 


10. Prove by direct transformation tliat the equation 
is equivalent to 


</C, _ d^p 
d r ,/.T- 


and'L!^!iXtlm independent of the volume, 

dV,._ rPp 
de ~^rlT~ 
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leads to the equatioii 


12. Show that tlie relations 




dT\dxi 


\ d.1} 

) d^dr } dr 

dT\dv j di\dr ) T 


dv ’ 


dvydr ) c/t- 


are equivalent forms of the second theriiiodynamic relation. 
13. In the same manner prove that 


d fdQ 
dryd^i 


dv 

dr' 


d/dQ\ 

>' / '//>V«/r / 

fl! /<^\ d /(!Q\ 1 rfQ 

Iryd/) ) dji\dT ) Td}>’ 


d /dQ> 

are equivalent forms of the fourth relation. 
14. Show that 


fl-o 

dr )~ ^dr- 
lation. 

dp\dv / dv\dj) ) Adpdv dvdp) 


are equivalent forms of the fifth relation. 
15. If 




and 

prove that 
and similarly if 
prove that 


X,,=^ 


/ d\y 1 

1 "-U 

dWx 

A rfi/'y 

' 

dxj’ 

AAV , 

1 '7 

d\V\ 

J 


di r 

he dll 

dx dy 


~ll dv ' 

dv <A 

^ 1 d\X 

\ d 1 

^ 1 cAV 

< T dfj 

J dy\ 

\T fix 


i'd.vdii d.i'dyX 

16. Prove that when the only foree is a uniform external pressure 


I We have 






dT + 




C) 


do 


by the second thermodynamic relation. 
Similarlv 


dQ-- 




by the fourth thermodynamic rehition. 
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Eliminating dr by means of these two equations, we obtain the expression in 
question. 

In the case of a perfect gas the corresponding equations are 

^ _ Rt 

ilQ - CVr + 


= C,/^T 



\Jp l-'v ■' 


17. Find the relation between the specific heats of a gas, if the quantity of lieat 
Q required for a transformation of a gas depends only upon the initial and final 
states. 

{We have the foregoing equation 

(Cj, - Cr)(fQ = C,r(lp + Cj,2>il r. 


Hence if dQ is the complete differential of a funetiou ofp and v, we have 
d / CrV \ _ d / Cpp \ 

di'VC;, - C J “dp Vh-V - C J 


( 1 ) 


This equation cannot be satisfied if C^and C„are different constants, but if they be 
considered as unknown functions of p there is an infinite number of solutions. 

One of historic importance is found in the supposition that Cp-C, = const. =R, 
then equation (1) becomes 

d(J, dC, 


r.. 


dp 




C.= Rlog(r)-;- F(pr,. 


(2i 


F(pi’) being an arbitrary function of pr, and coiiMiquently of the temperature r. 
Hence, if for tlic same temperature eacli of the two specific heats (the difference of 
which is supposed const.) increaM-. proportionately to the logarithm of the volume, 
then heat may he regarded as a substance, the presence of which in greater or less 
quantity determines the tliermal state of a body. Accepting this hypothesis, which 
is contradicted by all the fact', we may calculate the quantity of heat in the gas. 

Tlius writing = for faeilitv. «!• Imve 

CV = K log r — 4>\})v , 
j. — t ( ~ R = K -f- H log fc'-r 


Therefore 


Kf/n = C,.ri/p — 


= ^\pi')irdp^pd«) a Updr-K log crdp-Tjdo, ; 

lienee 

— - R/.t log/*, 

or 

< > ~ yvT) ' Rt log /*. 

the function '■p being left indeterminate. 

Carnot regarded heat a' a 'Uh'tance, and eousequently admitted tliat tlic specific 
heats increased as the logarithm of the volume. Tlii.s. however, remained to he 
tested by experiment. J 
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18. Show that the quadrilateral area between the line.s T = a, T — a + da and 0=/3, 
(t> = ^ + cl^ is 

dad^ 

dT d<l> dr dtp 
dpdv dvdp’ 


and hence show that when quantities of heat are measured in thermal units 


dr dtp dr dp 1 
dp dv dv dp ~ J’ 

{Cf. Equation (5), j). 710.J 

19. Employ the equation of Ex. 3 to prove tliat 





[Dividing both sides by r we have 

d.p Cf, dr tfp Cpdr 
dp ~ T tip tlr ~ r tid 

which, by means of the Knal equation of the preceding example, reduces a.s re- 
quired.) 

20. Prove that if a be the coefficient of e.xpansion the element of heat oomniuni- 
cated to a body may be expre.ssed in the fprm 

dQ = Vf,tl T - a'tjjdp. 

\ We liave 



and by the fourth therniodynaniic relation this transforms into the required 
expression.) 

21. Prove that 

d(U -pd) = C,,dT '1(1- ar'ylp. 

22. Deduce the relation.s — 

dp Ut lip dr tip 

tl\3^~tm dv ' dfdV 
dv tip tlr dp dr 
^~dV dp' dp d\j 
tlr dp dv tip dv 
dXS^dXjdp dpdV 
dp dv dp dv dp 
dV~d\]dT (/rdU' 


[These follow- from equation (5,', p. 710, by taking as independent variables U 
and one of the quantities v, p, p, r. | 

23. [Find the rate at which heat has to be supplied to a liquid film in order to 
keep the temperature constant, when the area is increased. 

The energy equation in this ease is, if T denotes surface tension, 

,i:U=dDl TdS, 


or 

therefore 


'/(U - pv)= - pdr- TtlS. 



/dO\ 


dT 


therefore 
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or. tlio latent heat of extension is equal to the absolute temperature multiplied by 
the rate of decrease of surface tension nith te'mperature. According to experiments 
hv Lord Kelvin, the heat required to keep the temperature constant is equivalent 
to nearly half the woik done in stretching the film. 

2i. Find an expression for the difference between the specific heat of a substance 
at constant pressure p and at constant atmospheric pressure. 

By the fourth thermodynamic relation 



- C:\: 

therefore 



djKJr 

or 

4('l) =-^(£); 

therefore 

dp \dr^)i, 

therefore 

C,.-C,= -r)'(g)^o 


1 


■J5. Show that the difference of the specific lieats of a solid can be represented 
bv the equation 

where X is the coefficient of linear expansion, and K the compre.ssibility. 

\V<‘ liave (see p. Ifi.'i; 


therefore 




y\" ^ \ ' 

K 


and, dividing tlie .second thermodynamic equation by the fourth, 

it)- (tSt): 


therefore 


y\“/'r / •! V. \ / f/, 

K 


C,,-C, 


(Ex. 1).] 



SECTION V 

CHANGE OF STATE 

346. The Fundamental Equations. — The general phenomena 
attending the change of state of matter have been described in 
Chapter V., and we shall now consider them from the point of view 
of the thermodynamic theory, and deduce the laws applying to the 
passage of matter from any one of its three typical states to any other. 
Our results apjjly alike to the passage from the liquid to the solid state, 
or from either of these states to the condition of saturated vapour ; but 
for the sake of definiteness we may keep in view one particular change 
of state, say that of a liquid into its saturated vapour. The character- 
istic of such a transformation is that the jM’essure depends on the 
temperature alone, and not on the volume, so that p and t cannot be 
chosen as independent variables defining the condition of the substance. 

Let us take the case of a unit mass of any' substance existing partly' 
in one state (say liquid) and partly in another (saturated vapour), and 
let Cj and v.^ be the specific volumes of the substance in the first and 
second states respectively. Then if the quantity of matter in the 
second state be m, the quantity in the first state will be 1 - m, and 
the whole volume of the mixture will be 

jT- (1 - lit U*j + /nr.,. 

When r and p, or r and r, are known, ■i\ and can be expressed in 
terms of them, and the quantity m can be determined. When a 
further quantity dm of the mass changes state, the quantity of heat 
necessary to effect the transformation is </Q = Ldm, where L is the 
latent heat of change of state, and in this case the pressure is 
supposed constant, so that the volume r of the mass changes accord- 
ingly. If, however, the whole volume v be kept constant, the 
transformation of dm will entail a change of temperature and a 
corresponding change of pressure throughout the mass ; so that if Sj 
be the specific heat of the substance in the first state, and .■>■., that in 

723 
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the second, as explained below, the transformation of a small quantity 
dm of the substance will produce a small change of temperature dr 
throughout the whole mass, and the quantity of heat necessary to the 
operation will be 

But ^/Q - and conseqitently 

.... ( 2 ) 

T T 

We have thus the otherwise obvious relations^ 


_L I ‘^4’ \ „ .s,! 1 - r/i) + s.,//i 
\ dm Jr T ’ ' \(iT /,„ T 


(•^) 


Now d(l> is a perfect ditterential, and therefore these equations give us 


that is. 


'7 ( - //d + ^ / L \ 

'lilt i T I c7t\ t ' 


<7/L\ 

I = 1 -- 

rtrVT / 


( 4 ) 


The first of the equations (3) is merely a statement of the fact that 
under constant pressure (or temperature) i/Q = hdra, and it at once 
leads to another fundamental equation. For since the whole change 
of volume per unit mass in passing from one state to the other is 
- i\, we have for the change of volume, when the quantity dm is 
transformed under constant pressure, dr = (r., - v^)dm. Hence the first 
of the equations (3) gives 



or by the second thermodynamic relation (Art. 340), 



If the change of state takes place in such a way that ji is independent 
of r, the suffix may be omitted in dp dr. 

Equations (4) and (5) are the fundamental thermodynamic formula; 
applying to the passage of a substance from any one of the three states 
of matter to any othei, whethei it be liquefaction, vaporisation, or 
sublimation. The quantities and s., are the specific heats of the 
substance in the two states under the conditions of pressure and volume 
at which the transformation takes place, and in the operation considered 
above they agree neither with the specific heat at constant volume nor 
with that under constant pressure ; but in the case of the liquid or solid 
the specific heat under constant pressure may be used without serious 

I Obvious, since when r .s constant ,IQ = hdm = rd,p, whicli is the first relation, 
and when m is constant - m)dT + s.,,n'tT = Td<p, which Is the second. 
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error, as the dilatation and external work are small. In the case of 
the saturated vapour, however, the specific heat employed here is the 
quantity of heat required to raise the temperature of unit mass of 
the saturated vapour one degree, while the pressure is so varied that 
the mass is kept at the saturation point throughout the operation. 
This quantity will be considered more fully later on (p. 728). 

If the specific heats of the substance be known in both states, then 
equation (4) furnishes us with a knowledge of the variations of the 
latent heat with temperature, or if the specific heat in one state be 
known, and if the latent heat be known as a function of the tempera- 
ture, the equation may be employed to determine the specific heat of 
the substance in the other state. 

On the other hand, if the pressure of the saturated vapour be 
known in terms of the temperature, equation (5) yields the specific 
volume (or density) of the saturated vapour at all temperatures when 
the density of the liquid and the latent heat are known. ^ So also, 
since L and t are both positive, it follows that if n, is greater than 
then dp and <7 t must have the same sign, but if v., be less than z'j, then 
dp and dr must have opposite signs. In other words, if a substance 
passes from one state to another in which the specific volume is greater, 
then an increase of pressure raises the temperature at which this 
transformation will take place. This happens in the case of liquids 
passing into vapour, or in the case of solids, which expand in melting, 
and is expressed by saying that increase of pressure raises the boiling 
point or melting point. If, however, the substance contracts in 
passing from the first state to the second, then if dp be positive dr 
will be negative, and an increase of pressure will lower the tempera- 
ture at which the transformation can occur. A notable example of 
this occurs in the case of ice (Art. 177), which we have seen contracts 
in melting, and consequently has its melting point lowered by increase 
of pressure. The dynamical theory thus leads us to anticipate all the 
phenomena treated of in Art. 178. 

' Clausius lias deduced the values of the specific volume (or density) of saturated 
steam at various temperatures by this method, and has shown that grave errors are 
introduced when the density of a saturated vapour is deduced from that of the 
superheated vapour, under the .supposition that it obeys the laws of a perfect gas 
[Mechanical Theory of Heat. p. 143). In this formula L is measured in work units, 
so tliat if all the quantities involved have been determined experimentally, the 
formula yields the value of the dynamical equivalent, L being known in thermal 
units. In this manner il. Perot (Ann. de Chimie, 6® ton,, xiii. p. 145, 1888), 
having determined the densities of saturated water vapour and ether vapour, deduced 
the v'alue 424 for J, thus verifying the formula. In a similar manner it has been 
verified by M. Mathias (Ann. de Chimie, 6® ser., tom. xxi. p. 69, 1890). For 
another mode of verification, see Bertrand’s Thermodynamics, p. 155. 
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When r., = the equation shows that either L = 0 or else dpjdT is 
infinite. The former condition is approached in the case of a liquid 
passing into vapour when the temperature approaches that of the 
critical point ; and in the case of fusion, where t’., - is small, the 
coefficient of increase of pressure with temperature is large, and the 
latter condition is approached. 


Examples 


1. Find tlie lowering of the Ireeziiig point of water per atmosphere increase of 
pressure, taking the latent he.u ot ice to he SO. the specific volume of ice being 
1'087, and that of water at 0' C. being iiiiitj-. 

[Here we have r.j - 'fj = O'OST, t = 273, rfp = 1033 grammes, while L expressed in 
dynamical units is 80 42700, hence 


or 


80 X 427 00 


0-087 


10:33 

nr 


,!t = 


103:3 X 27:3 ;; 0-0.87 
80 :■ 42700' 


= 0-007-2.; 


2. Ill the case ot purallin the latent heat in thermal units is 'iu’oO, r., ~ = 

t = 326'7, find the change ol temperature per atmosphere in the melting point. 

[Alts, dr = 0-028. 

Experiments on this substance gave M. Battelli' a mean change of 0'-0:3 C. per 
atmospiiere. “ 

In the case of naphthalene, if the latent heat in thermal units = 35-46, 
r.j- ii| = 0-146, r = 3o2-2, find the change in the melting point per atmosphere. 

[.-//iS. rfr=0‘035. 

As the equations (4) and (.o) are of fundamental importance, the 
following instructive method of deducing them is added. 

\P 



0 


Ki/. ‘ 2 ' 24 , 


Let AD and BC (Fig. 224) represent the isothermal lines corre- 

' A. Battelh, 
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spending to two infinitely close temperatures r and t + iIt. Along the 
line AB the substance is all in the liquid state, and along the line CD 
it is all in the condition of saturated vapour. Mow if a unit mass of 
the substance be supposed to describe the cycle ABCD, the quantity 
of heat absorbed in passing from A to B will be s-^dr, and the quantity 
given out in passing from C to D will be s'.,dr, so that if L be the latent 
heat at the temperature r, that at the temperature r + dr will be 


and the total quantity of heat absorbed during the cycle will be 
<7Q = Sjf/r + L T iIt - - 1.= + 


But dQ is the equivalent of the external work done — that is, 
of the area of the cycle, the length of which i.s r„ - rj, and the 

breadth ih. 

Hence 


Consequently we have 




</L 


I'b 


Further, the change of entropy must be zero, since the substance has 
returned to its initial condition, therefore 


or 


L + ~ <7 
S-^(h dr 

^ T ~ T T-dr 


.«v/r 

r 


L 


= 0 , 


s. 


ULi li il / Ij\ 

dr r 


which is the same as equation (4). 
(5), or 

^ = {'2- t'l) 


</y 

It 


Combining this with (6) we obtain 
dh 

— if] So ~r j j 


which expresses the two fundamental equations. 

347. Internal and External Latent Heats. — When change of 
state occurs with change of volume the heat necessary to the trans- 
formation is the sum of two parts : one the equivalent of the external 
work done while the volume changes; and the other, which is some- 
times called the “ true latent heat,” is spent in altering the internal 
energy of the substance. If the transformation takes place under 
a uniform pressure p, the heat spent in external work, or the external 
latent heat, is 


- i-,1. 
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and consequently the heat spent in doing internal work, or the internal 
latent heat, is 




Thus for water at 100' C., Lc = -f0'21, and L, = 496'29. 

348. Speeifle Heat of Saturated Vapour. — We now return to the 
consideration of the fundamental equation (4), which connects the 
difference of the specific heats with the temperature and the latent 
heat of change of state. In the case of the liquid and solid states the 
specific heats commonly considered are jiositive quantities, and the 
ordinary specific heat under constant pressure of the solid or liquid 
at the temperature in question may be used without appreciable error 
in dealing with this equation. In the case of the saturated vapour, 
however, the specific heat involved is neither that at constant pressure 
nor yet that at constant volume, but is the quantity of heat supplied 
to a unit mass of the saturated vapour when its temperature is raised 
1 C., while at the same time the pressure and volume are varied in 
such a manner that the whole mass remains saturated. 

Under such conditions the quantity of heat supplied will depend 
upon the amount of work done on or by the substance, while its 
volume is varied under pressure, so as to keep it saturated, and, as 
already pointed out (Art. 132), the specific heat under such circum- 
stances may have any value, positive or negative, depending on the 
nature of the substance and the temperature in question. We must 
not be surprised, therefore, if we find that the specific heats of some 
saturated vapours are positive while others are negative, or that 
the specific heat of the same saturated vapour is positive at some 
temperatures and negative at others. 

The meaning of the specific heat of a substance under certain 
conditions being positive is that, in order to change the temperature 
of unit mass of the substance U C. under the given conditions a 
certain quantity of heat must be communicated to it while external 
work is done on or by the substance according to the nature of the 
given conditions, while if the specific heat is negative the external 
work, which must be done on the substance in consequence of the 
given conditions, is more than sufficient to raise the temj)erature of 
the mass 1 C., and therefore heat must be taken from the substance 
in order that the temperature may not rise above the required point. 

Consequently, when it is said that the specific heat of a saturated 
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vapour of some given substance is negative, it is to be inferred that 
the work spent in compressing any mass of the saturated vapour to the 
volume which the same mass would occupy when existing as saturated 
vapour at a temperature 1° higher, would if converted into heat be 
more than sufficient to raise the temperature of the mass 1° C. In 
other words, the internal energy of a unit mass of the vapour at 6 
exceeds the internal energy of a unit mass at a temperature 1° lower 
by a quantity which is less than the work required to compress the 
mass at the lower temperature into the volume occupied at the higher. 

Our fundamental equation 

d\j L 

7. - 


shows us that s., may be either positive or negative according to the 
magnitudes of the quantities involved in the right-hand member, and 
if we use the equation of Ex. 20, ]). 721. 

= Cy/r - aVTcljK 

we are led to the same conclusion, for in the case of a saturated 
vapour is a function of t alone, and consequently we may write 

SO that we have for the specific heat 




• 0-CT , , 
dr 


a quantity which may be either positive or negative. 

As an example we shall consider the important and interesting 
case of water vapour. For this substance Regnault found, as explained 
in Art. 197, for the total heat Q at any temperature 0 


Q = L-rJ m/H = BOB •» + 0 -sontf 

fl 


where s is the mean specific heat of water between 0 and 


and for water 
therefore ^ 


L = 606 '5 4- 0 



.■>• = 1 -r 0 •oooo 4 () + 0 -oooooog#-, 


L = 606 -5 - 0-695« - 0 -00002^’ - 0 •000000.35i t 


( 1 ) 

Hence 


' Clausius uses the shorter expression 

L = 607 - 0-r08«), 


•s , ss 0 *305 - 


607-0*708tf 
27-3 + 


and hence 
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But by (1), if dr be taken equal to dd in accordance with the equation 
t=273 + (p. 689), we have 

+ = 0-305. 

llT 

and hence by substitution in the fundamental formula we find for the 
saturated vapour 

„ „ 606-:. - 0-695W - 0-00002(^- - O'OOOOOOSe-^ 

.’. = 0 - 30 ..- - - - - , 

which is obviously negative for any moderate value of 6. 

The following table contains the specific heats of the under- 
mentioned saturated vapours, as deduced by Clausius from the results 
of Eegnault’s experiments, using the fundamental formula (4) ; — 


'rsnipeiatuie. 

0' f. 

■'0 . 

H)|> . 

r.ii . 

AVater vapour . . . 

1-Olfi 

- 1 -40.'. 

■ 1-]:J3 

- 0-070 

Ether 

cO-lO.'.: 

■,o-i-«-i 

0-1309 

+ 0-1344 

Bisullihide of earboii 

-0-1. 837 ■ 

■ O-lrtOO 

- 0-1400 

- 0-1325 

t'hloroforin ... 

0-1078 

0-1 .,'.49 

-0-0153 

r 0-0155 

Biehloiidc of Carbon 

- 0-014-J 

■ 0-0-219 

- 0 0006 

o 

p 

o 

Acetone ... . , 

- 0-14S-2 

- 0-08832 

o 

o 

- 0-022-J 


The foregoing table shows that the specific heat of saturated water 
vapour is negative ^ at all moderate temperatures, and that within the 
same range the specific heat of ether vapour is positive. 


.-■j ^ 1 -013 - 




wliich gives values agreeing cl..^eiy with tho-e deduced from the loie^er e.xpre.s&ion 
> Tl,e fact that the spee.fie heat of ...turated vuter ^■apour is a negative nuantitv 
was discovered siiiuiltaneously l>y K.,ukin.- and Chuisuis m 1850 . Previously the 
subject had bee., treated trom the point of view of tlie calorie theory, according to 
which the so-called total heat that is, the .iiiautity of heat taken in by a bodv in 
passing iroin a given iintia to a given final coiidiuon, depends only on the initial 
and hual states, and nia there lore he expressed completely as a function of the 
variables which define tin- condition of the body, depending in no nay npoii the 
nianiiei- in which the substance pas,ses Iroiii the initial to the final staU- Vliis is 
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The numbers further show that the value of this quantity 
approaches zero in the case of water vapour as the temperature rises, 
and in the case of ether as the temperature falls. We are thus led to 
suspect that for each of these substances there is a temperature at 
which the specific heat of the saturated vapour vanishes, and that 
probably beyond this temperature an inversion occurs, and the specific 
heat changes sign, becoming positive in the case of water vapour and 
negative in the case of ether. This inversion is shown to occur 
actually in the case of chloroform, the sjjecific heat of the vapour being 
positive above, and negative below, the temperature 123" C. We may 
therefore conclude that the specific heat of the saturated vapour of 
any substance may be either positive or negative according to the 
temperature. When the specific heat of a saturated vapour is negative 
adiabatic expansion will be accompanied by partial condensation, for 
if we suppose the mass to ex2Jand until its temperature falls by any 
given amount, a quantity of beat must be added to it, in order that 
it may remain just saturated at the lower temperature, and if this 
quantity be not supplied condensation must tahe place. In the same 
manner it follows that when the specific heat of a saturated vapour is 
positive, heat must be taken away from it, in order that it may 


exi)ressed by saying 
Art. 346, we have 


tliat t^Q is a jjcrlect dillereiitiul, and lienw, I'roiii equation (1), 


— — 7— + " "‘h S|- 

ant 


(It 


which gives 




dL 

th 


1 


Xow Watt, who was the first to publish any distinct views on tins .subject, was led 
by his experiments to the conclusion that tlie sum of the free and latent heats is 
constant (Watt’s Law, p. -364), and this is expressed by the equation 

r t/L 

L ~ I s,(/r = const.. or — r.‘:| = 0 .... j 

This combined with (1) leads to the conclusion that s.^ is zero, a result which was 
long believed to be true, and was exjiressed hj' .saying that if a saturated vapour 
changes its volume in a vessel impermeable to heat it always remains saturated. 
Regnault's experiments (Art. 197), however, proved that Watt’s law was false, and 
that 

"■L 

T = 0'30o. 


which, combined with (1), led to the conclusion that for water vajiour s.j = 0'30b, a 
positive quantity. Hence the idea aro.se that it saturated steam is coinju’essed, heat 
must be supplied to it in addition to that generated by the coinpiession, in order 
that it may remain throughout at the saturation point, and conversely, if saturated 
steam be allowed to expand in order to cool it, so that it may remain saturated 
during the expansion, a jiositive quantity of heat must be abstiaeted from it. 


Iiiver.sion. 


Effect of 
ailiabatic 
expansion, 
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Experi- 
ments of 
MM. Him 
and Gazin. 


remain saturated as it cools, consequently during adiabatic expansion 
the vapour must become superheated. 

The fact that the specific heat of water vajrour is negative is of 
particular interest on account of its importance in the theory of the 
steam-engine, and in 1862 Him verified experimentally that the 
sudden adiabatic expansion of dry saturated steam is accompanied by 
condensation. He allowed steam to pass gently from a boiler, in 
which it was generated under a pressure of 5 atmos., into a long 
copper cylinder, the ends of which were closed with parallel plates of 
glass. The steam was allowed to enter this cylinder until all the air 
and condensed water were driven out and the walls had attained the 
temperature of the steam. The exit tap of the cylinder was then shut 
and connection with the boiler was cut off. The cylinder was thus 
filled with dry saturated vapour at a pressure of 5 atmos., and when 
looked through from end to end appeared quite clear. The exit tap 
being suddenly opened, the jnessure at once fell, and a dense cloud 
formed within the cylinder, which rendered it opaque to an observer 
looking through from end to end. This cloud, however, soon dis- 
appeared as the vapour, now at 100 C., rapidly absorbed heat from 
the walls of the cylinder (previously at 152"' C.). No such condensa- 
tion could be obtained when ether vapour was treated in the same 
way ; but, on the other hand, this substance exhibited condensation 
when suddenly compressed. 

These experiments were subsequently repeated with an improved 
form of apparatus by >i. Cazin.' The cylinder was connected with 
another in which a piston worked, and the whole was placed in an oil- 
bath, the temperature of which could be varied at pleasure. By this 
arrangement saturated vapour in one cylinder could be allowed to 
expand suddenly into the other, or, when occupying both, could be 
suddenly compressed by moving the piston. A cloud was always 
formed by expansion in the case of steam but never by compression, 
and the same result was obtained with bisulphide of carbon. On the 
other hand, ether vapour always condensed during compression but 
never during expan.sion, showing that its temperature of inversion, as 
in the case of steam, was not within the limits of the experiments. 
In the case of chloroform the temperature of inversion appeared to be 
between 130" and 136 C.. and in the case of benzene between 115° 
and 130° C. 

From some experiments on the later.t heats of the easily liquefiable 
gases— carbon dioxide, sulphurous acid, and protoxide of nitrogen 

> Cazin, Ann. de Chimie .-t d, Ph,,.. 4«-- sui., tom. xix. : Corn-pies Pendns, tom. 
Ixii. p. .)t5, 1866. 
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M. Mathias ^ concludes that, as the temperature approaches that of 
the critical point, the specific heat of every saturated vapour becomes 
negative, and increases indefinitely in absolute value. For the sub- 
stances examined it appeared that the latent heat of vaporisation 
decreases as the temperature rises, and ultimately vanishes, as would 
be expected, at the critical point, so that if a curve be constructed, 
having latent heats for ordinates and temperatures for abscissa;, this 
curve will cut the axis of abscissie at a point corresponding to the 
critical temperature. It was further found that this curve intersects 
the axis at right angles in all the cases examined, and consequenth’ at 
the critical point we have 

L = 0, and = - oc . 
dr 

Hence it follows from the equation 


that, at the critical temperature, we have = - oo . 

If all substances behave in this way, then, in the neighbourhood 
of the critical point, the specific heat is negative for all saturated 
vapours. Now in all known cases s.> increases with rise of temperature, 
and by the foregoing it decreases to - x at the critical point, and 
must therefore pass through a maximum value at some temperature 
below the critical point. Consequently, if there be a point of inversion 
at ordinary temperatures at which s., passes from negative to positive 
values, there must also be a second point of inversion below the 
critical temperature at which it changes from positive to negative. 
There may then be two points of inversion, but if only one point of 
inversion exists it must be the latter. 

The negative value of the specific heat of steam, and the con- 
sequent condensation of this vapour when allowed to expand, appeared 
at first sight inconsistent with the long-known paradox that high- 
pressure steam escaping from a small orifice into the air will not burn 
the hand, or even the face ; while, on the contrary, low-pressure 
steam (which is consequently at a lower temperature) inflicts horrible 
burns. This difficulty was explained by Lord Kelvin thus : - “ The 
steam, in rushing through the orifice, produces mechanical effect which 
is immediately wasted in fluid friction, and consequently reconverted 
into heat, so that the issuing steam at the atmospheric pressure would 
have to part with as much heat to convert it into water at the tem- 
perature of 100°, as it would have had to part with to have been 

' Mathias, Ann. de Chiinie ct dc Phys. 6“ ser., tom. xxi. p. 69, 1890. 

- Dynamical Theory of Heat. 


Two inver- 
sions. 
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condensed at the high pressure, and then cooled down to 100°, which, 
for a pound of steam initially saturated at the temperature t, is by 
Regnault’s modification of Watt’s law ’305 {t - 100) more heat than a 
pound of saturated steam at 100° would have to part with to be 
reduced to the same state ; and the issuing steam must, therefore, be 
above 100° in temperature, and dry.” The thermal effect of fluid 
friction alluded to in this statement is considered in Art. 364. 

349. The Triple Point. — When an enclosure is filled by a sub- 
stance which is partly liquid, and partly in the state of saturated 
vapour, the pressure is a function of the temperature alone, and when 
the equation connecting them is known in some form, such as 


!>=/{>», 


the relation between pressure and temperature may be represented 
graphically by a curve, such as that shown in Fig. 139. This curve 
gives the pressure corresponding to any temperature when the liquid 
and vapour are in contact, and in stable equilibrium together. It is 
the curve of maximum vapour pressure, and is termed the .■iteaiii line} 

In the same manner, if an enclosure be filled by a substance partly 
liquid and partly solid, and if the two states are in stable equilibrium 
together, the temperature of the mixture is that at which the solid 
melts under the pressure within the enclosure. This pressure is also 
completely determined by the temperature, and the relation connecting 
them may be represented graphically by a curve. This curve is the 
line of fusion and is called the ire line. 

So also a solid may exist in stable equilibrium -with its vapour, 
and we ha\e thus a third curve iihich connects the temperature and 
pressure of a substance when existing jiartly in the solid state, and 
partly in the condition of vapour. This curve is called the hoar-frost 
live (Fig. 225). 

From his experiments on the pressures of the saturated vapours of 
ivater substance above and below 0° C., Eegnault - concluded that in 
passing from the vapour of the liquid to that of the solid there is no 
appreciable change in the vapour-pressure curve, and that consequently 
the hoar-frost line is simply a continuation of the steam line. The 


' The term steam line ha. al... bee,, .q,,,li,.,l t„ tl,e oui ve (Fi-^ 143 mirve C) 
which rep,-esents the relation between the i„-e..u,'e and .si,eeilic'’ioh.me of tl„^ 
saturated vapour. Tins need not load to any eonlu.ion, as one connects pressure 
and volu,ne, «h,le he other connects ptes-ure and temperature. The formL- is the 
projection on the plane ,,, r. and the latter the i.rojectiou on the jdane p, 6 of the 
real steam hue on the cha^aet^Tl'^tIe surface. ^ j ' ol uit 

- Regnault. fit' /'Aon/, turn. xxvi. p. 751 
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difference between the vapour pressures of water and ice at 0' C. is, 
however, much too small to be placed in evidence bv these experi- 
ments, and it was subsequently shown by Kirchhoff^ that the steam 
line and the hoar-frost line are not continuous, but are distinct curves, 
and intersect each other at an angle. Professor James Thomson ~ then 
announced the theorem that the point of intersection of these curves 
is situated on the ice line ; or, in other words, that the three curves 
intersect in a common point, and this was afterwards proved by M. 
Moutier to follow as a consequence of the principles of thermodynamics 
(Art. 355). 

This theorem is merely the statement of the fact that there is a 
temperature and pressure for which the three states — solid, liquid. 



and vapour — can exist simultaneously together in equilibrium. For 
example, there is a certain temperature and pressure at which water 
substance may exist partly as ice, partly as water, and 2 )artly as vapour, 
so that the lower part of a closed vessel containing the mixture will 
be filled with water in which ice floats, while the upper part is filled 
with saturated vapour, the pressure within the vessel being that of 
water vapour at the temperature of the mixture — a temperature 
which exceeds 0 C. by a small fraction of a degree. This temperature 
and pressure are those which determine the triple ijoint, and at this 
temperature the jrressure of the saturated vapour of the liquid is the 
■same as that of the solid, but at no other. 

The three curves shown in Fig. 22.5 roughly reiiresent the two 
vapour- 2 iressure lines intersecting at a point F on the line of fusion. 
This 2 )oint is the triple point for the substance to which the curves 
> Kirchliiiir, Pixjij. -hill- tom. ciii., 1S5S. 

- ,T. Thomson, P/iih Mmj. (5t vol. xlvii. p. 447. 



736 


THEORY OF HEAT 


CHAP. VIII 


belong, and its co-ordinates are the temperature and pressure of the 
triple point. In order to prove that these curves are distinct, it is 
only necessary to show that the tangents to them at P are inclined at 
different angles to the axis 0^, thus denoting the three states — solid, 
liquid, and vapour — by the suffixes 1, 2, 3 respectively, and denoting 
the difference of the specific volumes by m, so that = (r^ - i\), we 
have by formula (5), Art. 346, if r be the absolute temperature of the 
triple point 


/ ,lp \ _ L,.> 

1 'Ip \ _ Pin 

/dp\ 

\dT/,.j T«,,' 

\ ih /.JO rfP,.’ 

Vdrj, 


Rut dpUr is the trigonometrical tangent of the angle which the tangent 
to the curve makes with the axis 06, and as the latent heats and 
differences of specific volume are in general different for the three 
changes of state, it follows that the three curves are inclined to each 
other at definite angles at P. Thus the difference of the trigono- 
metrical tangents of the inclinations of the hoar-frost line and the 
steam line at P to the axis OB is 

Xow at the triple point, and nowhere else (see p. 750), 

while 1 ( 13 = Hj.j + « 23 > “i -2 small compared with and 

we may write = w.,,,, and we obtain 

(’"'/A -ii’] = ^1- 

I f/r ' j . ' ih Ky. 


Exercises 


1. Determine tlie entropy <p anil internal eiifr<<y U of a nii.xture of liquid and 
saturated vapour. 

{Let there be unit mass partly liquid and partly saturated vapour, and let <f>^ be 
the entropy of the mass when it i^ all liquid at the point A, Fig. 226. At any point 
M let the mass of vapour be ,ii, while that of liquid is 1 - m, then the change of 
entropy in passing from A to .M (considering the path AB.M) is obviously ' 



'T„ 


' This equation may also be deduced directly from the equation of Art. .346. Foi 
we have 


dQ = 7ns./ir-il 





hitl 
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where Sj is the specific heat of 
the liquid state along AB and r 
the temperature of the isotheriual 
BMC. If (p be supposed constant 
the point will trace out an 
adiabatic line, and the differential 
equation of tljese lines will be 


d / Ij//i 
r ‘ dT\ T 


= 0 


The change of entropy of the mass 
in passing from the condition M 
to any other condition M' will con- 
sequently be 



<p' ~(p = 



\//n 




( 3 ) 


and if M and M' lie on the same adiabatii-, tlie right-hand member of this equation 
is equal to zero. 

To determine tlie iiiteriMl etiergy \\p have, for llie (jiiantity of heat absorbed in 
pas.sing from A to .\l along the p.ath AI5M, 


qi= + ..... (4) 

■ ’’o 

while the external work done during this transformation is 


T 

\V = I lidr,+j)U--r,) (5) 

• b, 

where iq is the specitic volume of the liquid and r the whole volume of the mi.xture 
at jr, T the temperature at il, and r„ the temiwrature at A, tlie integral being taken 
along the line AB. 

Heiiec 

V j Si'h - I - i)(v- Vi) ... (6) 

•'b) ‘'bi ^ 

But since r, is pr-aetically independent of the pressuie we may write and 

since r = -f //iiq, we liave 

"P 

r - r, = — i‘i) = nih'T 

consequently (6) becomes 

U--U,,= |(.s-,-y/'^;]dr-eL/«( ... (7) 

which is Claudius's expression. 


by the fundamental equation 




.s'a/r d I L/a \ 

d<P=\ +J-} 


It. 


Hence 
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If, however, we integrate by )iarts, {:>) becomes 

= j ... . (8) 

* ‘(I 

wliere /),„ ) „ refer to the point A, and ji, r to the point il. Hence, for the change 
of internal energ}’, we have 


U -U„=0 - ^S]+ jf/r . . (9) 

and the change of the internal energy in jiassing from Jl to any other condition 
M' is 


U' — U = - Ln( - {/f'l’' -yo') + 


'dr 


Idr. 


If iM and M' lie on the same aihabatic Q = 0, and the right-hand member of this 
eejuation represents the external work done.) 

2. Prove that an adiabatic increase of temperature will diminish or increase the 
quantity of vaiiour in a mixture of li(piid and vajiour ; or, in other words, cause 
condensation or vaporisation, according as the quantity 

•h'l - "O-t-'h 


is positive or negative, m being the mass of vapour per unit mass of the mixture. 

ITaking the mass of the mixture to he unity, we have for any small trans- 
formation 

d^i= JlT - + Ills.,] i!t i- Ldwi, 


and since tlie transformation in cpiestion is adiabatic we have dy = 0, and con- 
sequently 




cll.Sj -r nlS,\ . 


Hence, if the (piaiitity within the bra<'ket is positive diii and dr have opposite signs, 
but if this cjuantity is negative tha and dr have the same sign. That is, ',n increases 
with T when (1 ^ //* negatne and decreases as r increases if this t[uantity 

is positive.} 

3. A mixture of li<iuid and vapour ex[iands adialiatically, determine the change 
in the relative proportions of the liquid and va]»our. 

|8ince the entroi>y is constant equation (-Jj ot hx. 1 givch, since .Sj is practically 
constant, 

HI L t' 

T-=r (1) 


Now if r be the volume of the mixture at r we have 

r = (l - 1 / 1 ) 1 ^^ iiii\= Cj *f jin r, - ^ 

r/ dr’ 


>,0 that 

and equation (1 ' become.'’ 


L//< t/i, 

r ^ ih 

''r i'_.. 'V 


( 2 ) 
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when p and are known as functions of t, this equation gives tlie new tenipeni- 
ture t' in terms of tlie new volume v, the original volume and the original 
temperature t. 

If the latent heat at r be given, the lirst term of the nglit-li.md member of (3) 
may be used in its original form /uL/r.] 

4. A unit mass of saturated steam is allowed to expand adiabatically, determine 
when the maximum condensation has taken place. 

[By Ex. 2 condensation will cease when the nias.s tn of \apour remaining satisties 
the equation 

1 1 — 'nl)\'r nlS>~0. 
or 


III - 


.S,T 

“ Ul 


This result ma\' also be obtained from equation (3; of Ex. 1 by expressing that 0 is 
constant and iii a maximum. In the ease of steam, if 

Ij = SOO - O'lOoT, 

we find for the maximum conden.sation 


111 = 


.‘>00 


5. A mixture half watei .iiid ball stea)u at IbO' C. is enclosed within a non- 
conducting cylinder and allowed to expand, pushing back a piston, determine 
what happens. 

(If m be the mass of vaiiour ju'eseiit at any instant, the whole mass of the 
mixture being unity, then evapor.ition or comlcnsatiou will occur according a.s 

Si T iiiys., - .1,) 

is positive or negative. Now for water vaianir we have the Ibnnul.i 

L = 800-n-70r.r. 


Therefore 


Si - 




800 


■so that at the temjieratuie 150' C. we have, taking .s, = 1, and M = h, 


•s’, -r llHS., - .•!,)= 1 


400 

423 


o-oni. 


which is a po.sitive quantity', consequently evaporation takes place as the expansion 
proceeds. 

This might also be seen at once from the final equation of the preceding 
example. For the amount of vapour i>ieseut when the inaxinmni condensation has 
4 ■■’3 

taken place at 1.50 C. is m = ^gg = '•529, and this e.xceeds tin- quantity in our problem. 

Hence more vaiiour will form on exjian.sion, until its qu.uititv is m' = J ■ Suh- 
^ ’ 8U0 

stituting this in equation (Is Ex. 3, we obtain an eipiation which gives t’ the 

temperature at which evaporation ceases and condensation begins. This temperature 

is about 120 C. Condensation then takes place, and the ratio of the vapour to tin- 

liquid will again become unity at a teinjterature ot about 91 t.I 

t). Show that when the specific he.it of a .saturated vapour is negative the adi.i- 

batic lines intersect the ste.uii line (Fig. 1 13-. passing downwai ds iicross it liom right 
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to left, and when the specific heat is positive they pass across it from left to right, 
their upper parts lying to the left and their lower to the right. 

7. Prove that the external latent heat L.. (Ait 347) is related to the latent heat 
L by the equation 

L T clp 
L,. p Ot 

S. If the latent heat of va))orisatiim can he expressed in the form 

I. — (« - ir, 

prove that the ilitference of the specific heats of the liquid and the saturated vapour 
varies inversely as the absolute temperature. 

|tVe ha\ e 

_rfL L_ a 1 

dr T T ) 

9. In the same case ]>rove that the variation of the specific heat of a saturated 
vapour per degree of temperature is inversely proportional to the square of the 
absolute temperature. 

{jYef'lecting the variations of the specific heat of the liquid, we have by Ex. 8 

i/.s.. _« I 
dr r- f 

10. Supposing tile latent heat of vaporisation of water to bo given by the formula 

L = 800-0-70.'.t 

calculate the temperature of inversion.' 

{Taking the specific heat ot water to he unity we find 

, 800 

S..-1 ■■ — , 

T 

consequently the temperature of inversion (s., = 0i is 627' C. ; ef. Arts. 197, 236.} 

11. Calculate the ditferenee between the trigonometrical tangents of the angles 
which the tangents to the hoar-frost line and the .steam line at the triple point 
make with the axis of abscis'ie in the case of water substance. 

ITaking the latent to be 80. J - 42700. t„ = 27o. )(,^ = 20940U cc., we find ‘ 



the jiressiire being measured in grammes per square centimetre. [ 

12. Deduce the ratio of the quantities and in term.s ot the latent 

heats of fusion and evaporation. Calculate their numerical values for water sub- 
stance, and compare the calculated x-alues with the results of Regnault’s experiments. 


I [The linear formula for latent heat i, uidely departed from at high tempera- 
tures, hence the result here obtained ditters considerably from the true temperature 
as determined by experiment.] 
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350. Charaetepistie Functions — Formulse of M. Massieu. — The 
two fundamental principles of thermodynamics furnish two equations 
connecting the three unknowns which determine the state of a body, viz. 

dQ = (/U + 


Hence, in order to determine all the coefficients relating to the sub- 
stance, it is necessary to have some other equation connecting the 
variables which define its state. We are consequently led to expect 
that although these various coefficients and the state of the body 
cannot be determined in absence of this third equation, yet it should 
be possible to express them in terms of some function of the variables. 
That is what M. Massieu has shown, and the function from which the 
various quantities may be derived he terms the characteristic function 
of the body. It depends upon the pair of independent variables- 
chosen, having one form when t and r are chosen, and another when 
T and p are taken. 

Thus, if we write, as in Art. 344, 


then the equation 


7=U Tit', 
d\5 = Td<l> -‘jvh' . 
may be -written in the equivalent form 

= - <p<fr - j)dv 

Consequently we have 

d'7 , 1I7 

while 


\} = 7~r<t = 7 -T 


d7 

ih 


(i) 


Variables 
T and r. 


(i) 


' F. JlassifU, Coniptrs Hendu.i, tom. Ixix. pji. 858, 10,'>7, 1869 : Journal de 
Phijsiqar, tom. vi. p. 216, 1877. 
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Variables 
T ami p. 


Further, the specific heat at constant volume is given by the equation 


while for the clift'erence of the specific heats we have (p. 716) 




‘ \ } / d ! \ drdi 


i<P7 


(if- 




(ri) 


therefore 


•1^7 , , <^-^7 r . -'^7 

iIt' \dT,!r I : ,h- 


In like manner the isothermal elasticity ami the coefficient of increase of 
pressure are given by the equations 


‘ h (/<- 


;ind 


1 1 Op \ 
/A (/r ^ 


-_‘1'7 i±7_ 

ilriirl (I I 


(S) 


(9) 


Thus, when the temperature and volume are taken as independent 
variables, all the other (puiutities appertaining to the condition of the 
substance U, p, <l>, C',„ C,, etc., can be e.xjiressed in terms of the function 
•y, and its partial ditlerential coefficients. 

In the same way, if the pressure and temperature be chosen as 
independent variables, equation (1) may be thrown into the form 
(/(U - T<fi + pir) I dp — </>(/-. 

Hence, if we write 

\J - T(p— jn — <t>, 

we have 

0<\'='0p-<tx/r ... . (10) 

and consequently 


rhile 


Op’ 


ami <j>= - 


dr 


1 = 4 * : Tip — jii -- 4 > - 


,A1> 

7/t 


dip 

'op 


( 11 ) 


( 12 ) 


For the specific heat at constant pressure we have rfQ = dJJ + pdr, or 

, . _ / 1 ^ I 'i!l\ O-ip 

'' V'^’- 1. ' Ut- ■ 

and for the sjrecific heat at constant volume we have 


(13) 


Or y d, 






'(ti/j,) dji- 


(14) 


The coefficient of expansion and the compressibility may also be 
expressed in terms of ffi. thus 


1 1 (/i 

\,It 


drditj df, 


(15) 
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and 


1 ; (U’ \ _ il^ jil<P 

' V'O'/’- 'h'’l ‘h’ 


(16. 


Hence, when the pressure and temperature are chosen as independent 
variables, the function 'h enables us to express all the other quantities. 


Examples 


1. Calculate the characteristic functions y and <{■ in the case of a perfect gas. 
{Here we have the relation 7 H‘ = Rt, while the internal energy is a function of 
the temperature only, and is given hy the eijuation 

dU = C,dT. Hence if C,. be regarded as constant. U- U„ = C,tT t,, . (1) 


Further, dQ = C,.dT+pdi’, and therefore 



7 

d<p=C, +R — 

T /* 


Hence 

(/) - = C, lot;' ^ + R log - = [Cp + R) log ^ - K log 

'**11 "^0 Pn 

• (2) 

and therefori 

(3) 

y =]J -T<p='[Jt,- C,T„-T0„ + C,T|^l-log^ j -Rrlog-t 

while 




^ - U|, - C,T„ - r(CV-i- R) ( 1 - loi; V-Rrloy^ 

' ’■ -Tri ' ^ 

it) 


These expressions may be verilicd by ai'plying the formulw of the preceding article. 
Thus 


ilo 



.ilhl 


rf<f> 

dp 


Rt 


= r, etc. 


In these expressions for J and <{> the quantity K may be leidaced by lip, where k is a 
constant, the same for all gases, and p is the normal density of the gas. Sec p. 143. J 
2. Express the various coefficients of a substance in terms of the quantity 
y' = U+pi'. 


351. Condition of the Possibiiity of a Transformation. — When a 
system passes through any cycle of transformations, if i/Q be the 
quantity of heat taken in by the system along any element of the 
cycle, and r the absolute tempera- 
ture of the source which yields 
the heat, then if the circle tie 
reversible, we have 

/?-• 

But if the conditions of rever- 
sibility be not fulfilled, we have 
(Art. 329) 


The interpretation of this is that if a system passes from a state A to 
another state B, then the value of the above integral taken along any 
path joining A and B is greatest when the operation is reversible. In 
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other words, </)b - <^a is the same for all reversible paths joining A and 
B, and is greater than the integral of </Q V for any path between 
A and B which is not reversible. Thus if AMB (Fig. 227) is a re- 
versible path, while ANB is not reversible.^ then considering the 
whole cycle ANBMA we have 


and therefore 


I'/'i 

ANB 



\NB 


( 1 ) 


We conclude therefore that no transformation from the state A to the 
state B is possible which would give the integral a value greater than 
while a transformation which would give the integral a smaller 
value is possible, but not reversible. 

The inequality (1) is consequently the condition that a transforma- 
tion from any state A to another state B may be possible. For an 
infinitely small change it becomes 

d<^<.Td(j> . , . . . . ^2) 


or the quantity of heat absorbed is greatest when the operation is 
reversible. This is also directly obvious from the reasoning of Art. 329. 

When the system is isolated, dC) = 0, and the above inequalities (1) 
and (2) mean that for every possible transformation 1 I 4 , must be positive; 
or, in other words, every possible change of the system is attended by 
an increase of entropy. 

It follows as a corollary that in any isolated system stable equi- 
librium will be attained when the entropy has reached its maximum 
value. Foi in this case the entiopy cannot increase, and therefore no 
change can take place in the system. 

352. Thermodynamic Potential.— The preceding inequality which 
tests the possibility of a transformation may be expressed in terms 
of either of the characteristic functions of i\I. Massieu. When an 
elementary transformation is reversible we have 

dy — — fpdr r 

lA^= - (pd.T. 


and when the operation does not .satisfy the conditions of reversibility, 
we must have 


dy - <pdT ~ fu/r 

f/4> < rdp - tpi/f 

‘ [The reversibility, 01 ..thmii..-, flepeiid. i,„t „„ ,l„ 
the coniiitions uiiiler whivli it is ti.ivefse !. 


■ ( 1 ) 

■ i'-i) 

W 

I'iitli. Init on 
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Thus by applying the inequality (1) we obtain (’2) and (3) immediately. 
For 

(/y = i/(U - T0} =(/u — 

consequently (since (?Q is less than W<^) we have 

fiy - :f/U — — <f>dr. 

But (/U - (/Q = - jLidc if the only external force is a uniform normal 
pressure. Therefore we have 

dy ( 2 ) 

In the same w.iy 

- T<f> pdr Cd[iy 

and therefore by (2) we have 

ih\> rdp ~ (pflr. . . . . (‘i) 

Consequently (1), (2), (3) express the same condition of possibility. 

We shall now consider two particular cases. In the first place, if 
the temperature and volume of the system remain constant, then if 
any transformation of the system were possible under these conditions, 
it must take place iti such a way that we have (by 2) 

iiy-'O. 

That is, must be negative, or the transformation is possible only 
if it takes place in such a way as to decrease 

On the other hand, if the pressure and temperature remain constant, 
as when fusion and vaporisation are in progress, then (3) gives us 

4<t><0, 

so that di> is negative, and any transformation that may be po.ssible 
under these conditions ' must be such that the function <I> decreases. 
We conclude therefore that — 

(a) If V and T remain constant in any system (not isolated) the 
function cannot increase. 

{fi) If p and r remain constant in any system (not isolated) the 
function cannot increase. 

(y) If a system be isolated the entropy cannot decrease. 

From (a) we infer that when the function ^ is a minimum it is 
imjjossible for any change to take place, and consequently the system 
under the conditions («) is in stable equilibrium. While from (/i) wo 
infer that the system will be in stable equilibrium when <b is a 
minimum. Now in rational mechanics the equilibrium of a s3'stem is 

' J. \V. Gibbs, I’mna. Comuclii-ut Amd. voL iii. pji. lOS-248, 343-524. 1S75-7S ; 
HiUiiivtii's Journal, vol. .xvi. [ip. 411-45S, 1S7S : American Jna/nal of Arts and 
Sciences, vol. xviii. 1879. 
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Stable when the potential energy, or the force function, is a minimum, 
and consequently the functions y and d> here play a part correspond- 
ing to that of the force function in mechanics, and the function y has 
been accordingly named ^ by M. Duhem (he thermodynamic potential at 
constant volume, while the function ‘I> is termed the tlvermodynamic 
■potential at constant pressiire.’ 

353. Thermodynamic Potential of a Heterogeneous Mass. — 

When the mass under consideration is not homogeneous throughout, 
but consists of masses «q, m.„ /// j, etc., of different (|ualities or in 
different states, the thermodynamic potential of the whole is the sum 
of the thermodynamic potentials of the constituents. For if U^, U.„ U^, 
etc., be the internal energies of the constituents per unit mass, then 
the whole internal energy is 

L' = /a|L',-t- //i3U.) + etc., 

and in the same way if <^j, etc., be the entropies per unit mass 

of the parts, then the whole eiitrojiy is 


<p = /ni<pj^-TiiJo<f>.y r //j ,<^5-4- etc. 


Consequently we have for the whole mass, if the temperature be the 
same throughout, 

y =U - T0= ; 


that is. 


y — F ,y.. + etc. 


In the same way, if the pressure be the same throughout, we have 
r = rtijCj + inp'o + etc., and the thermodynamic potential at con- 

stant pressure is 

4> = ^ /// -r «( ,<[> , etc. 


Thus for a unit mass, a part ni of which is in the state of saturated 
vapour, the remainder 1 - m being liquid, we have 

354. Change of State. In illustration of the preceding principles 
let us consider the case of a unit mass of any substance existing in 
two different states of aggregation. For instance, let a fraction m of 
it be in the state of vapour, and the remainder 1 - m in the liquid 
state. Now if a further quantity dm of the liquid becomes vapour, 
the pressure remaining constant, the thermodynamic potential of the 
liquid diminishes by an amount ^^dm, while that of the vapour in- 
creases by the amount ^Jm, where and <!>., are the thermodynamic 
potentials per unit mass of the liquid and vapour respectively, and 

1 P. Duhem, Le Potcntiel Ttunuuilyiiaiinqiic, Paris. 1 SS 6 

2 [J has been called by v. Helmholtz the fvcv of the svstem. It repre- 

sents the part ol the energy uhich, .n reversible Isothermal proJe.sses, can be con- 
verted into work. For if r i, constant dj = (Eijuation 2 Art aSO) ] 
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evidently remain constant under the supposed conditions. Hence the 
change of the thermodynamic potential of the mixture is 

But for the possibility of any such transformation (f<i> must be 
negative, and consequently if 'k, be greater thand’j, then must be 
negative, and condensation alone is possible, whereas if <l'., be less than 
"hj, dm must be positive, and vaporisation alone is possible. ^\'hen •h., 
is equal to <i>j, either transformation is possible and reversible. 

Hence, when the change of state is reversible, we have 

T|-<K = 0 (I) 

and as <l>j and d*., are functions of the temperature and pressure, this 
equation is a relation connecting the temperature and pressure of the 
mass when the change of state takes place in a reversible manner. 
Now the pressure of a mass changing state is a function of the tempera- 
ture alone, and we cannot have two equations connecting p and t, 
otherwise they would be completely determined, therefore the equation 
(1) must be the functional relation connecting the temperature and 
pressure during change of state : in other words, it is the equation of 
the steam line, the ice line, or the hoar-frost line, according to the 
states to which and d’., are supposed to refer. Hence if d>,, d'^, d>^ 
refer to the solid, liquid, and gaseous states respectively, the transfor- 
mation from one state to another will be reversible along any one of 
the lines 


(Steam line) . . . . 

't>.j - >1>- = 0 

(1) 

(Hoar-frost line) 

t'-*i>,=o . 

(21 

(Ice line)’. . . . . 


(3, 


When the supposed transformation does not take place along one 
of these curves it is not reversible, and it will be impossible if it would 
entail an increase of d>. We 
can easily examine, with re- 
gard to anyone of the curves, 
the region in its plane for 
which the transformation is 
possible and for which im- 
possible. Thus any curve 
/(»/) = 0 divides its plane 
into two regions, such that 
the co-ordinates of any point 
in one of them makes fix'i) 
a positive quantity, while any 

point in the other renders it negative. The curve itself is the line of 
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demarcation between the two regions, and any point on it makes /(.ry) 
zero. Thus if the equation of the curve MX (Fig. 228) be 

<j>, 

the co-ordinates of any point A not situated on the curve will not 
satisfy the equation of the curve, and we propose to determine whether 
it yields a positive or a negative value. For this purpose draw AP 
parallel to the axis Or. and let the co-ordinates of P be p and t while 
those of A are p and r + r/-, then the change of <f>j ~ d?., in passing from 
P to A will be, using Massieu’s formuhe. 


,/<!>, 

//t 


>Tt 





and this is a positive quantity. Therefore A is in the positive region. 

Similarly, if we take a point B whose co-ordinates are - and p + dp, 
we have for the value of 'h^ - <I>„ at this ]>oint 


, Ji, - , 7 ,;' 




and this will lie negative if io less than c.,. Consequently we infer 
that if the latent heat is positive, and if the change of volume is also 
positive in passing from the state (1) to the state (2), then the curve 
•bj — <J>., = 0 passes between the points A and B as shown in the figure, 
A lying in the positive region and B in the negative. If, however, 
the change of volume be negative, as in the fusion of ice, then the 
curve will not pass between A and B, but will be situated like M'X', 
so that the tv o points lie on the same side of it. In the former case 
increase of temperature is accompanied by increase of pressure, whereas 
In the lattei inciease of temperature is accompanied by decrease of 
juessure. 

Let us now return to the equation 

and consider the transformation PA (Fig. 228). In this case the value 
of 4>, - d>i at A is - L7 t r, a negative (luantity if the transformation 
from the state (1) to the state (2) is accompanied bv absorption of 
heat— that is, if L is positive. In this case ihn can oidv be positive, 
and we conclude that at every point on the right-hand side of the curve 
the only transformation po.ssible is one in which dm is positive and 
entails an absorption of heat. In the same way the only transforma- 
tion possible to the left-hand side of the curve is one in which dm is 
negative and entails an evolution of heat.^ 


‘ J. iloutier, Bulletin dr In Snrut.' mhnnnth nine, 6-.- scr., to,n. xiii 1876 • 7^ 
ber.j toBis. i. ii. in. iv. ’ ’ 
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Similarly, if we consider the transformation PB, we find that the 
value of <i >2 - ‘f’l at B is (r^ - r^dp, and therefore if r., is greater than 
i’j the only transformation jrossible in the region above the curve {dp 
positive) is one in which dm is negative — that is, one in which there 
is a decrease of volume, — whereas in the region below the curve {dp 
negative) the only transformation possible is one which entails an 
increase of volume. 


Thus if the pressure of a mixture of water and its saturated 
vapour could be increased without condensation or change of tempera- 
ture, the new condition would be unstable. In this state the water 
cannot evaporate, but there is a likelihood of sudden liquefaction. On 
the other hand, if the pressure happened to diminish without evapora- 
tion or change of temperature the vapour cannot condense, but there 
is danger of explosive ebullition. 

Along the curve of reversible transformation 'bj - <h., = 0, wo have 


That is 
or 


/ It'S] rfT.', , _ 

4>i)ih -{V., - 


b / 

T - ' rfr 


355. The Triple Point. — The preceding theory may be applied 
at once to deduce the theorem of the triple point (Art. 349), viz. that 
the two vapour-pressure curves (the steam line and the hoar-frost line) 
intersect on the line of fusion or ice line. For the equation of the 
steam line is 

T.>-4<.,=0 ... . . (L 

and along this the liquid and vapour are in equilibrium. The equation 
of the hoar-frost line is 

T , '{>, =0 ( 2,1 

and along this the vapour and solid are in equilibrium. Now by 
adding (1) and (2) together we obtain the equation of a curve which 
must pass through all the points in which (1) and (2) intersect each 
other, but the sum of (1) and (2) give.s 

4’i - 4*.^“ 0 . . . . . . (.j ; 

But this is the equation of the ice line, and we therefore conclude that 
every point of intersection of any two of these curves lies on the 
third. 

From this it follows at once that if two of these curves coincide in 
any region the third must coincide with them all along their common 
pan, or if two of them coincide completely, the three become one 

• Gustave Kuliiii, ibid. 7“ toni. iv. p. 21. 
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and the same curve, and the substance can exist in only two states. 
Now in the case of water the steam line and the ice line are obviously 
distinct, and therefore the hoar-frost line must also be a distinct curve, 
and cannot merge into the steam line as Eegnault thought, but cuts it 
at an angle at the triple point. 

The co-ordinates of this point obviously satisfy the equations 


«i>i = = 4> .. 


so that at the triple point the thermodynamic potential is the same 
(to a constant) for all three states. 

To determine the angles at which the three curves intersect at the 
triple point we have, taking the steam line. 




dp 


)dj,+ { 


dr ,h 




which by Massieu’s formuhe gives at once 

( r> - T.\}dp = \<p., - ; 

therefore, for the inclination of the tangent to the axis of absciss*, we 
have 

_ <Pi- <t.'. ^4>.r \ 

\(/r /.j;; I'-t-i'-, ' rfx h,, r,, -I'l \(/t Tj t'l-i’o 


Hence the trigonometrical tangents of the angles are obviously con- 
nected by the relation 



And this by the fundamental formula of Art. 346 gives 


Hence, at the triple point, mo have 


"Writing this equation in the form 


I'l 




r, 

1 1 

1 — 

) J' 


we see that if 'q, r.,, r., are in ascending order of magnitude, so that 
/•, - and r.j - r., have opposite signs, then the differences 



must have opposite signs. In other words, if the value of r., is inter- 
mediate between those of /q and /q, then the magnitude of ( lies 
between those of 'Oid [J^] ■ Hence the curve (13), which 

corresponds to the greatest change of \olume, can be placed with 
reference to the other two, for the angle which the tangent to it at 
the triple point makes with the axis of absciss* is intermediate in 
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magnitude between the angles which the tangents to the other two 
make with the same axis. Consequently, if an ordinate be drawn 
cutting the three curves, the point of section with the curve (13) will 
lie between those with (12) and (23). 

356. Applications. — The principles of thermodynamic potential 
have been recently applied with much success to the problems pre- 
sented in the theory of solutions, dissociation, and thermo-electric 
phenomena.*^ 

As an illustration let us take the case of a compound which dis- 
sociates into two simple substances at a certain temperature and 
under constant pressure. Then if at any instant the mass of the 
compound present in the mixture be m^, while the masses of the 
dissociated elements are and w.,, and if ‘h], 'h.j, be the corre- 
sponding thermodynamic potentials per unit mass respectively, we 
have for the whole mass of the mixture 

Hence, if the masses t/q, )«., be supposed to change by amounts 
dm^, dm.,, and under the pressure p and temperature r, we have 

= . . . . ( 1 ) 

But dn\, dm.,, dn\^ are connected by the equation </Wj -r dm., + dm.^ = 0 ; 
so that if ti>j, M'.„ ir,j denote the molecular weights of the compound 
and its constituents respectively, we have 

cifn^_(hihv 

v\ ~ ir.> ~~ U-, + «’.> 

and consequently (1) becomes 

( iCi -h if.prf't’ = [( M-1 -!- WalT. , - - ('-.A'Hwij. 

Consequently, if the quantity 

( m -, + - ir.yp, 

is positive, a change in which dm., is negative is alone possible, whereas 
if this quantity be negative the only change possible is one in which 
TO3 increases. If the transformation is reversible, then 

(K-, + - U i-P, ~ ir./l>.,= 0, 

and this equation reitresents the curve of dissociation pressure. The 
dissociation pressure is thus a function of the tempeiatuie only, and 
is independent of the quantity m., of the original compound present, 
and of all such circumstances. 

' A full exposition of tlie theory of thermodynamic potential and its ajiplications 
will be found in JI. Duliem'.s work, Lc Potentir! Thertiwdiinamique ft AppHca- 
tions, Paris, 1880. 
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AND SURFACES 

357. Plane Diagrams. — The advantage of the graphic method 
of representing the state of a suhstance l)y means of a point in a 
]ilane diagram, and the elegance of the method in concisely represent- 
ing the whole history of a transfoi'ination, have been already illustrated 
in many cases. The particular case of 'Watt’s indicator diagram (Art. 
(56), in which the co-ordinates of the point are taken as the pressure 
and volume of the suhstance, is that which has hitherto been most 
commonly employed, but evidently any pair of the five quantities 
p, r, T, <f>, b , which determine the condition of the substance, may be 
used for the same purpose, and it may happen that for one problem 
the representation may he most simply represented by one pair, while 
for another problem simplicity and elegance will be most easily secured 
by choosing another pair. 

Thus when p and r are taken, as in Watt’s method, the lines of 
constant volume {>somefries')a.nd the lines of constant pressure {isojmsHcs) 
are systems of right lines parallel to the two axes of reference respec- 
tively, while the lines of constant temperature {i.-othermah), the lines 
of constant entropy (isridivpkt,) and the lines of constant internal 
energy {isodijnamic.-: or keiierjics) are each a system of curved lines 
of some particular form depending on the naturd of the substance. 

The other quantities which require to be represented on the diagram, 
and which depend on the natuie of the transformation rather than on 
the nature of the substance, are the external work W performed by the 
body, and the quantity of heat Q supplied to it in passing from one 
state to another through some intermediate series of states. In the 
case of a pi' diagram the work is represented very simply by the area 
enclosed by the path of the body, the ordinates at its extremities, and 
the axis of absciss®, but the quantity Q is not so simply represented, 
as it depends not only on the area representing the work, but also on 
the change of internal energy. Thus, while p, r, r, 4>, U are functions 
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of the state of the body, the quantities W and Q are determined, not 
by the state of the body at any instant, but by the whole series of 
states through which the body passes from one condition to another. 

On the other hand, if t and <j) be taken as co-ordinates, the isother- 
mals and isentropics will be systems of right lines parallel to the axes 
of reference, and the isometrics, isopiestics, and isodynamics will be 
curves of some particular character depending on the nature of the 
body. The quantity Q on this diagram will be represented (like the 
quantity W on the jn- diagram) by the area included between the path, 
the ordinates at its extremities, and the axis of abscissie, for we have 
(IQ = rdtj>, or 

while W will depend on this area, and also on the change of internal 
energy experienced by the substance in passing from its initial to its 
final condition. 

It is clear, therefore, that from general considerations there is 
nothing to choose between a diagram constructed with p and r as co- 
ordinates, and that constructed with t and </>; the work and quantity 
of heat being represented on the former in a manner strictly analogous 
to that in which the heat and work are represented in the latter. This 
also appears from the general equations 

(/U = (7Q-<AV. d\\'=ji'h\ ./(> = T<;0. 

for these are unaltered when for r, p, W we write <f>, - t, - Q respect- 
ively. Hence in our choice of co-ordinates we must be guided by 
considerations of convenience and simplicity in drawing the particular 
lines necessary to the problem in hand, as well as for the representa- 
tion of W and Q. For one problem it may be most convenient to take 
p and r, while for another it may be much more simple ' to take t and 
(f), or r and </>, or some other pair, or perhaps some functions, of the 
quantities ji, r, r, </>, U. 

When the substlince passes through a complete cycle, and returns 
to its initial condition, the whole external work done is represented by 
the area of the cycle, and the heat supplied is the equivalent of this 
(since the internal energy has not changed) on the pr diagram, while 
the whole heat supplied is represented by the area of the cycle on the 
T(f> diagram, and the external work done is its equivalent. For this 
reason the pr and the rcf> diagrams claim special attention. The 
importance of the T<f> diagram is also indicated by the general con- 
sideratioii that, although work may be transferred by mechanical 

1 tVtieii T and (p ai‘r used, C'ariiot f' eycle takts tlie cxcct'dinj^ly ^ilu]*]e foini ot a 
rectangle. 

3 c 
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contrivances (levers, etc.) from systems at lower pressures to others 
at higher, yet by the second law of thermodynamics the transference 
of heat can only take place from bodies at higher to others at lower 
temperatures ; so that in the former case it is only necessary to ascer- 
tain the total quantity of work performed, but in the latter it is 
necessary to take into consideration the quantities of heat as well as 
the temperatures at which they are received. Hence, if in any par- 
ticular problem several heat areas have to be considered, it is very 
important that these should be represented simply. 

As an example of the use of the two systems we maj’ take the 
simple case of a perfect gas. In this case we have pr = Et, and 
U = CcT. Hence the isodynamic lines coincide with the isothermals 
whatever system of co-ordinates be chosen. If p and r be taken, then 
the isothermals and isentropics are given respectively by the equations 
pv = const, and pr'*' = const. ; but if t and <p be taken as co-ordinates, 
the curves which we require are the isometrics and isopiestics. Now, 
by Example 7, p. 706, we have 

4 > = C,. log T f R log (• -h font-t ( 1 ) 

and consequently if the volume is constant this gives for the equation 
of the isometrics on the T<f> diagram 

0 = C, log T -Pcoii't. . . . (i,soinetric.s) 

so that they are a system of similar logarithmic curves. So also 
equation (1) may be written in the form 

•^ = 0,. logT - Rlogyy.f COUbt p2) 

and therefore the isopiestics are given by the equation 

0 = C„logrS-conbt (isopiestic.s) 

These are consequently a similar family of logarithmic curves. The 
isodynamics (as in this case they coincide with the isothernials) are 
a system of right lines parallel to the axis of temperature. 


J-Jj-amples 

E In the eas;. of a peife.-t g.ab, if any pair ol the .uantitie.s log r, log ,, log . 
log U y, be chosen as co-ordinate., shoii that the isothern^ls i.r^ tropics’ 
isometrics, etc., are all right 

Jin the case of a perfect gas*\ve have 

log,,-: log,- - log r^,. oust, 
log U - log T = djnst. 
y-C,.logr-Rl„g,. = ^.„„ 3 ( _ 
and these equations are each linear in tliM 

quantities mentioned in the question.} 

* Professor J. W. Gibb,., 7’, one , . , 

vol. ii. p. •32.’), 1871-73. , aidemii „/ Arts ti,ul Sciences, 
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2. If f aaid <j> be taken as co-ordinates, show that if a series of isodynaiiiie lines 
be drawn for equal infinitesimal diH'erences of energy, then any series of right lines 
parallel to the axis of volume are divided into segments iin ei'sel}' proportional to 
the pressure, while any series of lines parallel to the axis of entropy are divided 
into segments inverselj^ projiortioual to the temperature. 

(This follows from the equations 



358. Charaeteristie Surfaces. — When a plane diagram is con- 
structed with any two variables which determine the condition of a 
body as co-ordinates, then every point in the plane of the diagram 
corresponds to a perfectly definite state of the body, and the indicator 
point is constrained to move along some definite curve only when the 
substance is forced to change its condition under some fixed law (for 
example, under constant temperature, or pressure, etc.). Now if any 
pair of the quantities p, c, t , <f>, U be taken as rectangular co-ordinates 



(or any two functions of these quantities which determine the state 
of the body), which for generality we shall call r and i/, then at any 
given point on the, plane diagram x and y will have given values 
corresponding to a definite state of the substance, so that the remain- 
ing three of the above five quantities will be perfectly determinate. 
Consequently, if a perpendicular be drawn to the plane of the diagram 
at the point xy, and if a length x; be measured along it to represent any 
one of the other quantities, the locus of the extremity of this perpen- 
dicular in space will be a surface of some kind depending on the 
nature of the substance. In other words, if any three of the quan- 
tities p, V, T, U be taken as the rectangular co-ordinates x, y, z of 
a point P (Fig. 229) in space, then as the substance passes through all 
possible conditions of equilibrium, the point x, y, z will describe a sur- 
face which will possess certain geometrical properties and peculiarities 
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depending on the nature of the substance. Such a surface will conse- 
quently exhibit the characteristic properties of the substance, and may 
be termed a charaderisik surface. 

The particular case in which the pressure, volume, and temperature 
are taken as co-ordinates has been already noticed (p. 90), and the 
functional relation /(j>, r, t) = 0, already termed the characteristic equa- 
tion of the substance, is the equation of this surface. For example, 
in the case of a perfect gas the equation of this surface is .nj = E.r, viz. 
a rectangular hyperbolic paraboloid asymptotic to the planes a:z and yz. 
The quantities p, r, t, being those which are directly measured in any 
case, are naturally the quantities which would be first chosen as 
co-ordinates in any geometrical representation of the properties of a 
substance ; but it by no means follows that the surface determined by 
these co-ordinates will afford the most comprehensive and elegant repre- 
sentation of the properties of the substance. In addition we possess 
no general equations connecting p, x, t, or their differential coefficients, 
whereas, by means of the fundamental principles of thermodynamics, 
we have been led to general differential equations connecting certain 
other quantities. For example, we have the fundamental equation 

^/U = -y/f?/* . . . , . . (1) 

The r, 0, U connecting the differentials of r, </>, U, so that if these three quantities 
surface, chosen as co-ordinates, this cipiation is the differential equation of 

some surface of the form 


( 2 ) 


concerning 
For by (1) 


which we possess at once certain valuable information, 
we have 


' d-p K 


= T, 



~‘P 


(3) 


but by (2) it follows that the direction cosines of the normal to the 
surface at any point are proportional to , - 1, and consequently 


hy (3) it follows that the direction cosines of the normal at any point 
of the surface are proportional to -, - - 1 respectively. Hence, 

with this surface the volume, entropy, and internal energy are given 
directly by the co-ordinates of a point on the surface, and the remain- 
ing pair of quantities, viz. the pres^ure and temperature, are given 
by the direction of the normal to the surface at the same point. The 
whole five quantities /), /•, r, </., V are thus clearly represented in an 
exceedingly simple manner. 

Additive Another advantage of the v, </,, U co-ordinates lies in the fact that 

property, gach of them possesses the additive inoperty. Thus, in a system the 
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volume of the whole is the sum of the volumes of the separate parts 
into which it may be divided ; the energy of the whole is the sum of 
the energies of its separate parts, and similarly for the entropy. For 
this reason it follows that when such surfaces are constructed for 
different masses in the same condition, these surfaces will be similar 
to each other, and their linear dimensions will be simjily propoi’tional 
to the masses which they represent. 

The surface obtained by using r, <^, U as co-ordinates has been 
brought into prominence by Professor J. Willard Gibbs,i and its 
properties will be considered briefly in the following article. At 
present it may be mentioned in passing that any one of the equivalent 
forms of the equation dU = - juir, viz. with the notation of 

Art. 344, 


,/ 7 = - 

- 0//r - jidr 

G) 

,/y'= 

Td<t> -h rdp 

• . (5) 

d<P = 

rd'p - 

• . (6) 


yields a surface which possesses properties characteristic of the sub- 
stance, and which yields definite information as to its condition. Thus 
using (4), if r, t, 'J be taken as co-ordinates, it follows that the entropy 
and pressure corresponding to any point are determined by the direction 
of the normal to the surface, and similarly in (5), when p, </>, 'J' are 
taken as co-ordinates, the direction of the normal determines t and r, 
while in (6), with p, r, as co-ordinates, the volume and entropy are 
determined by the normal. 

We are thus furnished with a considerable choice of surfaces, and 
that employed for any particular jmrpose can be selected to suit the 
problem in hand. Of course other surfaces may be constructed with 
any three functions of the quantities p, r, r, 4>, U as co-ordinates as 
may be found convenient. 

359. Gibbs’s Model. — The characteristic surface or thermodynamie 
model obtained by taking r, </,, U for co-ordinates has been carefully 
investigated by Professor J. Willard Gibbs.* It may be remarked at 
once that in constructing such a surface with regard to three mutually 
rectangular planes — viz. the plane of zero volume, the plane of zero 
entropy, and the plane of zero energy - that of zero volume alone is 
definite, while those of zero entropy and energy are arbitrary, for 
both of these quantities include an arbitrary constant. However, 
when the planes of reference are choseti, any point on this surface 
corresponds to a definite condition of the substance, and as the co- 
ordinates of the point represent the volume, entropy, and internal 

' J. W. Gibbs, Trans. Cunncchru! Jcadnnii of Arts and Sciences, vol. ii. ji. 38l!, 
1871-73. 
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energy of the mass, it follows that any plane perpendicular to the 
axis of volume cuts the surface in a line of constant volume or iso- 
metric curve. Similarly the isentropics and isodynamics are the curves 
in which the surface is cut by planes perpendicular to the axes of 
entropy and energy respectively. Two systems of lines still remain 
for representation, viz. the isothermals and the isopiestics, and these 
can be very simply obtained from the conditions 



For if U = /(/•, <ji) be the equation of the surface, then if r be regarded 
as a constant, the relation between U and 4> will be the equation of 
the isometric curve in which the surface is cut by a plane perpendicular 
to the axis of volume, and if a taiigent line be drawn to this curve at 



any point, the trigonometrical tangent of the inclination of this line to 
the axis of entropy will be Hence if we refer to this as the 

slope of the curve at the point in question, we can say that the tempera- 
ture at any point P (Fig. 230) is measured by the slope of the 
isometric passing through that point, and in the same way the pressure 
is measured by the slope of the isentropic. 

The isothermal ctirves on the model are consequently such that if 
a tangent line be drawn to the surface at any point of “one of them 
and in such a direction that it is perpendicular to the axis of volume’ 
then the inclination of this line to the axis of entropy is the same at 
all points of the isothermal curve. The whole system of such tangent 
lines to any isothermal forms a sy.stem of lines, or a cylinder of rlys 
parallel to a line in the plane ./.U, and this cylinder obviously has 
ring-contact with the surface, the curve of contact beim" the 
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isothermal curve. Hence we are led to Maxwell’s ^ method of The iso- 
representing the isothermal curves on this surface, viz. place the 
model in the sunshine and turn it so that the sun’s rays are piestics. 
parallel to the plane of entropy and energy, and make an angle with 
the axis of entropy whose tangent is proportional to the temperature. 

Then if we trace on the surface the boundary of light and shadow the 
temperature at all points of this line will be the same. 

Similarly the lines of constant pressure are found by drawing 
tangent lines to the surface in such a direction that they all are 
parallel to the plane of energy and volume, and make an angle with 
the axis of volume whose trigonometrical tangent measures the 
pressure. This system of parallel lines forms a cylinder whose line 
of contact with the surface is an isopiestic. 

Of the various parts of a complete thermodynamic model one 
region consists of points which refer to the body when altogether in 
the solid state, another to the liquid condition, and a third to the 
gaseous. Besides these three parts of the surface there are other 
tracts which refer to the body when it is changing state and exists as Surface 
a mixture of the solid and liquid, or liquid and vapour, or solid and 
vapour, or finally as a mixture of the three states — solid, liquid, and 
vapour. We shall now consider the general character of these various 
parts, and for the sake of brevity we shall refer to those portions 
which represent the solid, liquid, and vapour as the parts S, L, and V 
of the surface respectively, while we shall refer to that portion which 
represents a mixture of solid and liquid as the part SL, to that which 
represents the mixture of liquid and vapour as LV, to that represent- 
ing the solid and vapour as SV, and to that rei)resenting a mixture of 
all three states as SLV. 

Every point on the part 8 represents a definite condition of the 
body when altogether in the solid state, and this portion is bounded 
partly by a line at every point of which fusion is about to occur, and 
partly by a line at each jJoint of which the substance is about to 
sublime. The portion 8 may not, however, be completely enclosed 
by these lines, for if anything like continuity of state exists between 
the liquid and solid conditions, such as Andrews proved to exist 
between the liquid and gaseous, then the part S will be united to the 
part L of the surface by a neck or isthmus in which no discontinuity 
of curvature exists. 

Similarly the portion L of the surface will be bounded partly by a 
line along which solidification is about to take place, and partly by a 
line at every point of which the substance is about to vaporise. These 
' J. C. MawvbII, Thrnnj of Ifmt. 
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two lines do not completely enclose L, for in one region this part forms 
a continuation of the portion V which represents the condition of the 
substance when it is completely vaporised, in accordance with the 
experiments of Andrews. The part L is thus united to Y by a neck 
of surface presenting no discontinuity, so that through this neck Y 
may be regarded as a continuation of L, and it is probable that it is 
united to S by a similar neck, and that Y is united to S in the same 
way. 

The regions between S, L, and Y are filled up by those parts of 
the surface (SL, LY, etc.) which represent the condition of the sub- 
stance when changing state. The portion LY stretches from the fringe 
of L to the fringe of Y, and its lines of junction with L and Y are the 
lines already referred to, along one of which vaporisation is about to 
begin, and on the other of which it is completed. These two lines form 
The node what we call the LY couple, and along these lines the curvature of 
couples. surface suddenly changes so that they form lines of discontinuity 

of curvature on the surface regarded as a whole. For the sake of 
distinction we may refer to these two lines as the L line and the Y line 
respectively of the LY couple. Similarly the part of the surface 
which applies to the change of state from solid to liquid is enclosed 
by a pair of lines, the SL couple, while the part representing sublima- 
tion is bounded by another pair, viz. the SY couple. 

With this notation we can say that to any point A on the L line 
of the LY couple there is a corresponding point B on the Y line of 
the same couple. At A vaporisation under certain conditions is about 
to begin, anil at B it is completed. Now change of state takes place 
in such a way that the pressure and temperature remain the same 
throughout the operation, and consequently the plane which touches 
the part L of tlibbs’s model at the point A also touches the part Y at 
the point B, since the direction of this jilane is determined by p and t. 
Further, this plane touches the LY tract of the surface all along the 
line AB, for at every point of this line the pressure and temperature 
have the same values. Thus, if a plane be drawn to touch L, and also 
to touch Y, this plane will have line-contact with LY, and the line of 
contact AB (Fig. 231) will be such that any point P on it represents 
a definite mixture of the liquid and vapour, and the point P divides 
AB into segments such that P is the centre of gravity of the liquid 
jKirtion of the mass placed at A and the gaseous portion placed at B. 
Develop- Ys A moves along the L line of the lA couple B moves along the 

able sheets, y ^nd the line AB sweeps out the LY part of the surface. This 
part of the surface is a portion of what is called a developable surface, 
and may be regarded as developed in the following manner. Let a 
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tangent plane be drawn to touch both L and V (this will be a double 
tangent plane), and let this plane roll on L and Y, maintaining contact 
with both, then this plane as it passes through its consecutive positions 
will envelop a developable surface, viz. the surface LY. 

Similar remarks apply to the tracts which represent the mixtures 
of solid and liquid and solid and vapour. Each of these tracts 
(Fig. 231) is a developable surface, the tangent plane touches it along 
a line, and any point on one of them represents a definite mixture of 
two states in the manner already described. 

Finally, there is a portion of the surface which possesses no curva- 
ture. This portion is a plane triangle and corresponds to the triple 
point (Art. 349), or that condition in which the substance can exist 
simultaneously in the solid, liquid, and gaseous states. For if a 
plane be drawn to touch S and also to touch L, then as this plane rolls 
on S and L, it is possible that in one position it may also come into 


C 



contact with Y. In this position the three points of contact will form a 
plane triangle SLY (Fig. 231) such that its vertices are points which 
represent conditions of the substance, at one of which it is altogether 
solid, at another liquid, and at the third vapour. Any point on one 
side of this triangle represents a definite mixture of solid and liquid, 
any point on another liquid and vapour, and any point on the third 
solid and vapour, whereas any point within the triangle represents a 
definite mixture of the three states, such that the point in question is 
the centre of gravitv of the masses of solid, liquid, and vapour placed 
at the corresponding vertices of the triangle. 

The plane of this triangle might be supposed to start rolling on 
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any pair of the parts S, L, V, so that if it begins to roll round a 
certain side of the triangle it will generate the SL developable region, 
starting round another edge it will develop the LV region, and round 
the third the SV region. However, as the two lines of the LV couple 
approach each other and ultimately unite so as to form a continuous 
curve (Andrews), it follows that as the tangent plane rolls on L and 
V, the points of contact A and B approach each other and ultimately 
coincide at a point C where the two lines of the LV couple unite. 
The point C (Fig. 231) is the critical point for the fluid state, and if 
the tangent plane be allowed to roll beyond this point it will touch 
the surface in a single point. The substance is here homogeneous and 
belongs to the neck of continuity connecting L and Y. 

Similar remarks apply to the SL couple and the SV couple, and 
if the lines of these couples unite so that each couple forms a con- 
tinuous curve, then the points of junction are the critical points for 
the SL and S\ conditions. Further, the vertices of the triangle 
formed by the points of contact of the triple tangent plane SLV 
are points at which the substance is all solid, all liquid, and all 
vapour respectively, and they are consequently points in which the 
lines of the three couples meet in pairs. Thus the S line of the SL 
couple and the S line of the SV couple intersect at one vertex, 
and the other corresponding pairs of lines intersect at the other 
vertices. 

360. Surface of Stability.— When any thermodynamic model is 
constructed with three chosen co-ordinates the values of any pair may 
be chosen arbitrarily, but when these are given the value of the third 
is completely determined. It may hapjien that for given values of two 
there may be more than one corresponding value of the third, but in 
this case the corresponding values of the third are perfectly definite, 
otherwise all consideration of the surface would be illusory. The 
points of any such surface consequently represent all conditions of the 
substance which are possible and consistent with equilibrium. To fix 
our ideas let us suppose that the quantities p, r, t are taken as co- 
ordinates, then when values of p and r are chosen corresponding to 
any point in the plane pr we say that there is some value (or values) 
of T corresponding to equilibi ium, and by erecting a perpendicular to 
the plane pv at the point in question, and measuring off a length which 
represents this temperature, a definite iioint is obtained, which is a 
point on the surface of the model. Now when we say that to given 
values of p and v there is a corresponding value of t, we merely state 
that there is a definite condition p, r, - of the substance, in which it is 
in equilibrium, or that when the pressure and volume have values p 
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and r then the temperature must have a certain value t and no other. 
For given values of p and v and a varying value of t the point p, v, r 
is constrained to move along a right line perpendicular to the planemo-, 
and the point (or points) where this line meets the surface of the 
model is the point which represents the condition of etpiilibrium of 
the substance when its pressure is p and its volume r. If the sub- 
stance were supposed to be in a state represented by any other point 
on this line equilibrium would not exist until the point moved to the 
surface. 

The surface described in the preceding article, or a corresponding 
surface constructed with other co-ordinates, is such that the condition 
of the substance at every point of it is one of stable equilibrium, and 
it may be regarded as the surface of stability. If the condition of the 
substance be imagined to be represented by any point in the space 
inside or outside the surface, this condition will not be one of equi- 
librium, or if the substance happened to exist in such a state the 
equilibrium in this state would be unstable. Such cases of unstable 
equilibrium are presented in superheated globules of liquids and 
supersaturated solutions of salts, or over-cooled liquids and vapours, 
and the jmints representing them will not lie on the model we 'have 
constructed, but will constitute a locus outside the surface of the model 
similar to the theoretic part of the isothermal line conceived by Pro- 
fessor James Thomson (BMXD, Fig. 144). The substance at any 
point of this line is in unstable equilibrium, and if disturbed will 
rapidly change its condition till the indicator point reaches the line of 
stability BD. Thus we might imagine the portions S, L, V of the 
thermodynamic model to be parts of one continuous surface so as to 
be united, not by the developable sheets SL, LT, SY already described, 
but by portions similar to the James Thomson ))art of the isothermal 
BMND (Fig. 144). These new tracts, together with the portions 
S, L, V, constitute one continuous surface which exhibits no discon- 
tinuity of curvature along the line couples SL, , and SV ; but the 
points of these tracts, although they represent conditions of equilibrium 
which may be realised under certain circumstances, are nevertheless 
states of unstable equilibrium.’^ 

Thus the portions S, L, Y of the model, together with the develoi)- 

' The fcpiilibrium of a system may be stable for very small ilistuvbaiiees and un- 
stable for displacements of any considerable magnitude— that i-, eiiuilibriuni may 
e.vist and will not be bioken by disturbances below a certain limit. It ls the exnst- 
ence of such a limit that renders possible the existence of those states n liicli we term 
unstable, such as superheated drops or supersaturated vapours, and it is probably 
determined by such magnitudes as the size of a mole.-ule, and the distance through 
which molecular forces are sensible. 
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able sheets SL, LV, and YS, represent all possible conditions of stable 
equilibrium, from the very manner in which they are constructed, and 
all other points of space represent conditions (a) in which change is 
taking place, or (f3) in which, if erpiilibriiim exists, it is essentially 
unstable. 

In the case of an isolated body, or system, thermal and mechanical 
equilibrium must always be established during any spontaneous changes 
in such a way that the point representing the state of the system 
moves in a plane perpendicular to the axis of energy, for since the 
system is isolated its energy must remain constant (the term energy 
here including all forms under which it appears in the system). 
Hence if a body, or system, be left to itself — that is, if it neither gives 
energy to, nor receives energy from, other bodies — then the path 
described by the system in passing from one condition to another must 
be an isodynamic line. This line may lie on the surface of the model, 
or it may not, but if tbe initial and final conditions are states of equi- 
librium, the extremities of the line must be situated on the surface, 
whereas if the whole line lies on the surface every state passed through 
during the transformation is one of equilibrium, and the path is an 
equilibrium quitli. 

Hence, as far as con.siderations of energy alone guide us, the system 
may pass of itself from any condition A to any other B, if A and B 
are on the same isodynamic line, but thermal equilibrium is always 
established by conduction of heat from the warmer to the colder parts 
of the system, and this entails an increase of entropy, so that the 
system cannot pass of itself from A to B, even though these points are 
on the same isodynamic line, unless the entrojiy at B is greater than 
the entropy at A. This consideration consequently determines the 
direction in which the transformation must take place, viz, in the 
direction of increasing entropy. 

In reasoning about a system passing from one condition to another 
“of itself’' it is all-important to attach a definite meaning to the 
expression, and if it is to have any just signification it should mean 
that during the transformation it is i.-olated from other systems, and 
consequently neither receives nor parts with energy. Now the whole 
energy of a system may be allocated under several heads, such as the 
vis riva of its constituent masse.s, the molecular energy which in part 
constitutes the sensible heat of the body, and the so-called potei>tial 
energy which depends on its configuration, etc. The mode or portion 
of the whole energy with regar.l to these various constituents probably 
determines whether the condition of the system is one of equilibrium 
and also whether the e.juilibrium is stable or unstable. Thus when 
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a system is in stable equilibrium the energy is probably divided in 
such a way that an average is struck between kinetic and potential, as 
in the case of a vibrating elastic solid in which the energy is half 
kinetic and half potential. If, however, the energy happens to be dis- 
tributed in any other manner so that the portion existing in one 
department is too small, while that in another is too great, as com- 
pared with this average, then the equilibrium, if it exists under such 
conditions, will be unstable. 

Some such partition of the energy as this would appear to exist in 
those unstable conditions of superheated liquid globules, etc., which 
are represented by the James Thomson part of the isothermal (Fig. 
144). Thus at a point M the temperature is too high for the 
conditions of pressure and volume under which the substance exists 
— that is, too large a share of the energy is apportioned to the sen- 
sible heat department, and the explosion of the globule to a condition 
on the line BD is merely the result of the redistribution of the 
energy in the average manner. Similarly at IN’ the temperature is too 
low, and too small a portion of the energy exists as sensible heat. At 
this point the vapour is over-cooled, and collapse takes place until the 
sensible heat has obtained its proper share. 

According to this view, then, a condition of stable C(pulibrium of a 
substance is one in which the whole energy is divided into its several 
constituents in such a way that some average is struck in its partition, 
and all the states of stable equilibrium are represented by the surface 
of the model which consists of parts S, L, V, referring to the condition 
of the substance when homogeneous throughout, together with three 
developable tracts SL, LY, VS, and the plane triangle SLY, referring 
to conditions of heterogeneity in which the substance exists in two or 
three different states simultaneously. On this surface there is a dis- 
continuity of curvature where S, L, Y join the developable sheets, but 
the surface may be made continuous if the energy is apportioned 
among its several constituents in a different manner. The parts S, L, Y 
can thus be joined by sheets SL, LY, YS, which form, with S, L, Y, a 
continuous surface exhibiting no discontinuity of curvature, but the 
points of these new sheets correspond to a partition of energy which 
is inconsistent with stability. 

In conclusion, v e give the follow ing example (after Professor Gibbs) in illustration 
of the manner in which the model maj- be employed in the deduction of thermo- 
dynamic formulie. Let L and V (Fig. 232; be two corresponding points on the 
LV couple — at L the substance is entirely liquid, and at V it is all vapour, the 
change of state taking place along the line LV. Through L and A" draw planes 
perpendicular to the axes of volume and entropy respectively. These planes will 
meet in a line AB parallel to the axis of energy. Further, let the tangent plane 
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to the surface along the line LV be ALA', and let A'L\' be the consecutive 
tangent plane. Then if LB and A’C he drawn perjiendicular to AB, these lines 
will be parallel to the axes of (p and v respectively. 
But since p and t are represented in the manner already 
de.scribed (p. 755) it follows that 





CV’ 


and T = 


BL’ 


therefore 


dp 


AA' 

CV 


and dr — 


AA' 

BL' 


and conse<|nentiy 


dp^ 

dr 


BL 

cv" 


</>., - 0 , 


But 02 “ 4’\ the change of entropy, is passing from L 
to V, and is consequently equal to L/t where L is the 
l.itent heat of vaporisation, so that we have the fundamental equation 


L 

dr T\r.,-ri) 
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ON THE ABSOLUTE SCALE OF TEMPERATURE 

361. IntFoduetion. — The idea of an absolute scale of temperature, 
independent of the properties of any particular substance, has been 
briefly introduced in Art. 327, and this scale must be carefully dis- 
tinguished from any other founded arbitrarily on the effects of heat 
on a property of some particular substance chosen for the sake of 
convenience. In the scale of temperature proposed in Art. 1 7, equal 
differences of temperature are measured by equal increments of volume 
of a fluid enclosed in a glass measuring-flask, and the number repre- 
senting the temperature of a body on such an instrument will depend 
on the nature of the particular fluid employed. Each fluid will furnish 
a scale possessing a zero determined by the minimum volume of the 
fluid, and the scales furnished by different instruments will agree 
neither in their zero nor throughout their length. For this reason 
some particular substance had to be chosen for the construction of a 
standard thermometer, and for this purpose a permanent gas was 
found to possess special advantages. 

On the other hand, the system of thermometry, proposed by Lord 
Kelvin from thermodynamic considerations (Art. 327), is independent 
of the properties of any substance (and in this sense absolute), and we 
have seen that if we possessed a substance which rigorously obeyed 
the laws of a perfect gas,^ then a thermometer constructed with this 
substance so as to measure equal changes of temperature by equal 
changes of volume under constant pressure, or by equal changes of 
pressure at constant volume, would give a scale such that the ratio 
of any two temperatures on it (measured from the zero of the instru- 
ment) is equal to the ratio of the quantities of heat taken in and ejected 
by a perfect thermodynamic engine working between these limits of 
temperature. Consequently, if we possessed a substance which behaved 

‘ That is BojTe’.s law, and has R constant and y constant, or the two specitic 
heats cou.stant. 
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as a so-called perfect gas even for some limited range of temperature, 
then by constructing a thermometer with this substance and graduating 
it within this range into degrees of any arbitrary length, the scale 
could be extended in both directions outside this range, and the 
position of the absolute zero of temperature could be determined. 

Thus if air obeyed the gaseous laws rigorously between the freezing 
point and the boiling point of water, and if this interval of temperature 
be represented by 100, and if a be the expansion for 1", then the 
absolute temperature of the freezing point would be 1 a, and that of 
the boiling point 100 -r l/«. But since air obeys the gaseous laws 
only approximately between these limits, the position of the absolute 
zero determined from the expansion of air in this manner is only 
approximate, and its true jiosition can be determined only by observ- 
ing the manner in which air deviates from these laws. When this has 
been determined the corresponding correction can be applied to the 
previous approximate scale of the air thermometer, and the instrument 
may be graduated accoi'ding to the absolute scale. 

362. First Example. — Before proceeding to the description of 
the experiments by which Lord Kelvin and .Toule determined this 
correction, and reduced the indications of the air thermometer to the 
absolute scale, it maybe advantageous to mention some general methods 
by which the absolute temperature t may be deduced in terms of 
quantities which are capable of being determined without the aid of 
any previously constructed scale of temperature. For this purpose it- 
is evident that if we possess any thermodynamic relation, or any 
equation involving t and other quantities which can be expressed in 
terms of p and r, then each such relation furnishes a means of esti- 
mating T when the other quantities are known. 

Thus, for example, if we take the equation of Art. 316, viz. 


in which Cj and r., are expressible in terms of p, and where L is a 
quantity of heat expressed in dynamical units, and requires for its 
estimation no previously constructed scale of temjierature, we see that 
T is here expressed in terms of quantities which are capable’ of measure- 
ment, and which are independent of all methods of reckoning tempera- 
ture. Integrating this equation we obtain 
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and consequently 



This furnishes the absolute temperature corresponding to any pressure 
(«’j, t’j, and L being expressible in terms of p) of the mixture of liquid 
and saturated vapour, and the same pressure will correspond to some 
determinate temperature on the centigrade scale, or any other scale, 
and a comparison of the absolute scale with any other may be effected. 

In no case, however, has the specific volume of a saturated vapour 
been determined with sufficient accuracy to admit of the graduation of 
a steam thermometer (Art. 93) in this manner, and the foregoing 
equation has been employed so far rather for the calculation of satu- 
rated vapour densities than as the basis of a system of absolute 
thermometry, and until the necessary experimental data have been 
obtained with much greater accuracy, the steam thermometer cannot 
compete with any permanent gas thermometer in furnishing an approxi- 
mate estimation of temperature on the absolute scale. 

In the same manner we might have employed for the expression of 
T any one of the thermodynamic relations of Art. 344, or any other 
equation involving t, and quantities which can be measured without 
reference to a scale of temperature. The foregoing is the case of the 
steam thermometer, and the substance exists simultaneously in two 
distinct states. AVhen the state is uniform, the second thermodynamic 
relation may be applied, and the latent heat of isothermal expansion 
replaces the latent heat of change of state. 

363. Second Example. — As a further illustration we shall 
sketch another instructive example cited by Lord Kelvin.^ This 
includes the foregoing, and is the case of a substance subject to a 
stress which is a uniform pressure in all directions. Thus if we 
take p and v for independent variables in the equation 

ia} = i?U i-pdr. 

we have 

rd<t> = ll^dp+l^^^pyu . . . . ( 1 ) 

Consequently the equation of the adiabatic lines traced in the plane 
pv must be 

)*.o (2) 


' Art. “ Heat," £iicy. Brit. This portion of tlie article deals with the nieasure- 
inenl of temperature, and is particularly vigorous. 


3 D 
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Now if we know dXJIdp and iJJJ dr for all values of p and v, then 
equation (2) yields the value of dpjdr at any point, and hence we 



Ki;;. 233. 

drawn in the same manner (Fig. 
Now equation (1) gives 


know the direction at this point of 
the tangent to the adiabatic curve 
passing through it. By passing in 
this direction to the consecutive 
point p + dp, V + dr, the direction of 
the new tangent may be found in 
like manner, and the whole curve 
</> = const, may be traced. Starting 
out from any other point in the 
plane, another adiabatic curve may 
be traced, and the whole family 
of them, (()j, (f>.„ etc., may be 
233). 


rf0_ 1 rfU 

dj>~T dp ’ 


and 


d0 

dr 



consequently to determine t we have either of the equations 

^d\j jd<p 




(3) 



(B 


Hence if d^ijdp and d4> dr can be evaluated for all values of p and r, 
then either of the equations (3) and (4) gives t explicitly for any 
particular values of p and r. 

Now in tracing the adiabatic curves as above, some arbitrary con- 
stant value of </) was attached to each curve of the system, and the law 
controlling the variation of </> in passing from one curve of the system 
to another cannot be ascertained unless we know more than U as a 
function of p and r. The only other relation that can be found for 
any given substance before a scale of temperature is established is the 
relation connecting p and r at constant temperature, and this may be 
determined by means of a single thermoscope without any scale of 
temperature attached. 

Thus if for any one arbitrary constant temperature r, the iso- 
thermal relation between /> and r is p==f{r), then by (4) we have 

dv 


(5) 
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in which dUjdv can be made a function of r alone by means of the 
equation ■p=f{v). Consequently by integration of (5) we find 

+ (6) 

T„ L J 

where F(i’) is a known function of r, and c is an arbitrary constant. 
Hence if the curve p = f(-i') be traced (MN, Fig. 233), it will cut each of 
the family of adiabatics previously drawn, and if the points of inter- 
section with any pair have abscissae v^ and r^, the difference of entropy 
on the corresponding curves will be 

Thus the change of entropy in passing from one curve to another of 
the family of adiabatics is expressed in terms of a single arbitrarj^ con- 
stant Tq, and when cj} is known in this manner the absolute temperature 
is furnished explicitly as a function of p and v by either of the equa- 
tions (3) and (4), with the value of the constant alone left arbitrary. 

In this investigation a knowledge of the isothermal relation con- 
necting p and v for a single temperature is required, as well as the 
value of U - Uq for every value of p and r. This knowledge may be 
obtained by measurements in which no use whatever is made of any 
scale of temperature, and although we do not possess it for any single 
substance, yet less than the whole of it suffices for the construction of 
a thermometer graduated according to the absolute scale. For this 
purpose it is sufficient to know r for all values of p and v when they 
are connected by any condition which may prove convenient in prac- 
tice. For example, p may be kept constant, and we shall then have a 
constant-pressure absolute thermometer, or v may be maintained con- 
stant, and if we possess the information required in the above investi- 
gation under this condition, we shall have a constant-volume absolute 
thermometer. 

364. The Porous Plug Experiment. — The investigation pro- 
posed by Lord Kelvin for the graduation of the constant-pressure air 
thermometer depends in principle on the determination of the heating 
or cooling effect produced in a fluid when forced through a porous plug 
or small orifice. When a fluid is forced through a small orifice the 
issuing jet possesses a certain vis viva which gradually subsides at some 
distance from the orifice, and is converted into heat through fluid 
friction. Thus if Fig. 234 represents a tube stopped at one part of its 
length by a diaphragm pierced by a small orifice 0, and if a fluid be 
forced through this orifice from the side A to the side B by a piston 
M, which is urged forward by a pressure p, and if the Huid, as it 
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escapes into B, pushes another piston N before it with a pressure p' ; 
then if M and N move with the same velocity, ^ the kinetic energy of 
translation of the fluid moving towards A will be the same as that 
moving away from it when we consider regions removed some distance 
from the aperture. Near the orifice, however, in the region of the 



A 



>• 


Ki.l'. 


234 . 


rapids, the uis rim of the escaping jet has not subsided, and a large 
part of the internal energy of the fluid exists as this vis vim of the 
mass. It might reasonably be expected, therefore, that near the orifice 
the temperature of the fluid would be decidedly lower than at some 
distance from the orifice where the vis viva of the issuing jet has sub- 
sided and has been converted into heat. 

In an experiment made with a thermometer held near an orifice 
through which air was escaping under a pressure of about 8 atmos., 
Joule and Thomson found a depression of temperature amounting to 
13^-42 C. At a distance from the orifice, however, in the region of 
the tube where the motion has subsided into a uniform flow, the tem- 
perature of the stream on the side B may be either higher or lower 
than that on the side A, according to the nature of the escaping fluid. 

Thus if U be the internal energy per unit mass on the side A, and 
p and r the pressure and volume, while U', r' refer to the side B 
then the decrease of internal energy is U - U'. and if no heat is sup- 
plied from without during the operation, i.e. if the tube and pistons 
are non-conductors, then U - W must be equal to the work done by 
the fluid. Now in the compartment B the work done by unit mass 
of the fluid in pushing forward the piston X is p'/, and similarly, on 
the other side, the work done on the fluid per unit mass br the piston 
M is pr. Consequently we have 


or the quantity U +pr is the same before and after transit. Conse- 
quently if the product pr has not changed we must have U = U' and 
if the internal energy depends only on the temperature, then the’ tern 
perature of the stream leaving the diaphragm will be the same as that 


’ In the case of comjiressflile fluids, this 
of the tube on the side B larger than that 


■ can be arranged by making the diameter 
on the side A, 
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approaching it. Hence if the temperature is found to be the same on 
both sides, and if the fluid obeys Boyle’s law, it follows that U = U', 
even though the pressure and specific volume vary, and hence the 
internal energy must be a function of the temperature only. But if 
the temperature changes in passing from one side to the other, then it 
follows that U must depend on p and v as well as on the temperature ; 
or, in other words, Mayer’s hypothesis (p. 270) wijl not be true. We 
have here, then, a test of the applicability of this hypothesis to the 
permanent gases which is very much more delicate than the calorimetric 
method adopted by Joule as explained in Art. IST. We must, however, 
give due allowance for deviations from Boyle’s law, and the foregoing 
remarks are made on the supposition that this law is obeyed. 

If, however, the product pr decreases as the pressure increases (as 
is the case up to a certain limit with all substances as shown by M. 
Amagat’s experiments. Art. 242), then on the high pressure side of the 
diaphragm the internal energy will be less than on the low pressure 
side by an amount U - U' = p'r' - pr, and we should consequently expect 
a cooling effect, even though Mayer’s hypothesis were obeyed. On the 
other hand, if jjr increases with the pressure, 'as happens in the case of 
hydrogen and all other gases beyond a certain limit, then U' will be 
greater than U by an amount pc - p'o, and there will be a heating 
effect. Hence if there is any vestige of molecular attraction in opera- 
tion in the gas, mere expansion (without external work) will produce 
cooling, and there will be a corresponding difference of temperature 
on the two sides of the diaphragm, and this will be added to the cool- 
ing effect p'v' - pc produced by external work in consequence of devia- 
tions from Boyle’s larv. On the other hand, the cooling effect arising 
from expansion under molecular forces will be diminished by the heat- 
ing effect arising from decrease of pc under decreased pressure in the 
case of hydrogen and substances in a similar state. 

The whole heating or cooling effect observed in any case in such 
an experiment will consequently be the algebraic sum of the effects 
arising from two different causes ; but if the deviations from Boyle’s 
law are so small as to be unobservable within the limits of experimental 
error, the whole efl’ect may be attributed to the expansion under 
molecular forces, and will consequently be a measure of the deviation 
from Mayer’s hypothesis. 

In the experiments conducted by Joule and Lord Kelvin ^ the gas 
under examination was passed at a slow uniform rate through a long 
copper spiral tube immersed in a bath which was constantly stirred 

* Phil. Maij. 4tli series, vol. iv., 1852; Phil, Trans., 1853, 1854, 1862 ; Joule’s 
Scientific Papers, vol. ii. 
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and kept at a uniform temperature. To the ujjright end, aa (Fig. 235), 
of this copper pipe a short tube of boxwood, bb, was secured, and in 
this boxwood piece a plug of cotton-wool (or filaments of silk when 
high pressures were used) was fixed by means of two perforated brass 
plates shown as dotted lines at the extremities of the plug, 
plug was 2-72 inches long and 1-5 inch diameter. 


with cotton-wool, was attached to the brass casting 


keep the water 


This 

A tin can, d, filled 
aa, and served to 
of the bath from 


coming in contact with the boxwood 
piece enclosing the plug. A ther- 
mometer was placed in the exit 
tube, with its bulb at a short dis- 
tance above the plug, and in order 
to permit of the reading of the 
temperature this part of the tube 
(ee) was made of glass. 

Among the difficulties met with 
during this investigation was the 
fluctuation of temperature which 
occurred when the stopcock was 
opened in order to allow the gas to 
flow through the tube. This arose 
from the initial adiabatic expansion 
of the g.is and the compression of 
the air in the tube, and although this 
disturbance soon ceased on account 
of the stream of gas being in con- 
tact with the good-conducting copper 
spiral, still further fluctuations were 
produced by its contact with the 
surface of the badly - conducting 
boxwood piece enclosing the plug. 
This effect lasted for a much longer time, and it was necessaiy to allow 
the stream to floiv through the plug for a considerable period (one hour 
before the result could be depended on) before any observations were 
recorded. The cooling effect was besides exaggerated at first on 
account of the necessary drying of the material of the plug by the 
current of gas, and oscillations of temperature were caused by the inter- 
mittent action of the pump (causing adiabaticexpansion or compression), 
so that it was very necessary to secure as uniform a flow' as possible. 
Further, after passing through the plug, if there is any change of 
temperature there will be conduction of heat through the walls of the 
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tube, and a correction in this respect becomes necessary. This correc- 
tion was determined by an experiment in which the difference of 
temperature between the gas and the bath was large, and it was found 



to be directly proportional to the difference of temperature, and in- 
versely proportional to the quantity of gas transmitted in a given time. 

In the experiments at high temperatures, however, it was found 
necessary to increase the length of the copper spiral in order to make 
certain that the gas acquired the temperature of the bath. With air 
and carbon dioxide, which could be obtained in large quantities, the 
delay occasioned by the initial fluctuations of temperature caused no 
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serious difficulty, and the nozzle depicted in Fig. 235 was considered 
the best. In the case of hydrogen, which could be obtained only in a 
limited supply, the nozzle was altered as shown in Fig. 236. The plug 
d was enclosed in a short piece of india-rubber tubing, and a cork tube, 
h, was placed within the copper tubing, in order to protect the bulb of 
the thermometer from the eflects of a too rapid conduction of heat 
. from the bath, and cotton -wool was loosely packed round the bulb so 
as to distribute the current of gas as evenly as possible. The top of 
the glass tube ii was attached to a metallic tube II, which carried the 
gas to a reservoir in which it was preserved. 

In the case of all the gases examined a thermal effect wms ex- 
perienced after passing through the plug, and this in the case of air, 
oxygen, and carbon dioxide was a cooling effect. . Each of these gases 
showed a temperature sensibly lower than the bath after passing 
through the plug, but in the case of hydrogen, although the first ex- 
periments appeared to give a cooling effect, a later and more accurate 
investigation proved that the temperature of the stream issuing from 
the plug was higher than that of the bath. With this gas there was 
therefore a heating effect, so that it stands out from the others in this 
respect also, as it does in regard to deviations from Boyle’s law, A 
heating effect would be e.xpected from this gas on account of the 
manner in which it deviates from Boyle’s law, but that this effect 
should more than counterbalance the cooling which must arise from 
residual molecular attraction, if any. or as to whether in hydrogen 
this latter effect should be a heating rather than a cooling, could not 
be predicted a priori. 

se propor- The thermal effect in all cases was found to be proportional to the 

tonal to jjiflference of pressure on the two sides of the plug even for differences 
of 5 or 6 atmos., and in the case of hydrogen it amounted to a heating 
of C. per atmosphere difference of pressure on the two sides. 

The law of variation of the effect with temperature was not fully 
determined in this case, and the foregoing number is taken as the 
mean of the heating effects at temperatures between 0 and 100' C. 

AVe shall now consider how thi^ result may be applied to the 
graduation of a hydrogen thermometer according to the absolute scale. 
For this purpose we must base the investigation on the condition 
which controls the experiment, viz. that the quantity U + ‘pr remains 
unaltered. Now the general equation rot/) - oU + /(or may be written 
in the form 

and consequently, since L -r pc does not vary, we must have 

r50 — 1*5^ = 0 


( 2 ) 
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and if p and 6 (the temperature registered by an ordinary centigrade 
thermometer) be taken as independent variables this becomes 


■ ■ ■ <») 

But by the fourth thermodynamic relation 


i 


1 

I 

1 (/t 


therefore (3) becomes 


A 

or 



dr 

''dr 

now ’ in this equation 

II 

therefore 



( dv^ 


) = 0 ,,, 

//' 


dr _ . 


(4) 


Here Cp is measured in dynamical units as a quantity of work, and 
its measurement does not necessarily involve the idea of a scale of 
temperature, being merely the quantity of w’ork required to be spent 
in raising a unit mass of the gas through a range indicated by two 
marks on a thermoscope, which if desirable might be taken as the 
interval of temperature between the freezing point and boiling point 
of water. Further, 66 'Sp is the cooling (or heating) effect per unit 
difference of pressure on the two sides of the plug, and 69 may be 
measured in terms of the same interval of temperature as unit. Thus 
we now require an interval of temperature in terms of which the 
absolute temperature is to be expressed, and in the preceding investiga- 
tion this is represented by a degree on the ordinary centigrade scale. 
Now for hydrogen 69 was found proportional to 6p, and for one atmo- 
sphere difference of pressure fl we have 6ji = - If and ^^ = 0'039, 
therefore 

^ 0-039 

5p~ n ’ 


' If tliere is neither heating uor cooling 50 i.s zero, and we have 


ilr rfr 
r r 


so that 


log r = log r-C 


where C is a function of jw alone. Consequently the characteristic equation of the 
substance is of the form T=:vj\p). 
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and the equation becomes 


dr 


0-039 

u 


or 


dr do 

T ~ r - 0 - 0390 ;,, 11 


(•t) 


Consequently, if we assume C,, to be constant within the range of the 
experiment (and its variation is undoubtedly very small) so that the 
effect of this variation is negligible in the small term in which C^, 
appears, we have by integration 


or 


logT = log (r- 0-039C,,/H)~- const,. 


T -ff((--0-039C;, 11) 16 } 


where a is an arbitrary constant which depends upon the unit of 
temperature adopted. 

If Ty and Cy correspond to the freezing point of water, while Xjyy 
and Cjyy correspond to the boiling point, and if this interval of tempera- 
ture be represented by 100, as on the centigrade scale, then (6) gives 
T.i __ Ui i-o-0-039C„,'lI 

or 

T„r.^V- 0 - 039 Cp/n.-„) .... (71 


where u is the expansion of unit volume of hydrogen between the 
freezing and the boiling points of water. 

Now Cy is the volume of unit mass at the freezing point under the 
pressure p, and if \ y be the volume per unit mass under the pressure 
of one atmosphere II, then (7) may be written in the form 


Now Kegnault found that the quantity HY,, for hydrogen agrees 
with that for air to I per cent, and for air he found IIYy (height of 
homogeneous atmosphere) = 7990, whereas the specific heat expressed 
in thermal units is 0"238. Hence if we take the number 427 for J 
the equation may be written in the form 





where for hydrogen c= --00049, and for this gas expanding under 
a constant pressure of one atmosphere (t = -36613, which gives 100/a 
= 273-13, therefore with Cy^Y,, we find 


t„ = 273. 

The temperature of melting ice is consequently 273^ on the absolute 
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scale when the interval between the freezing point and the boiling 
point of water is denoted by 100. 

umbers agreeing very closely with this were deduced from the 
experiments on air, and a fairly concordant figure was obtained from 
those on carbon dioxide.- For each of these gases the thermal effect 
was a lowering of temperature, which, in the case of carbon dioxide, 
was very decided. This cooling effect was also found to be sensibly 
independent of the pressure, but to vary considerably with temperature, 
and this variation was found to be very approximately as the inverse 
square of the quantity 273 + 6^ where 6 is the temperature centigrade 
on the mercury thermometer, and consequently it will be sufficiently 
accurate to write in the small term in the denominator of (5) the cooling 
effect per atmosphere in the form 



and we then have 

se_A/r„y 
52)“11Vt / ’ 

where t„=273. The value of A for air was found to be 0’275, and 
for carbon dioxide 1'388. 

Returning to equation (4) we have 


that is 


consequently 


di' ^ C.,A 
T: -V=C,.^ = ' 
ih 'op U 



d l \ 

f/T\T/" li' 



I C;,A T.fWr _ 

I II 

•'Til 


and therefore, if we regard Cj, as constant, we have 

T T„ 311 \ t' j ’ 


consequently we deduce at once 


!■(] T„ ( 




1 

) 


or if the interval t - t,, be reckoned 100, then a denoting the expansion 
of unit volume between the freezing point and the boiling point of 
water, we have 
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C„ 


where 

J A I I ^0 < — 

1IV„' I 7-„+100'^(-r„+100)-» HV,, 
and the latter factor differs so little from 


X '7o6A : 


a'i- ^ U = - 

- f (1 ;56ri.3)“<" 


'69 A, 


the mean of the cooling effects at 0 ’ and 100’ C., that if this mean 
had been used, as was done in the case of hydrogen in absence of 
anything better, the effect on the result would be scarcely perceptible. 

Regnault found greater for carbon dioxide than for air in 

the ratio 1'39 to 1 for the average of temperatures between 0° and 210", 
but he also found that the specific heat of this gas varies largely with 
temperature, and taking the mean of its value at 0’ C. and 100 C. as 
the proper mean in this investigation, we find that C^/IlVj, for this 
gas is 1'29 times the value of this quantity for air. This latter we 
have already found to be ‘Ol'lfi. Hence in the formula 



the quantity c has the value - ’00049 for hydrogen, + ’0026 for air, 
and + ’0163 for carbonic acid. The following table of results is 
extracted from Lord Kelvin’s article : 


Xam*' of Gas. 

Expansion at 
Ofit» Atino. 

Kret-zinganU 

Boilin'; 

Ke^naiilt, 

Pioppi- Mfan 
Cooluijr 
Ertect' 
V'r Atmo . 
M. 

Unforif^ctbd 
E-'tiniate ot 
TemptTiiture . 
ot Mt-ltini; 1 
Ice, 1 

V)0a 1 

j 

j 

Correction 
calculated 
trom Coolmu 
EflK-t 

1'"' C„ 
a IIV,,-' 

Absolute 
Temperature 
ot Melting 
Ice, 

T(,. 

Hydrogen . 

•3661-i 

-0 -039 

273-13 , 

0 -f:! 

! 

- 1 

273 

Air .... 

'36706 

+ 0-208 

272-44 , 

0 

o 

1 

273-14 

Carbonic acid 

*37100 

+ 1-005 

260-5 

+ 4-4 

273-9 1 


As the experiments on air were more trustworthy tiian those on iiydrogen, the 
number 273 'U obtained from them was regarded as the most reliable ajiproxdmation 
to the absolute temperature of melting ice. 

The formula 


where M is the proper mean cooling effect, has been employed by 
Lord Kelvin to calculate the expatisions of the various gases for which 
M is known, and the close accord between the calculated and observed 
values is very interesting. For air, oxygen, hydrogen, and nitrogen 
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we have C^/IIVq = '0126, so that the above formula gives the expan- 
sion between 0^ and 100"’, 


100 

""273T 


-5-0126M |. 


The values of M derived from Joule and Thomson’s experiments are 
- 0'039 for hydrogen, -t- 0'208 for air, -t- 0'253 for oxygen, and 
-t- 0'249 for nitrogen. 

The following numerical results are given by Lord Kelvin (Art. 
“Heat”): 


Xame of Gas. 


Cof“ffic- of Expansion. 


Hydrogen . 
Air 

Oxygen 
Nitrogen 
Carbon dioxide 


0-003662(1 -0 -00049 V,,//-) 
0-003662(1 ^-0-0026V„/i-) ' 
0-003662(1 +0-00:32V|,/r) 

0 -003662(14-0 -0031 V„/(- 1 
0-003662(1 4 - 0-0163V„/!-) 


For different values of Vjr the results deduced from these formulae 
ai'e compared with those of experiment in the following table : 



‘ 

ExpaiiMoii (/' constant) between 0" 


Vu 


anil luu- C. 

Nump of Gas. 





Calculate*!. 

■ Obser\t'<] (Rei'nault). 


jO 

•3662 



I 


; -otoic 

Hydrogen .... 

r 

•36.57 


3-3.5 , 

‘3656 

-.36616 



'3651 




*3662 



1 

•3672 

‘36706 

Air 


•3691 

... 


3 -38 

•3694 

‘36954 


U 

•3719 



I'O 

•3662 


Oxygen ... 

11 

'|3 

'3674 

'3607 



u 

3732 




-3662 


Nitrogen .... 

ll 

•3673 

-3696 



U 

-3730 


i 

ro 

■;1662 



1 

•3721 

■37099 

Carbon dioxide 

\ 3 

•3841 

... 


3-316 

•3859 

••38455 


16 

•4019 



The cooling effect was also investigated in the case of mixtures of Mixtures, 
different gases, and it was found that the cooling of the mixture oh 



782 


THEORY OF HEAT 


CHAP. VIII 


passing through the plug was not the corresponding mean of the cool- 
ing effects of the constituent gases. Thus oxygen and nitrogen taken 
separately showed almost the same deviations from the condition of a 
perfect gas, the deviation of nitrogen being slightly less than that of 
oxygen ; but a mixture of oxygen and nitrogen appeared to deviate 
less than nitrogen. In the same way a mixture of carbon dioxide and 
air would be expected to show a smaller cooling effect than pure 
carbon dioxide, and a larger cooling effect than air. This was found 
to be the case, but the cooling effect of the mixture was not that which 
would take place if each constituent produced its own proportion of 
the effect independently of the other. This evidently points to some 
intermolecular action between the constituents of the mixture, or to 
diffusion effects in passing through the plug. 

365. [Callendar’s Method of Correcting the Gas-Thermometer. 
— The question of the determination of the absolute zero and the 
thermodynamical correction of the scale of the gas-thermometer has 
been the subject of many scientific papers. The following method of 
investigation, which is due to Professor Callendar,* makes use of the 
results of the porous plug experiment, as well as those relating to the 
properties of gases obtained by Chapjmis and others. 

Equation (4) of the preceding article may be written 



where M is the cooling effect y' having the same signification 

as in Art. -III. We may also obtain a similar equation with r as 
independent variable instead of p. For suppose the gas after issuing 
from the plug to be heated up to its original temperature, keeifing the 
pressure constant. The heat required will be - C^/^t, iIt being the 
measured rise of temjierature in the porous jJug e.xjieriment. This 
must be equal to the increase of internal energy ((fU//b')(b', to'mther 
with the external work done d{pr}. Therefore 



and, using the formula ifU = ril<f> - pjr combined with the second 
thermodynamic relation, we get 



so that we have, making r independent variable. 



" rw. ilrnj., Jan. 1903. 
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111 order to determine the absolute zero on the constant pressure 
gas-thermometer, Professor Callendar makes the approximate substi- 
tutions = K/p and 0 in (1), which gives the simple result 

TT 

This formula must be accurately true at some point in the neighbour- 
hood of bO^C. where the degrees are the same size on the gas and absolute 
scales. It will, however, also give a very good approximation for the 
freezing-point correction — 0,,, for the scale .correction at this point 
only is neglected, and this must be very small compared with the zero 
correction, since the whole number of degrees between 0“ and 1 00' C. 
is the same by definition for both thermometers. Writing therefore 

i-o 


and employing the proper mean value of CpM which corresponds to 
the point where the degrees are of equal size, we obtain the zero 
correction. This formula is equivalent to that of Lord Kelvin given 
in the preceding article. 

For the constant volume thermometer, Professor Callendar sub- 
stitutes in (2) the approximate value = {dp'dr)^ = - pjr, which 

occurs only in the small term on the left. Also putting {dpjdT)^ = E, r, 
which, however, is only strictly true where the degrees are the same 
size on both scales, the equation becomes 




K\ <i2> 'It 


In order to evaluate this for carbon dioxide, we may take C^M = 7'9 cc. 
as the jH-oper mean value. Also the value of d{pr)jdp at or near 
50° C. may be taken as 2'4 cc. from Amagat’s observations on carbon 
dioxide (Art. 242). The value of p is the pressure in the gas- 
thermometer at the point considered. Adopting Chappuis’s value of 
the pressure coefficient at 100 cms. initial pressure, namely '0037251, 
6^ = 268 '45, and y = 119 cms. = 1'58 ;; lO^C.G.S. units at 50° C. and 
taking E = 1'89 x lO^' we find the value of the correction 4°'55, which 
gives t„= 273 '0. This neglects the scale-correction at 50\ w'hich 
however is less than O 'OS. 

Another method emj)loyed by Professor Callendar is to throw' the 
characteristic equation of the gas into the form 



(3) 


while the temperature 0 registered by the gas-thermometer, obeys 
the law 


Absolute 
zero on 
constant 
pressure 
thermo- 
meter. 


Absolute 
zero on 
constant 
volume 
thermo- 
meter. 
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B, and R' being constants. These constants ditfer slightly in value ; 
in fact, if we put and Tj for the temperatures of the freezing and 
boiling point respectively, and write 


Plf, . 

Ph^'k , 1 

II 

P3' 

H- 

r„=^vry„ 

t'd’l 

“.=T I 

” R' ’ 


(5) 


and solve for R and R', remembering that - r,, ^ = 100, 

we get 


“■''‘('"Tob')"'''''. 


lOO 


( 6 ) 


The zero correction for the gas-thermometer is, by equations (5), 


but by (6) 


therefore 


1 _ 1 _ 1 '/ii - 'h 

K R' R' ' 100 


" ' 100 


(7) 


(8) 


Again, if 6 is the temperature ceniigrade, and &e the scale correction, 
that is, the ditlerence between the true centigrade temperature t — t 
and the reading 6 = 0-8,^ given by the gas-thermometer, we have 


or by (7) 


otf = T - T,| - (B - H,|, I 


1 _ 1 ' 
R R' 


-- 7 ■ % 


of> 


-Vii 7i„ 

■ foo" 


'- 7.1 - 7 / 


■ • ■ (9J 

In order to calculate the corrections, we must assume some form 
for the characteristic equation of the gas. Professor Callendar adopts 
the modified form of Clausius’s equation (Art. 24-5) 

Kr </ 

i'~ - 

P Kr'^ • 

which he writes in the more general form ’ 


1 ' ■ ■ ■ ( 10 ) 
where c - This equation agrees very well with experiment 

if the pressure is within moderate limits, and if a suitable value is 
assigned to n. For carbon dioxide n - 2, for diatomic gases n = 1-5, 

> The quantity h, ivhich convq.ond, to thn , Van ,lor Waals . equation (,> 4S2) 
IS called tue c-u-ro/n»n-, as it is the correetioii to be applied to tlie true volume r to 
obtain tl.e volume r-h which vane-, according to JlovleV l-.w Tl 
corresponding to the jiressiire term n-i- m Van (Jer Wi ll '■ t- /F'autity c, 
Callendar the co-ayi/regalioii-oJuni. . as it lenresents tl by 

caused by the formation of molecular aggregatl J‘«'Wttion of volume 



ABT. 365 


ON THE ABSOLUTE SCALE OF TEMPERATURE 


785 


and for monatomic gases w = 0'5. Differentiating (10) and substituting 
in (1) we get 


Also 


C,.M = (« + !)<; -5 


( 11 ) 



Comparing equations (3) and (10) we have 


? = (13) 

so that equation (12) alone will furnish a means of calculating the 
corrections, and this would obviate the necessity of assuming the law 
of variation of c with temperature. But, in calculating such small 
corrections, it is better not to rely entirely on the compressibility 
curves, but to make use of the more accurate method of the cooling 
effect. Hence Professor Callendar prefers to calculate c and b 
separately from equations (11) and (12) combined. 

The most important case is that of the constant-volume hydrogen 
thermometer. Putting M,, for M and c„ for c in (11), and taking the 
value CpM^= - 4'2 from the experiments of Joule and Lord Kelvin ; 
and similarly putting d(pt)idp= - 6'5 fi'om Chappuis's experiments 
on the compressibility of hydrogen at O' C., we get, since n = 1‘5, 

2-5 (-•,,-5= -4-2 

whence c^ = PSO and i = 8-0. We may put Pot/tq for p in the ex- 
pression for q, as the volume is supposed constant, and if we also 
substitute for c, equation (13) becomes 

AQ_j"o^r 

R r Rt„ 

and similarl}’ 

_PoOi_Pi/: 

R R 


substituting for q, q.^, and q^^ in equations (8) and (9), we have finally 



By the first of these formuhe Professor Callendar obtains 273'1 as 
the absolute temperature of the freezing point, and from the second 
he computes the following table of corrections for the constant volume 
hydrogen thermometer, the initial pressure being that of 1 metre of 
mercury : 


Constant 

volume 

hydrogen 

thermo- 

meter. 
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Constant 
volume 
CO.j ther- 
mometer. 


1 1 
Tomi). 
j C'Mlt. 

1 

Cf»n ectioii. 

Temp. 

cent. 

C'lH rectioii. 

Temp. 

cent. 

Ccirettion. 

-2.70 

-r 0-1005 

10 

- -00016 

0 

80 

- -00021 

; - -200 

4-0-0311 

20 

- -00028 

90 

- -00013 

- 150 

4-o-o];r2 

30 

- -00036 

150 

-f -00097 

i -100 

4-0-0051 

10 

- -00010 

200 

4- -00236 

- 50 

4- -00161 

50 

- -00010 

300 

4- -0059 

- 20 

+ -00018 

60 

- -00038 

150 

n- -0127 

1 - 10 

4- -00021 

70 

- -00032 

1000 

4- -0138 


The case of carbon dioxide is also interesting. Professor Callendar 
adopts a somewhat different course here. The cooling efiect for this 
gas is comparatively large, and by taking its values at 0^ and 100’ C. 
the calculation can be made without iising ecpiation (12). If C,, and 
Cj are the values of at 0 and 100 C., we have, substituting 2 for 
n in oriuation (11), 




from which can be calculated by ]mtting = (■^,(27;l;'373)-. The 
expression for q is 


and equations (8) and (9) take the simple form 




St) 


' 100 

*j7*t K T 


The first of these equations, by putting (■, = 3-76, K = 1'887 lO*^, 

p„ = pressure of 1 metre of mercury, gives 273-0.') as the absolute 
temperature of the freezing imint. 

Professor Callendar also gives formula- for the constant pressure 
thermometer, and discusses the results for nitrogen, steam, and the 
inert monatomic gases. 

366. Temperature of Inversion of the Cooling- Effect. — The 

experiments of Joule aiid Lord Ivelvin show that the cooling effect 
diminishes with rise of tem])erature. It would naturally then be 
expected that at a ceitain temperatiire the effect would vanish, and 
above this temperature the gas would be warmed after ])assiiig through 
the porous plug. This is found to be actually the case. For air the 
temperature at which the cooling effect vanishe.s appears to be some- 
what below 100’ C. In the ease of hydrogen it is fai- below the 
freezing point. Thus hydrogen no longer occupies an anomalous 
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j)ositioii in this respect ; it differs from other gases merely in pos- 
sessing a lower temperature of inver- 
sion. At a sufficiently low temperature 
hydrogen also is cooled by free expansion 
(Art. 193). 

The temj)erature of inversion of 
the Joule -Kelvin effect for hydrogen 
has been exjjerimentally determined by 
Olszewski.' The apparatus is shown 
in Fig. 237. Hydrogen, carefully puri- 
fied, entered under high pressure by 
the tube u and, after passing through 
the coil h, escaped at the valve c, which 
is of the same tyjre as that used in the 
apparatus for li(piefying the gas. The 
valve c was enclosed in a thin metal box 
/i/i, and the gas issued from this box by 
the vertical tube p, through which also 
an electric resistance thermometer was 
introduced. The electric connections 
were made by means of binding screws 
at / and y. 

So as to be able to surround the coil 
h and the metal box with different re- 
frigerants, the metal cap mi wascemented 
to the to]) of a thick-walled glass vessel 
ll. This in turn contained a thin glass 
vessel mm, insulated from the former at 
the toj) and bottom. The temperature 
of the coil and jet could be roughly determined from the readings of 
a merctiry manometer attached to the apparatus. 

Using li(piid air as a refrigerant, considerable cooling was observed 
on opening the valve c, and the same effect was obtained in a less 
degree with licpiid ethylene, boiling at - 103 C. A series of experi- 
ments was then made -with solid carbon dioxide and ether, beginning 
at - 78^ C. and gradually reducing the temperature by means of an 
exhaust pump connected to the cover of the apparatus at A’. At — 78 
there was a slight heating effect, and at - 83° a decided cooling took 
place. By numerous trials it was found that the temperature at 
which the Joule-Kelvin effect became zero was about - 80“'5 C. The 
jn-essure of the gas before expansion was between 117 and 110 
atmospheres.] 

^ See Nature, vol. Ixv. p. 576, 1902. 




CHAPTER IX 


KINETIC THEOKY OF GASES 
SECTION I 

GAS IN EQUILIBRIUM 

367. Kinetic Theory of Matter. — In the third and follow- 
ing sections of the first chapter of this book a full account has been 
given of the researches which have led physicists to reject the caloric 
theory of heat, and to adopt the view that heat is a form of energy, 
and further that the heat-energy of matter is kinetic, being due to 
the agitation of the molecules or atoms of which the matter is 
constituted. According to this theory the motion of any one 
molecule or atom is continually being modified by the presence of its 
neighbours, and when two molecules approach each other sufficiently 
closely a limiting position is reached in which further approach is 
impossible, and the molecules begin to recede from each other. 
Such an occurrence is generally referred to as an cnconnfer between 
two molecules, and the statement that such encounters take place 
involves the assumption that when the distance between two 
molecules is very small, certain forces of rejmlsion are called into 
play which cause the relative velocity to be reversed. We have at 
present no precise knowledge of the constitution of a molecule or of 
the nature of the forces which they exert on each other, and even 
if we possessed such knowledge it is almost certain that the 
mathematical difficulties of the investigation would prevent us from 
making full use of it. We know, however, that though the molecules 
of different forms of matter are differently constituted, yet there are 
certain general properties in which all forms of matter resemble 
each other, and we may infer that these properties do not depend 
on the particular molecular constitution of the kind of matter which 
may be the subject of investigation. We have a right then to 
expect that any reasonable assumptions as to the form of a molecule, 
and the nature of an encounter will lead to useful results 

7S8 


even 
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although the data with which we start our inquiry are far simpler 
than those which the modern theory of molecular and atomic 
structure would suggest (see p. 76). Some general theorems have 
indeed been obtained by treating the molecule as a mechanical 
•system possessing n degrees of freedom, without specifying definitely 
either its structure or the forces which act during an encounter. In 
what follows those data will, however, be assumed which, from the 
physical point of view, appear to be the simplest. 

As the properties of gases are simpler than those of liquids or 
solids, so the assumptions which are made in dealing with gases on 
the kinetic theory are simpler than those which would have to be 
made in the other cases. The path of a molecule in a gas between 
two successive encounters is assumed to be a straight line, and this 
greatly simplifies the investigation. Many of the results given in 
this chapter strictly apply only to a monatomic gas, viz. one in 
which the molecule contains only one atom. 

368. Gas in Equilibrium — Data Postulated. — In Arts. .5.3-55 a 
short account has been given of the molecular theory of matter, and 
it has there been shown that Boyle’s law for a gas in equilibrium is 
expressed according to this theory by the equation ^ 

. , . . . ( 1 ) 

when p is the pressure, v the volume of unit mass, and c- the mean 
square of the molecular velocity of the gas. We shall now investigate 
more fully the consequences of the dynamical theory in the case of 
gases. The first step is to determine the way in which the velocities 
.are distributed amongst the molecules in a gas when a steady state 
is attained. 

At first sight it might appear that in a state of equilibrium the 
velocities of the molecules would be all equal. A little consideration 
will, however, convince us that this is not the case, for even if the 
velocities were originally equal, the encounters between the molecules 
. would soon produce an inequality. For instance, if two equal 
smooth elastic spheres, moving with velocities of equal magnitude 
collide, they will not have ec[ual velocities after separating, except 
under special conditions of impact. Maxwell - first enunciated the 
theorem that the comjmnenls vf molenilar velocifi/ are distrilnded amongst 
the molecides according to the same law as the errors are distributed 
amongst the observations in the theory of errors of observation. This is 

* The notation here adopted is more convenient for our present purpose than 
that of Art. 55. 

- Scientific Pcqtcrs, vol. i. p. 377 ; vol. ii. j). 43. 
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Maxwell’s law of distribution of molecular velocities. Maxwell’s 
original proof of this theorem is open to objection, but was afterwards 
improved both by Maxwell himself and by others. A method of 
proof by L. Boltzmann ^ is here adopted. 

Since the velocity of a given molecule is constantly changing- 
both in direction and magnitude owing to encounters with other 
molecules, we do not attempt to study the path of a single molecule, 
but adopt a statistical mode of treatment, i.e. we consider the 
molecules as divided into classes according to their velocities, and 
estimate the numbei' belonging to any given class. In the case of 
a gas at rest and in thermal equilibrium, the number of molecules 
in any clas.s will be some function (as yet unknown) of the velocity 
characteristic of that class. When two molecules of any two classes 
collide, they will in general, after separating, belong to two new 
classes. Hence each class is continually losing molecules belonging 
to it, and at the same time continually gaining fresh recruits from 
the other classes. The condition for stability of distribution of 
velocities is that each class should in any period gain as many 
members as it loses. In order to obtain this condition in the form 
of a mathematical equation it will be convenient to make the 
following assumptions : 

(1) The molecular velocities are without any regularity of distri- 
bution in space, i.e. the probability that a particular molecule should 
belong to a particular class is quite independent of the classes to 
which its immediate neighbours may belong. - 

(2) The molecules are so small and so sparsely distributed, and 
the time occupied by an encounter is so brief compared to the period 
between two encounters, that encounters between three or more 
molecules are very infrequent, and their effects may be neglected. 
Thus only binary encounters need be considered. 

(.3) The law of conservation of energy holds for the kinetic 
energy of molecules during encounters.'* 

■ Vurlesun'icn uher (Juslhcune, vol. i. cliap. i. 

- This assumption han bet-u objected to iiy S. H. Burluiry (i7r(7. .l/oy., 1900, 
1901) on the ground that the mutual inHuenee of tlie molecules uould tend to 
produce equality of velocity in neighbouring molei-ule.s, so that a kind of molrcuhir 
drift would be going on even in a gas at re--t, that is, a gas having no sensible 
currents through it. See also the preface to Burbury's Kiar/ic Thront uf (iascs. 
A proof of llaxweir.s law of distribution of velocities has. however, been given by 
•f. H. Jeans, which is not based on the assumption of molecular chaos (Dijiia,aicul 
Thciirij vf Gastr, chap. iii.). 

It is obvious that any irrrrefSiUr transformation ol energy, such as takes place 
daring the collision of impeifectly elastic bodies, would be inconsistent with a 
steady state, since a loss of kinetic energy wouM then be continu.dly going on 
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(4) The molecules are hard, smooth and perfectly elastic spheres 
which rebound on collision according to the ordinary laws of mechanics. 

The last assumption is frankly made for the purpose of simplify- 
ing the investigation and avoiding the difficulties inherent in a 
general mathematical treatment.* We do not, of course, l>elieve that 
the molecules of any gas are elastic spheres. But, according to the 
modern theory of atomic structure (p. 77), the mass of the atom is 
almost entirely resident in the central nucleus, which is extremely 
small, so that, since the atoms are not broken up or ionised by 
ordinary collisions, it is probable that the energy of rotation of the 
atom of a monatomic gas, in so far as it is communicable between 
atom and atom, is negligible compared with its energy of translation. 
Such an atom may be regarded as very appro.ximately a body possess- 
ing only three degrees of freedom like the smooth sphere which we 
take as its model. The supposition that the exchanges of energy 
and momentum which occur during a collision are the same as for 
perfectly elastic spheres is probably neither very exact nor very 
widely divergent from the truth. As we have already indicated, we 
may expect that any convenient hypothesis as to the shape of a 
molecule and the mechanism of an encounter which conforms with 
our other assumptions will lead to those properties which all gases 
have in common, in spite of the diversity which they exhibit in their 
chemical constitution, spectral lines, etc. Maxwell, for instance, 
investigated the properties of a gas whose molecules are sup]>osed to 
repel each other with a force varying inversely as the fifth power of 
the distance, an assumption which also simplifies the mathematical 
treatment. At the same time it must be borne in mind that in 
calculating relations between the specific heats, viscosity, conductivity, 
and other constants which are difi’erent for difi’erent gases, we cannot 
expect to obtain accurate numerical coefficients in all cases. 

without possiliihty of recover}’. But a coiiver.sion of eiieigy of translation into 
potential energy I as when gravity is supposed to act) or into internal energy of the 
molecule (proviJeil this is rcconvertible into energy of translation) may take place. 
Thus, to take a simple ca^e, if the molecules are supposed to be smooth ellipsoids 
of revolution, tlie law of distribution of velocities would not apply to the velocities 
of rotation about their axes of revolution, hut would apply to the velocities of 
rotation about axes perpendicular to these. We may observe that thougli each 
individual encounter is assumed to he reversible in character, the aggiegate result, 
or the process by which a gas attains a state of thermal equilibrium, is as 
irreversible as the mixing of two fine powders. 

* For the more general discussion, in which the molecules are regarded as 
dynamical systems of « degrees of freedom specified by geiierali.scd co-ordinates, 
the reader is referred to treatises on the kinetic theory, c.(i. .leans' Dynamical 
Theonj of Oases. 
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369. Velocity Diagram — Encounters between Molecules of 
Different Classes. — The simplest case which we can consider is that 
of a single gas whose molecules are spheres all of mass m and 
diameter cr. The gas is supposed to be at rest as a whole, and in 
thermal equilibrium with the walls of the containing vessel. This 
means that no energy is gained or lost by collisions with the boundary, 
a condition which may be secured by supposing the molecules to 
rebound from the walls as from a perfectly smooth elastic surface. 
External forces such as gravity will, for the present, be considered 
absent. If a given small volume is taken in any part of the vessel — 
this volume being yet large enough to contain a great many molecules 
— it will, owing to the homogeneity of the gas, contain the same 
number of molecules, whose velocities are distributed according to 
the same law, in whatever part of the gas the small volume is taken ; 
and further, the total energy will be the same. While we suppose 
the state of the gas to be uniform throughout, we need not at present 
assume it to be steady, i.e. the distribution of velocities will be 
regarded as a function of the time as well as of the velocities. 

It will be found very helpful to represent the velocity of a 
molecule in direction and magnitude by means of a velocity-diagram 



Fig. 238. 

Velocity*dtagniiii. 


(Fig. 238). Take any point O as origin, and let 
the line OA represent the velocity of a molecule 
in direction and magnitude. Then the point A 
may be called the velocity-point corresponding 
to that particular molecule. If we suppose the 
velocity -points of all the molecules in a unit 
volume of the gas to be thus marked on the 
diagram, then we must think of the whole space 
(in three dimensions) as closely dotted with a 
multitude of points, each one representing by its 


position relative to O the velocity of the corresponding molecule. 


The density of the points, viz. the number per unit volume of the 


diagram- space, will vary with the distance from 0, but, since a 
molecule is just as likely to be moving in one direction as another 
the density will be the same in all regions equidistant from 0 ; in 
other words, the diagram v.ill be sensibly symmetrical round the 
point 0. It must be remembered that the point A represents only 
the velocity of the molecule, and gives no indication of its position 
in space. Thus two molecules whose velocity-points are close together 
may themselves be far apart in the gas, and vice versa. 


If we take any set of rectangular ax'es through 0, then the 
components of velocity ii, r, ic of a molecule A can he represented by 
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lengths u, v, w measured along these axes. We shall call all molecules 
whose velocity-components lie within the limits 

(8 and r and i- -i- (ir, it- and 

“molecules of class {u,i\iv)” or, when referring to the diagram, 
“ molecules of class A,” Similarly, the expression “ molecules of 
class (c) ” will be used to denote all molecules whose absolute velocity, 
regardless of direction, lies between the limits r and c + ih\ that is, all 
molecules whose velocity-points lie within a thin spherical shell of 
radius c and thickness dc with its centre at O on the velocity-diagram. 
The velocity-points of molecules of class A all lie within a small 
parallelepiped of volume dmhdic = do> say (Fig. 238). Also, if r is 
the length of OA, c~ = u- + r- -t- -w-. 

Consider now the effect of a collision between two molecules 
whose velocities are represented by the vectors OA and OA' respec- 
tively (Fig. 239). Then the middle point M of AA' is the velocity- 
point of the centre of gravity of the two, 
because A'A represents the velocity of the 
molecule A relative to the molecule A' and 
its velocity relative to their centre of 
gravity must be half A'A. The velocity 
of the centre of gravity is unaltered by 
collision, so that the point M is the same 
after collision. If B and B' are the new 
velocity -points after collision, M must be 
the middle point of BB'. If we draw OK 
parallel to the line joining the centres of the spheres at the moment 
of impact, and LN through M parallel to OK, then we may, if we 
choose, take OK as our axis of u, the axes of r and « being any two 
axes perpendicular to OK and to each other. If a', r', vf are the 
components of velocity of the molecule A', and the components 
after collision are U, V, W and U', \", W' for the two molecules 
respectively ; then, since r, w, r, 'W are all unchanged by collision, 
we have 

V=c, W =((.'. Y' = r', tV' = ic' . . . . (1) 

Also the total momentum along the a-axis is unaltered, and the total 
kinetic energy is unaltered. These two conditions furnish the 
equations 

U -r U' = K -f it', U- T U'-’ = M- -t- it 

the only applicable solution of which is U = u. U' = n. Keferring to 
the diagram, we see from equations (1) that AB and A'B' are parallel 
to OK or IjN, and, from the values obtained for U and U' that AB' 



Fij*. 239.— Veloeity-diaj^raiii. 
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and A'B are perpendicular to OK or LX. Thus, being given the 
velocities OA, OA' of any two colliding molecules and the direction 
OK of their line of centres at the moment of impact, we get the 
following simple construction for B, B', the new velocity-points after 
collision : through the middle point M of AA' draw LN parallel to 
OK, and through A, A' draw parallels and perpendiculars to LX ; 
these will intersect in B, B'. In short, B and B' are the reflections of 
A' and A in the line LX. 

We can now prove the following theorem, which will be required 
immediately : if, of two colliding molecules whose line of centres at 
impact is given in direction, the velocity- 

point of the one lies in the small parallele- 

piped A (Fig. 240) of volume iht iJv the = do), 

t N and the velocitj’^-point of the other lies in 

g' ^ the small parallelepiped A' of volume 

~ d ii' dv dw' = tho' ; then, after collision, the 
, „ „ , . velocitv-points of the tivo molecules will lie 

I-iu. 240.— ^ 

within {liii’allelepipeds B, B', whose volumes 
dii, dil' are connected with dio, d<„' by the relation 


..... (2j 

For, from what has just been said, A and B are elements of the 
same long thin prism parallel to LX, and similarly A' and B', while 
the length of B (measured parallel to LX) is equal to that of A', 
and similarly the lengths of B' and A are equal ; the theorem then 
immediately follow^.* 

370. Number of Collisions of a given Type — Total Gain of 
Molecules of a given Class. — Our next step is to find an expression 
for the number of collisions of the type discussed in the last article 
which occur in a given small interval of time dt. Since the velocity- 
diagram is symmetrical about the point O, the density of the velocitv- 
points is a function of r and t only,- where <■ is the distance from 0. 
Let this density be denoted by /(<■), then the number of molecules in 
class A is f(r)<ho. Similarly, the number of molecules in class A' is 
We shall, for shortness, call a collision which conforms 
with the subjoined conditions a “collision of tjqie a.” 

(1) One of the colliding molecules belongs to class A and the 
other to class A'. 


' Or, algebriiically, since U=a', V-=i-, = 1” = )/, V'=r', tliereibre 

= dV dW dV' dV d'W ' — did dv died if dc dv: ~dw 

- According to wliat wa-. saicl in the hi't article, the deiisitv f:ri f,,]. the 
present, to be regarded as a luiietion ot the time t a.s well as of the velocity c. It 
might be written f{C, t), but this i- unnecessaiy. 
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(2) The direction of the line of centres of the spheres at the 
moment of impact, drawn from a fixed point (OK, Fig. 239), lies 
within a very thin cone of solid angle dk. 

To find the number of collisions of type a which occur in the 
interval of time Jf, imagine a sphere of radius <t (the diameter of a 
molecule) to be drawn concentrically round every molecule of class 
A (Fig. 241). From the centre C of the molecule draw lines describ- 
ing the small cone CD whose solid angle is dk. The portion of 
surface of the sphere enclosed by the 
cone will have an area o--(f A. On this 
area as base erect an oblicpjc cylinder 
DE, whose generators are parallel to 
the line AA' and are ecpial in length 
to qdi, where q is the scalar magnitude 
of the velocity represented by AA' 

(Fig. 239). Imagine every molecule 
of class A to carry with it the sphere 
so described with the little cylinder 
attached, the direction of the cone and cylinder remaining always 
the same ; then a collision of typo « will occur whenever, at the 
beginning of the interval dt the centre of a molecule of class A' 
finds itself within one of these small cylinders. For the velocity 
of a molecule of class A' relative to one of class A is represented by 
AA' in direction and magnitude, it will therefore be able to travel 
a distance qdf in time df, so that if its centre lies anywhere within 
the small cylinder it will reach the base within the interval dt. The 
spheres will then be in contact and their line of centres within the 
cone. 

If d is the angle (which must be acute) between the axis of the 
cylinder and the axis of the cone produced, the height of the cylinder 
is qdt cos 0 and its volume is qo-- cos Odkdl, so that the total volume of all 
the cylinders is f{c)dA,j.qiT- cos 0dkdt. Since the number of molecules of 
class A' in unit volume of the gas is /('■’)'/<•/, the number contained 
within the space occupied by the cylinders is f{<')f(i'')q<T- cos Odmdw'dkdf. 
Thus we get 

Xumher of collisions of tiijtc a in ttmi' ilf=f(e)fic')iia- cos S dwda 

which therefore gives the number of molecules lost by class A in 
time dt owing to collisions of type a. 

AVe shall now consider a collision of the opposite type — one 
which furnishes a gain to class A. Let a collision be called a 
“ collision of type (3 ” if it fulfils the following conditions : 
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(1) After collision one of the molecules is of class A and the 
other of class A'. 

(2) The direction of the line of centres at the moment of impact, 
drawn from a fixed point, lies within the thin cone of solid angle d\. 

Keferring to Fig. 239, we see readily that before collision the 
molecules must belong to classes B and B' respectively, but the 
direction of the line OK is that from the centre of the B' molecule 
to the centre of the B molecule, not rice versa} Consequently, just 
as in the case of a collision of type a, we get 

Kiimber of coU isions of tyjir ^ in Itme dt=f{C)f(C')qo^ oo&d dUdil' d\dt, 

where C- = U- + V- + W-, G'~ = U'- + V'- + AY'- ; and this is the number 
of molecules gained by class A in time dt owing to collisions of 
type 13. 

Now, since we proved in Art, 369 that dildO! = c/wJw , we find that 

Tl(>' iict tjain in nuhxbt'r^ to clasts A in tint/: dt dne to collisions of types a and ^ is 
ahjehraimllij equal to 

{/\C).nC') -/('-')/(<•■’)) ?<’■• cos Ddadui' d\ dt. 

To find the net gain to class A, in the interval dt, due to collisions 
of all possible types, we must integrate with respect to dw' and d\, 
that is, for all classes to which the other colliding molecule may 
belong, and for all directions of centres at impact. The total 
number of molecules gained by class A in time dt is thus - 

(Thl<jidtff\f(:)f{C')-t\c)ryc'))qooiedu>'d\ . . . ( 1 ) 

The number of molecules in class A at the beginning of the time is 
f{'’)d<D, therefore the increase in the number during the interval is 

'~^f\.c)dudi ( 2 ) 

Equating (1) and (2) we get 

I/kc) = O'- / I !./lC).nC') -./U-j/ic')! q cob 0 du' d\ . . (3) 

‘ Fig. 239 has been drawn so that the line OK is from the centre of the A 
molecnle to the centre of tlie A' molecule. If, after a collision of type a, the 
velocities of both molecules were simultaneously reversed, they would retrace their 
paths, and their linal velocities after re-impact would he their original velocities 
reversed. But to reverse the velocities without reversing the line of centres gives 
the same diagram (turned through 180') as if we reversed the line of centres and 
left the velocities unchanged. 

2 Strictly speaking, five integral signs should be written here, since da is a 
differential of the third order, and d\ one of the second order (see Art. 377 where 
the integration is caiTied out). Xo ambiguity can however arise from the use of 
the above abbreviated notation. It is of course understood that when we replace 
dUdil' by dada' we must .suppose that, before integrating. C and C' (as well as 
q cos 6) are expressed in terms of u, r, ir, ,/', r'. ,<■' •, y treated as 

constants in effecting the integi’ations. 
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This is the statistical equation for a gas at rest in which the 
molecular velocities are equally distributed in all directions ; and it 
is from this equation that the function /j whose form we are seeking, 
is to be determined. 

When the gas is in a steady state, the left-hand side of this 
equation vanishes, therefore the right-hand side vanishes also. This 
condition is evidently secured if the function / is of such a form that 

AC)fic-}-mAc')=o ( 4 ) 

for every type of collision. In the next article is given Boltzmann’s 
proof that this is the only possible solution ; after which the 
determination of the form of the function / is proceeded with. 

371. Boltzmann’s H- Theorem. — We shall use the following 
notation : Let be the value of /(c) when any arbitrary value 
Cg is given to c and any value, say f = 0 to the time, so that is a 
constant of the same dimensions" as /(c); and put 




. f{c) 

./(Co)’ 


f 


.no 




(1) 


Let us now consider the variation in time of a quantity H defined 
by the equation 

H = // log ^ <7u. 


the integral being taken over the whole space in the velocity-diagram. 
Differentiating under the integral sign, we have 


rfH 

Tit 



da. 


Now, since we get, by equation (3) of the last article, 

ct f\c„) ct ' ° ^ ' ' ’ 

I iog^)!AC)AC’)-XA/Vr,?'^o^^d\dada'. 

It is obvious that we could also put 


H log 


and, proceeding as before, get the same value for dH/df, except that 
would be written for /. Adding the two expressions for dH/di 
and halving, we get the more symmetrical result 



log 5/lC)./(0') -./(i')/(c')J q cos 6 d\ da da . 


' Loc. cit. p. 32. 

- The quantity /((;„) is introduced in order to avoid writing log/'(c) (as is usually 
done) when/{f) is not of zero dimensions, as quantities of mixed dimensions do not 
occur in physics. 
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Again, we may write H =^^1' log or I'i’’ log '^'d9.' and obtain the 
last result with small letters and capitals interchanged, that is 


dt 


J J 


'2. + log -AC)/(C')| q cos ff d\ dU dW, 


and if we put iluilm' for dl2 (ffi' according to equation (2), Art. 369, 
and again add the two expressions and halve, we get finally 


^2H 
dt " 


tiiiJ 


io< 


./wl.nc'y 

AOnc-)'- ■ 


/■(<?) /’(c*')} q COS 6 d\ die du)', 

by their values giv( 


by 


where we have replaced \j,, i/', 
equations (1). 

The expression under the integral signs cannot be positive, for 
we have seen that 8 is always acute, so that cos 0 is positive, and in 
fact that 7 cos ddX is the volume of a small cylinder in the gas-space, 
which must always he positive ; while the sign of the logarithm must 
always be opposite to that of the expression in brackets. Thus 
dH kU is always negative, unless /(C) /(O') - /(c) /{'’') vanishes for all 
types of colli.sion, when tlHdlf also vanishes. But if the gas is in a 
steady state, H will be constant in time and dH dt must vanish; this 
condition can therefore onlv be fulfilled if 




372. Deduction of Maxwell’s Law. — The equation 

./ C')/C')-/.c-)/u'') = 0 . . . . (1) 

has now been shown to be a necessary and sufficient condition for a 
steady state of the gas. The four quantities r\ C, C' are not 
independent, for the kinetic energy of a colliding pair of molecules is 
unaltered by collision, so that 

+ . . . . , f2) 

Put = ,/■, //((•'- = y, ii/C’ = X, wC” = V, and write 

y.(.j=:.^(,/((,“! = log-,!. = log (Art. .'!7l) 
then /('•) and (1) and (2) become 

0(X) -r ) — <p, *') -r<t>\UJ • ^ V = .r-i- //. 

Eliminating Y, we get 

<t>{ X) 0;,'' — y - = <t>\ '0 -r 

Now this is not an equation connecting X, .c, and //, which are 
obviously independent ; it is an equation which demands that the 
function 9 shall be of such a form that it is true for all values of 
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X, .c, and //. We may therefore differentiate partially with respect to 
X, j-, and //, obtaining the equations 

<?'(.<-■ +(/-X)=0'(i/), 

whence 

0V) = 9f>'('/J = '#‘'(X)= fsa3'), 

where h is a constant which is the same for all classes of molectiles. 
Integrating, we get 

0(r) = - /(.'• + con.st. 

or 

Ae)=Xc-''""-, (3) 

where A is a constant. This is the mathematical expression of 
Maxwell's law of distribution of velocities. It states that the density 
of the velocity-points in the velocity -space is proportional to 
where c, is the magnitude of the velocity and hm a constant. 

The proof of Maxwelhs law can be extended to the case of a 
mixture of two gases, the masses and diameters of their molecules 
being m, //(^ and (t, (Tj respectively. This is the case considered by 
Boltzmann. If /(') and F(rJ are the corresponding functions repre- 
senting the density of distribution of the velocity-points, the result 
arrived at is 

/ c) = Ar ■ FvC, ) = A,.- ■ 

where A, Aj, and h are constants.^ 

It is important to note that the same constant h occurs in the 
formula for each gas. It can also be shown that if the gases are not 
mixed, but are in thermal equilibrium, i.c. energy is free to pass from 
one to the other, then the constant h is still the same for both.'- 

373. Definite Integrals. — Before proceeding to deduce the 
physical consequences of Maxwell's law, it will be convenient to 
evaluate certain definite integrals which are of frequent occurrence. 
Consider the integral 



We may write 



' ISoltziii.'Uiii, loc. Cl/. i-Iiiip. i. The theorem of Art. 3tih does not ajqih-, hut 
Jacobi'.s method of triinsforniing iiite^;;rals can be u>ed instead (see tVilliamsou's 
In/ctji-ril C'lilciilus, chap. ix. ;. See also Ex. 4 at the end of this section. 

- Jeans, Dijiiuitiical TJuorij of }>. V2o. 
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If we regard ar and y as co-ordinates of a point referred to 
rectangular axes OX, OY (Fig. 242), then dx dy is an element of 
area, and I„- is the surface -integral of taken over the 

square OACB, where OA = OB = a. Transform- 
ing to polar co-ordinates, we see that the integrals 

TT TT 

I j c rdddi' and j j e ^''rdOdr 

‘ 'I ' » » - () 

represent the same surface -integral taken over 
quadrants of circles through A, B, and through 
C respectively. Since the integrand is always 
positive, the value of is intermediate between 
the values of the two integrals just written. These are immediately 
integrable, their values being 

respectively. Both integrals converge to the value 7r/4A when a 
tends to infinity, we have therefore 

^ . ... (i) 

Also, by direct integration 

/ = ( 2 ) 



If we difterentiate A- times with respect to X, we get the general 
formulae ' (r being written for .<■, and /an for A) 



hm<“ 


ill' - 


1.3.5 {2k~l)s 

2 {hm\ 


0 ) 


I 


-fc-rl -hmc- 


'dc = 


A- 

'2{km)‘ 


A-l 


w 


If these integrals are taken from - x to -(- x , instead of from 
0 to X , then, since f-'"'"'- is an even function of r, the right-hand 
side of the equation would be doubled in (3) and would be zero in (4). 
Another integral which we shall require is 


I 


st .-a-ap 

\ 


) 


d,: 


' The formulae (31 and 14) can be written in the siiij'le form 




2{kni) 2 


( 5 ) 
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Putting ij. = x - a 

I ^ I (/i-raj-f ^ dfXy 

* fi ‘ - a 

but 

I (/U-r a i~€ ~ — I fjL~e ** il/jL -r2a j /ic ^ //u -J- d' je ^ dfi, 

= -(4tt-i-a)e “ i-(a~-rh)j'' ^ d^x. 

therefore 


'(A’-ay-^ 


dx~ iac 


Jo 


+ i,a- -I'i 


«/ 



Changing the sign of a in this, we get 

j -AoT “+(a- + i)| e ^ 

■ (1 • « 

therefore (-5) is equal to 

ae “ -i- (a- -r i) j c tl/x. 


In this expression we may write 2 i e instead of e 

Jn J - a 

since c”"® is an even function of //. We obtain the formula in a 
more general form by writing ./• = // \’a, a - f ^'’A, viz. 


fr{,- 


AW-cy_,-A(., + +>|,^^^U,,.-AC. 


2V-4-1 ,XV^A 


' dfjL 


/• 


( 6 ) 


374. Velocity of Mean Square — Temperature. — We have now 
to determine the meaning of the constants A and li in the formula 


/ c) = Ae 




The number of molecules whose velocities lie between the values 
r, and c + dc is 

, , . -hmC- , 

f{c)tl{a=^ Ac <f(ay 


and, since f{r.) depends on the magnitude of the velocity and not on 
its direction, this number is got by summing the number in all the 
elements of volume on the velocity -diagram which make up the thin 
spherical shell whose internal and external radii are c and c -H dc. 
The volume of this shell is i-c-dc ; substituting this for da, we get, 
if dv is the number of molecules w'hose velocities lie between the 
given limits. 
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therefore 


r -4 IT A I f' c’iif. 


where p is the total number of molecules in unit volume of the gas. 
Integrating with the aid of formula (3), we have 


therefore 


and 




( 1 ) 


To find i:- the mean square velocity, we have 

'dc 


-■II - 


■dv. 


( , -h nic~ 




:3 

'IhnC 


therefore 


2/( 


The value of the mean velocity c is less important ; it is 
c='l 

N Trknl 

We may observe that '“== . so that the velocity of mean square 

is somewhat greater than the mean velocity. 

If we put hrw- = x- in the formula 


(/i> =.Ai 




• hiin~ 

C’dr 


we get 


.h 4 

= , c'fi d.t\ 


In Fist. 243 the curve y= ^ is traced ; since //iLr = ,/i,l,. it 

O ^ jj- • / ? 

follows that the area of the narrow strip between two ordinates 
whose abscissae are .c and y + d.r is equal in numerical value to the 
ratio of the number of molecules whose velocities lie between r and 
r + ill- to the whole number, and therefore, by summing the areas of 
any number of successive strips, we see that the area between anv 
two ordinates gives the proportionate number of molecules which 
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possess velocities between the corresponding limits. The area 
between the whole curve and the axis of x is of course equal to 
unity. The maximum ordinate corresponds to a velocity equal to 
which may be called the most probable velocity. 



In the case of a mixture of two gases, or two gases in thermal 
equilibrium (see Art. 372), since h is the same constant for each, 
we have 

(-C 

so that the mean kinetic energy of molecular translation is the same 
for both. Hence the condition for equality of temperature on the 
kinetic theory is that the mean kinetic energy of molecular agitation 
should be the same for the two gases. The temperature of a gas 
is therefore a function of the molecular kinetic energy only. We 
shall now show that if the temperature of a gas be defined as « 
qtiantity proportional to the mean molecular kinetic energy of translation 
then the gas of the kinetic theory will obey the ordinary laws of 
gases. Referring to the equation of a gas given in Art. 89, viz. 

j(u-=Re (aj 

put K = NKo, where N is the number of molecules in volume v when 
the gas is at standard temperature and pressure ; so that 

If V is the volume of unit mass, then Xm = 1, and 

inpc= K„B. 
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Here Ko is a constant which is the same for every gas ; ^ thus the 
temperature of a gas on the ordinary gas-scale is proportional to 
mipv, the ratio being the same for every gas. 

Now equation (1) Art. 368 may be written 

= .... by (2) 

and this equation shows that, on the kinetic theory also, mjtv is the 
same for all gases at the same temperature. Thus we may define 
temperature on the kinetic theory by the equation 

2AR„0 = 1 (4) 

where R„ is a universal constant, and the gas of the kinetic theory 
will obey all the laws implied by equation (3). 

In addition, Avogadro’s law is shown to hold, for if the two gases 
are at the same temperature and pressure 

= (see Art. 55) 

therefore 

or, if two gases are at the same temperature and pressure, the 
number of molecules in unit volume is the same for both. 

The simple form of molecule we have been so far considering 
has only three degrees of freedom and its kinetic energy is wholly 
translational. In the more general theory, in which the molecules 
are not supposed to be uniform spheres, they may possess rotational 
energy and may also be capable of executing internal vibrations. It 
has been shown that in such cases the energy is equally dieided among 
all the degrees of freedom.- This is called the law of equipartition of 
energy. For the simple spherical molecule we have 

t mu- ■= t III i~ = im ic- = i = 4 R„B. 

ill - ' 

If we had a mixture of two gases, in one of which the molecules 
were spheres such as we have been considering, and in the other 

' To calculate R,,, suppose the gas to he at stand ird temperature anil pressure 
i.c. put p = l-0132 X 10’’, H-- 273-1, and mv = iiilp which is the same for all gases by 

Avogadio's law. For oxygen. p = 0 001429. iii = a2x 10 grammes (or use Ex. 4, 

p. 584), which gives K„ = /n^>/pB = l 35^10 The quantity which is usually 
taken as the universal gas-coiistant is not R„ but ;iR|,'//i, where p. is the molecular 
weight. This has the advantage that its calculation does not require a knowledge 
of m, which is the most uncertain of the above numbers. In the case of oxygen, 
putting m = we get ;<.Ro/in = 83-08 x 10". The value given in Kaye and baby’s 
Tables of Physical and Chemical Consta nts is 83*15 x 10" ergs jier gramme. 

^ See Jeans, Inc. nil. pp. 80, 12-3. The kinetic energy is supposed to be expressed 
in terms of the principal (co-ordinates of the system (see Routli’s Ithjid Dynamics. 
vol. i. p. 367), i.e. as a sum of squares of dilfereiitial co-efficients of the independent 
co-ordinates, each co-ordinate re]iiesenting one degree of freedom. 
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were, say, smooth ellipsoids of revolution, the latter would have five 
degrees of freedom ; then the mean energy corresponding to each 
of these eight degrees of freedom would be the same for each, and 
equal to l/4/(. Thus the definition of temperature applies also to 
gases with more complex molecular systems. The principle of 
equipartition of energy is a statistiral one, and in general applies only 
to the mean energy of a large number. 

It will be noticed that the size of the molecules does not enter 
into the final results of the foregoing investigation. In fact, as 
Jeans has shown, ^ Maxwell’s law holds even for large molecules. 
But the calculation of the pressure (Art. 55) holds only for infinitely 
small molecules, since the centres of molecules cannot come into 
contact with each other or with the walls of the vessel. For molecules 
of appreciable size the actual pressure will be greater than that 
given by the formula jjv = \c-. 

375. Specific Heats. — It may be inferred from the example given 
in the last article that if we have two gases, the molecules of the one 
having more degrees of freedom than those of the other, and if we 
increase the temperature of each gas by the same amount, the former 
will require more energy to be communicated to it than the latter ; 
in other words, the specific heat is greater when the molecules have 
more degrees of freedom. Let us suppose that the molecule of a 
gas has n degrees of freedom. For a smooth rigid sphere m = 3, 
for a smooth rigid figure of revolution n = 5, and for a rigid body in 
general n = 6. In what follows all the quantities are supposed to be 
expressed in dynamical units. Let U be the molecular kinetic 
energy of unit mass, then, since the kinetic energy of translation of 
unit mass is Ac-, and this accounts for three degrees of freedom, 

U = '^r- = Lo«' = 4aKH. 

If we give a small amount of heat dQ to the gas, 

d(i = tl\] +p<^v=MiRdB+ pdv (Art. 319). 

Let Cp and C„ be the specifie heats at constant pressure and constant 
volume respectively, then 



* Loc. cit. p. 

- Kp' is the actual pressure, then, to a first appro.'iimation,^j;=^'{r ~ 6), where 
i is a constant, and 6 = 3 i'irff-' = four tinie.s the volume of tlie molecules in the gas, 
V being tlie volume of unit mass (see note, p. 482). 
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but 


therefore 


/^\ _ d /RB\ K 

/ p’ 


t',,=j(»i + 2)R. 


The ratio of the specific heats is given by 

C,, m + 2 
«“• 


The value of y for mercury vapour, and the inert gases helium, argon, 
etc., is 5 (slightly less for helium). These gases behave like the 
simple gas of our theory. The inert gases are held to be monatomic 
for this reason together with the evidence of their positions in the 
series of the elements, and the fact that mercury vapour is known 
on other grounds to be monatomic. For oxygen, nitrogen, and 
hydrogen, y = ( very nearly, so that the molecules of these gases 
behave like smooth figures of revolution. 

The values of the specific heats in thermal units may be calculated 
from the formulae 


0 ,, 

J 


= i(« + 2)|^, 


C, 

J 



where R'y is the gas-constant (note, p. 804). Putting J = 4T84 x 10", 
R'„ = 83To X lO**, n - 5, we get the following values ; 


Ga^i. 

Cp 

J * 

C„ j 

Calc. 

Obs. 

Calc. 1 

Obs. 

Air . 

0-2403 

0-2374 

0-1719 

0-1721 

Hydrogen . 

’4 V V S 

3-4090 

2-484 ! 

2-402 

Oxygen 

0-2174 . 

0-2175 



Nitrogen . 

0-2484 j 

0-2438 




>_ ^ I 

The experimental values, taken from Kegnault’s and -loly’s tables 
(pp. 260, 254) are reproduced for comparison. A very close agree- 
ment cannot be expected, since the formulae make the specific heats 
independent of temperature and pressure, which is known not to be 
strictly true (Arts. 152, 162, 163). 

The observed value of y for chlorine is about 4, corresponding to 
n = 6. Many compound gases and vapours give values of y not 
corresponding to integral values of u. 

376. Gas subject to Gravitation— Atmosphere.— In order to 
find the law of distribution of velocities in a column of gas which is 
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under the action of gravity, we may proceed as follows. Suppose 
we have two similar columns of the same gas in equilibrium at the 
same temperature and pressure, and under the action of no forces, 
then the distribution of velocities will be that which we have already 
determined. Call the two columns (of which one is represented in 
Fig. 244) P and C respectively, and let i/„ be the 
number of molecules per unit volume. Consider the 
distribution of velocities in a thin horizontal stratum 
XqY,) in each, XgY,, being taken as the plane r = 0. 

The number of molecules of class (?/, v, tc) is, by 
Art. .374, 

Now suppose gravity to act on Q but not on P. 

The velocities of molecules in X|,Yj, will be initially 
the same in both columns, but if a molecule from a stratum XY 
whose height above X^Yg is c enters X,,Y„, its vertical component of 
velocity will be V w- + 2gz in Q instead of w as in P. Thus difl’erences 
will appear in the distribution in the two columns. But if the 
number of molecules of class («, r, w) in the stratum XY were 




■(fr 


(hi iJciiu' 


( 2 ) 


in Q, then the number of class («, v, \ - '2gz) would by the same 

rule be 






(hi (h'(h(- 


which is the same as (1), and the same number would therefore enter 
XgY(, as in P, and they would there have the appropriate component 
of velocity w, just as in P. Thus, by altering the distribution of the 
molecules in the manner indicated, we can make the stratum X^Y^ in 
Q correspond to the state of equilibrium in P. Moreover, every 
other stratum such as XY would be in equilibrium also, for the 
law of distribution expressed by (2) is the same as (1), the factor 
g-2htarj3 (-nrhich docs not involve the velocities) meaning that the 
number of molecules per unit volume in the stratum XY is 

= ( 3 ) 

If then, in a column of gas under gravity, v varies with height 
according to equation (3), while Maxwell’s distribution of velocities 
holds in every stratum, and the temperature (which depends on h) 
is the same throughout, the column will be in equilibrium.’ 

' The mode of argument is general, and applies equally to a gas under any 
system of conservative forces. If E=i/K(H" + «“) and x is the potential energy 
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If is the density at the plane of reference, and p the density 
at the plane whose vertical co-ordinate is z, then, since p is pro- 
portional to V, 

■ (4) 

We may arrive at the same result by another method, if we 
assume that, on thermodynamical grounds, the temperature must be 
the same throughout. Consider first the total amount of momentum, 
measured in the positive direction of the '.-axis, which flows across 
any horizontal plane whose area is S. Let there be in unit volume 
v'j molecules of class (Hj, i\, w^), i-, of class (».„ r„ w^), and so on, so 
that 

y = I'j -f -f etc. 

The number of molecules of class (h^, /j^, ic\) which cross S in the 
positive direction in time (/( is the number contained within an 
oblique cylinder (cf. Fig. 241) with base 8 and of height iqdf, the 
generators of the cylinder being parallel to the resultant velocity q 
and of length This number is rpiySc?/, and the momentum 

carried by them across S is mqiq-Sdf, so that the total momentum 
carried across by all classes is 


imSdi . ( 5 ) 

for all values of //, the factor -1 being introduced because the negative 
values of which are equal in number to the positive values, belong 
to molecules which do not cross 8. But expression (5) also gives 
the total negative momentum carried across 8 in the opposite direc- 
tion, and since the withdrawal of negative momentum is equivalent 
to the addition of positive momentum, we see that the total gain of 
momentum of the gas above the horizontal plane is 


but 





therefore the total positive momentum passing upward through 8 in 
time dt is, since my = p, equal to 


Returning now to the consideration of the column of gas under 
gravity, the total momentum, measured upwards, contained within a 

of a molecule in any equipotential stratum, wliile is the for the eoui- 

potential surface x = 0, then the numher of molecules of class {v, r, „■} in the 
stratum x m ’ 





tOl tli fln\ 
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horizontal stratum of thickness dz must be constant, and is in fact 
zero for a gas at rest. The momentum entering the lower surface is 
pSwhlt, and the momentum leaving the upper surface is (p + dp)SivMf, 
w- being the same for both, as the temperature is uniform. The 
molecules in the stratum, being under the action of gravity, lose 
momentum fjpUdzdt in time dt. Equating then the total loss of 
momentum to zero, we get the equation 

therefore 

or, since '2hiiHv- = 1, 

as before. This method of proof is equivalent to the ordinary hydro- 
static method, but, when we regard a gas as consisting of a number 
of discrete molecules, we cannot directly speak of the pressure 
which one portion of gas exerts on another. We may, however, 
define the pressure at a point in a gas as the total momentum per 
second which passes perpendicularly through a plane of unit area 
at the point. If the gas is in motion, the point must be supposed to 
move with it, i.e. in such a way that the total mass passes through 
a small plane at the point in zero, however the plane may be 
oriented. The momentum is then measured relative to this plane. 

If the column consists of a mixture of two or more gases, then 
the above method of investigation shows that the distribution of each 
gas is quite independent of the others, the lighter gases tending to 
predominate at the top of the column, since the exponential factor, 
which involves m, differs for different gases. 

The Atmosphere } — Owing to solar radiation the earth's atmo- 
sphere is very far from being in a state of thermal equilibrium. The 
temperature of the earth’s surface varies greatly in different latitudes 
and at different seasons, and is also modified by the presence of large 
land-masses in different quarters of the globe. The greatest annual 
extremes of temperature occur in the interior of continents in high 
latitudes, the diurnal variations being also considerable over land. 
The direction of the prevailing winds is affected by the rotation of 
the earth. Clouds have a marked inlluence on the temperature of 
the earth’s surface and of the air in the lower parts of the atmosphere. 
The temperature of the air at different levels has been studied by 
means of sounding balloons, provided with apparatus for registering 

■ W. L. Moore. Dcaci-iptii-e MetiiuruJt'ijii, chap viii. ; Jeans, hic. fit. eliap. .w. 


SwVp + ypSd:. = 0, 


»--log^-= -ij:, 

rii 


p = pp: 
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the temperature and elevation. The temperature of the atmosphere 
in general diminishes with height, at first irregularly and then nearly 
uniformly up to a height of about 10 kilometres, above which it is 
nearly constant. The atmosphere may be conveniently divided into 
three regions ; the first, extending from the surface up to about 
3 kilometres, is the region of strong disturbances and of clouds. 
The temperature diminishes with height on the whole, but inversions 
of the temperature gradient are frequent, especially in the early 
morning. The second region, extending roughly from about 3 kilo- 
metres to 10 kilometres, is generally free from dense clouds, the 
cirri floating in its uppermost layers. In this region the tempera- 
ture diminishes nearly according to the adiabatic law, that is to say, 
the variation of temperature is apjiroximately such that a mass of 
air brought from one level to another, and allowed to alter in volume 
adiabatically till its pressure is equal to that at the new level, 
would be at the same temperature as the surrounding air. Lord 
Kelvin has called this a state of conreiiire equiUhrinin} The tempera- 
ture at the top of this second region varies from - 40° C, to - 70° C. 
The third region, the existence of which was first discovered by 
Teisserenc de Bort, begins at about 10 kilometres. It is usually 
referred to as the isothermal lam. The temperature is not quite 
uniform in this layer, it usually increases slightly with elevation up 
to the limits of observation — about 26 kilometres. 

The separation of the constituent gases of the atmosphere by 
gravity indicated by the kinetic theory would not be appreciable 
except at great heights, even if the air were in equilibrium. The 
variation in the proportions of oxygen and nitrogen ought, however, 
to be quite measurable at the greatest heights attained in the iso- 
thermal layer by sounding balloons. At 60 kilometres the air should 
contain several per cent of hydrogen, and at 100 kilometres it must 
be nearly all hydrogen. Of course, the absolute amount of the 
hydrogen is excessively small, since at the surface, where it is 
greatest, it forms only about O’Ol per cent by volume of the air. 

It has been suggested by G. J. Stoney that, in the highest parts 
of the earth’s atmosphere, the swifter molecules of a light gas such as 
hydrogen would have sufficient velocity to escape from the earth’s 
attraction and pass away into space. Later calculations,- however, 
indicate that the earth should be able to retain hydrogen and all 
other gases. The retention of an atmosphere by other members of 
the solar system should depend partly on their masses and partly on 

1 J. Clerk Maxwell. Thei/ry of Heof, p. 321. 

" Jeans, loc. cit. p. 357. 
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their temperatures. Thus the absence of an atmosphere on the moon 
can be accounted for by its small mass. Mercury, which is a small 
planet and nearest to the sun, is believed to be devoid of atmosphere. 
Mars could not retain hydrogen, and perhaps not even helium, but 
should be able to retain water vapour and heavier gases. It is 
known to have an atmosphere, though not a dense one. All the 
larger planets have dense atmospheres. 

377. Number of Collisions. — The number of collisions which occur 
in one second in unit volume of a gas can he calculated from 
Maxwell’s formula. The number of collisions j)er second which take 
place between pairs of molecules of classes {ii, r, tv) and (»’, r', iv') 
whose line of centres, drawn from a fixed point, lies within a small 
solid angle dk is, by Arts. .370, 372, equal to 

A.-e~ con 0 d\ doi doi' , . . . (1) 

and we have to integrate this for all possible lines of centres and for 
all values of c and c. We shall require the following theorem : 

Let OP be a fixed radius of a unit sphere drawn round 0 as 
centre (Fig. 245), and let PQ, PQ' be neighbouring arcs of great 
circles, and the shaded area </A an element 
of the surface of the sphere included 
between the arcs PQ, PQ' and between 
arcs of small circles drawn round OP as 
axis. Let d<f> be the angle between PQ 
and PQ', and 20 the angle POQ. Then, 
if the extremity of a radius vector from 
0 traces out the area d\, the bisector 
of the angle between this radius vector 
and OP will trace out a corresponding 
area dk. From the extremity of the bisector OK of the angle POQ, 
draw KX perpendicular to OP. If dO is the angle subtended at O by 
dk in the plane POQ, then the area of dk is NK d4>d0 = sin 0 d<i> dO. 
Similarly the area of dX is sin 20d4> d{20) = 2 sin 20dd> dO. We may 
therefore write 

f^\ = sin 6d(}>d0 ; dX — 2 sin '29d^(.Wj 

whence 

COS d d\ ~ A. 

Now, referring to Figs. 239, 241, 0 is the angle between the line of 
centres at impact and the direction of the relative velocity, i.e. the 
angle NMA' (Fig. 239). The angle BMA' is 261. Regarding A and 
A' as fixed points, when the line MN (which is parallel to OK) traces 
out the solid angle dk, the line MB' traces out a solid angle dA. 
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Since 0 may have any value up to a right angle, the point B may lie 
anywhere on the surface of a sphere round M as centre. That is to 
say, we have to integrate cos MX. over a hemisphere of the unit 
sphere, or A over the whole sphere ; thus the integral is ir. 

The total number of collisions per second between molecules of 
classes (w, r, tv) and ((/, r, w) is therefore 


We have now, while keeping <• fixed in magnitude and direction, 
to integrate for all possible values of that is, to find the total number 
of collisions per second of class («, /•, w) with 
all other classes. Let OA (Fig. 246) represent 
the vector r, and OA' the vector c'. With 
centre A draw a sphere of radius q (which 
will pass through A') and another of radius 
q + dq. Let O' be the angle OAA', then if we 
draw another radius close to AA', in the plane 
OAA', the small shaded area on the diagram 
may be represented by qdqdd'. If the plane 
OAA' is turned through a small angle d(j>' 
round OA as axis, the shaded area will sweep 
out a small volume q sin d'd4>' . qdqdO' on the 
velocitv- diagram. We shall take this small 



’J 4 G,— Vflofity-fliagiant. 


volume as dvt instead of dii'dr'dw'. 
be written 


The expression (2) may now 


TTir-A-f . ii 'dij sin 

Integrating with re.spect to i>', that i.s, along a ring-element of volume 
on the diagram, we get 

bin . . (3) 


We next integrate with respect to O', that is, for all ring-elements 
which make up the thin spherical shell of radius q. Both r and q 
are still kept constant, but c' now varies. We have 


therefore 


r- ^ + 1- - C( W'j 


c'tfr =zqc sin 

Changing the variable from O' to F, (3) becomes 

qXlq . e~^^^'c'dc'. 


As we are integrating over a sphere with A as centre, the limiting 
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value's of c' are c + q for the upper limit and r - q for the lower. If 
<l>c, that is, if 0 lies within the sphere, the lower limit will be q- r 
instead of c - q, but this makes no ditference, since only an even 
function of c is involved. We have 




c-,i 


- -7tM(7 -t/- _ .-klll{i{+C)-'\ 


therefore the integration of (3) gives the expression 


ir^a-Ar 

hnic 




dq 


(-0 


and this is the number of collisions per second between molecules 
of class (if, if’) and all other classes for which the relative velocity 
lies between q and q + dq. 

Now <i may be supposed to take all values from 0 to oo ; inte- 
grating therefore between these limits, we get, bj' (6) Art. 373, 


. . ih) 

• 

as the total number of collisions between molecules of class {n, i\ «•) 
and all other classes. 

The rate of wastage of class (m, r, w), that is, the ratio of the 
number lost per second to the whole number, is got by dividing 
(5) by If Ic is this qiiantity, then, putting for A its value 

v{hm'-!r)l, 


h-iir 


I .-h" 


l r 
c \ /i m j 





'ih nO‘~ -r I 
c \h III 


■'dfi 


-ti) 


The last step in the calculation is to integrate (.5) with respect to 
r from 0 to 00 . Putting i-n-r-dc for dio as in Art. 374, and changing 
the variable from <• to a, where a = r \lun, we get the integral 


iTT-ff-A- I ( _ J,,.- ^ 1 I ,• - .“ V/i ] da 

This can be integrated by parts, for since 

a(2a- +!)<;“ “"(ia = - (a- -F 4)r “ 

•a 

the integral of the term involving j «"'*'■(/« is 


i'a--r .j)'’ 




~da— I (ar-r r;)t’ ' 


''~Ja 


\ 
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SO that (7) is equal to 


47rV-A- J r 

iL 




r j (2a- n 


^)e 


\ 

(' 


The expression in square brackets vanishes at both limits, and the 
value of the integral is got from formula (3) Art. 373. The ex- 
pression reduces to 

47rV-A- Itt , IItt 

2 ^ .^/ /mt' 

This is the number of molecules lost by all classes in one second 
owing to collisions. Each collision means the loss of fico molecules, 
one to each class. The whole number of collisions per second 
occurring in unit volume of the gas is therefore half the above 
expression, that is 

.. .. / 27r 




This number is proportional to the square of the density and to the 
square root of the absolute temperature. For a given mass of gas 
at a given temperature it varies inversely as the volume, and is there- 
fore proportional to the pressure. 

As the molecules of a gas are not elastic spheres, it is difficult to 
assign a meaning to <r for any gas. .Jeans'^ estimates the effective 
diameter of the hydrogen molecule at 2-4 x 10“* centimetre. 
Writing (8) in the form 


./ 


wp 
p ’ 


and putting v = 2-7-5 x lO^* (Ex. 4, p. 584), p = 10'" and /j= 9 x 10" 
we get T6 X 10-’ as the number of collisions per second in one cubic 
centimetre of hydrogen at standard temperature and pressure. 

378. Mean Free Path. — The average distance described by a 
molecule between two successive collisions is called the mean free 
path. The term is somewhat ambiguous, because the average can be 
calculated in different ways. 

If (■ is the mean velocity of a molecule, then the distance traversed 
in one second by all the molecules in unit volume is w. If u is the 
number of collisions which occur in one second, then, since each 
collision terminates two free paths, the mean free path A is given by 
the equation 



^ Loc. cit. pp, y. :J42. 
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but 

\ irh ni ^ h in 

by Art. 374 and (8) of the last article, therefore 


This is Maxwell’s mean free j)ath. Tait determines the mean free 
path in a different way. He considers a particular instant of time, 
and calculates the mean distance described by each molecule before 
its next collision. Tail’s mean free path is somewhat less than 
Maxwell’s. This is because, as Boltzmann points out, in Tail’s 
method one free path is assigned to each molecule. In Maxwell’s 
method a given interval of time is taken, and the swifter molecules, 
whose paths are longer, describe more paths in that interval, hence 
the average calculated in Maxwell’s way is greater. For Tail’s mean 
free path see Ex. 7 below. 

As should obviously be the case, the mean free path in a given 
gas depends on the density and on nothing else. Using the data 
given in the last article, the mean free path of hydrogen under 
standard conditions is found to be about 1'4 ■ 10" ^ centimetre. 


E.mmples 

1. Find the number of molecules of class (r, w) in a gas at rest, that is, the 
number whose velocity lies between the limits c and c + de, and whose component 
of velocity parallel to the axis of ir lies between the limits w and w + dw. 

{In the expression Ae~^'’""da substitute for do> the volume of the ring-element 
of space on the velocity-diagram, bounded by spheres of radii c and c + dc, and by 
jdanes whose co-ordinates are ir and ic + dir. This volume is found to be 2ircdicdc} . 

2. Find the number of molecules which cross unit area of any plane per 
second. 

{Taking the plane to be periiundicular to the r-axis, the number of molecules 
of class («, r, «■) contained in an oblhjue cylinder whose base is unit area of the 
plane, and whose generators are parallel to the direction of c and of length cdt, is 
A« ■ ^"“^"irdudvdicdt. All these will cross the plane in time dt. Putting «- -f- F- ir- 
for C-, and integrating for u and v from - ao to - 1 - oo , and for w from 0 to oo , we 
find the number crossing in one direction to be vj2\Trhiii or Jer. The number 
crossing in both directions is 

3. Show that a gas will be in equilibrium if the law of distribution of velocities 
is /(c) = Ac " where A and A are constants. 

{If A and A’ (Fig. 239) are any two jioiuts on the velocity-diagram, the velocity- 
points after collision of the corresponding molecules will be situated at opposite 
ends of a diameter of the sjihere drawn on AA’ as diameter. The number of 
collisions is clearly proportional to the |)roduct of the densities of velocity-jioints 
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at A and A', that i», to If tlicii we can determine the form of/(c) so a.s 
to make this product a constant for all pairs of extremities of diameters of any 
sphere, no class can gain molecules at tlie expense of any other class. Now, 
Geometrically, OA-+ OA" = ‘2 {OM-tMA^), which is a constant for each sphere, 
therefore the theorem follows innnediately. Boltzmann’s H-theorem is required 
to prove that tliis solution is tlie only one. | 

4. E.xtend the theorem of E.x. (-3) to the case of a mixture of two gases. 

Jin this case the |ioiiit M divides AA, inversely as the masses in, wi,. After 
collision, 15 lies on tlie .same sjdieie as A, and Bj on the same sphere as Aj. If we 
can determine r\i'] and IV-'j) so a.s to make f(e} F(ei) a constant for all pairs of 
opposite points, one on one spheie and one on the other, and also satisfy the 
condition of Ex. (31. we shall have a .soliitiou of the pioblem. But in this case 
iiiOA“+ iiiiOAi- = »iiIA-+ i/iiJIAi- + (ii( -e «ij)OM- = const. (see Casey's Sequel to 
Euclid, p. 24), tlierelore the necessary conditions are fulfilled by putting 

/((•■)= A. F(c,; = A,,'-'""!’-!'. 

where. A, A, and h .ire aiiiitrary eoiislant.s. | 

,s. In an e.xperiment of Berthollet s, two equal globes, one tilled with alight 
<'as, ami the other with a heavy g.is at the same temperature and pressure, were 
[ilaced with the liglit gas np|ieiiiiost. WTien communication was opened by 
means of a stopcock, the gases were found to be completely mixed in a short time. 
-Assuuuug the ga.ses to tie luoiiatomic, iind the diminution of temperature, if D is 
the vertical dist.ince between the centres of the globes. 

A„s. 'PSJW. 

■JJ! 


15. If /q molecules of class i», r. ir) .st.irt from the plane tinj how many of 

thorn will reach tlie plane without collision. 

[Tlie time taken to p.iss tliroiigh any stratum of thickness e/; is if:/ic, and if ii 
is the number rcaeliiiig this stratum, kiuhjic of these are lost l.y eollision in the 
stratum (ti. Art, 377). Be have tlierefoie 


whence 


so that 




//., = /Aii' " «.l-- '‘^I . 


7. Find the mean tree patii ot moleeules of class (e). 

[The aggregate distance tr.ivelleil by «. molecules of this class in one second is 
nc, and the iiumlier of collisions is kti, tlierelore \=cjL. If we integrate to get 
the mean for all values of c, we get Tiit's mean free jiath 

Ti-ra-}^ 1^1. iq 




2 c- H 



where 
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379. Ipreversible Processes. — It has been already pointed out 
(p. 790 footnote) that the encounters of molecules are dynamically 
strictly reversible. One of the most remarkable results of the 
kinetic theory is that it enables us to account for processes which 
are found in practice to be irreversible. To take a particular 
instance, let us suppose that a mass of gas, not in equilibrium, is 
enclosed in a rigid envelope and left to itself. The molecules are 
assumed to rebound from the walls of the envelope in the manner 
explained in Art. 369, so that the total energy remains constant. 
Since the gas is not in equilibrium, the quantity H (Art. 371) will 
initially have a value greater than the minimum value, but according 
to the theorem of that article, H will steadily diminish till it attains 
the minimum value, when the gas will be in equilibrium. It may 
now be argued that, since a molecule is just as likely to be moving 
in one direction as another, we may conclude that if, at any stage of 
the transformation, the velocity of every molecule were reversed in 
direction, the gas would be in a state which is just as likely to 
occur as the state in which it actually is. The value of H is not 
affected by reversing the velocities, and, as the gas will obviously 
revert to its original condition (with velocities reversed), H will 
increase till it attains its initial value when all the collisions have 
occurred in the reverse order. This argument is perfectly valid, 
though it is clearly contradictory to Boltzmann’s H-theorem. On 
referring to Art. 370, we see that such a possibility is not absolutely 
excluded. The argument there given is really based on the theory of 
probability, for we have assumed that the number of molecules of 
class A contained in a given space is proportional to the magnitude 
of that space, and %ve can easily conceive a special distribution of 
molecules to exist which does not fulfil this condition. Such a 
distribution would, however, be extremely improbable, as Boltzmann 
has shown.' His argument, in outline, is substantially as follows. 

^ Loc, cd, pj). 38-47. 



818 


THEORY OF HEAT 


CHAP. IX 


The whole space on the velocity-diagram may be supposed to be 
divided into a number of small cells, all equal to one another. 
Subject to the condition that the total energy of the gas is given, it 
is regarded as equally probable that the velocity-point of a given 
molecule should fall in any one cell or in any other. We can 
construct a very large (though finite) number of possible arrange- 
ments by distributing the velocity-points among the cells in different 
ways. Each of these arrangements is then equally likely to occur. 
We may, for instance, assign all the velocity-points to a given cell ; 
this can be done only in one way. Or we may assign half the 
points to one cell and half to another j this can be done in as many 
ways as we can select |a out of n things (n being the whole number 
of molecules), and this is a very large number. We infer that it is 
very much more probable that half the molecules have one velocity 
and half another velocity (in direction and magnitude) than that all 
should have the same velocity. It is then shown that the greatest 
possible number of arrangements corresponds to the case in which H 
is a minimum, i.e. that in which Maxwell’s law holds. Small 
oscillations of the value of H about its minimum value are not 
improbable and in fact will occur, but any appreciable deviation 
from Maxwell’s distribution will be extremely improbable. We 
may summarise the result of this argument by saying that the 
process by which a gas initially not in equilibrium attains a state of 
equilibrium is dynamically reversible but statistically irreversible.^ 

We may even devise conditions in which Maxwell’s distribution 
is never attained. Thus if a gas is contained in a perfectly smooth 
cylindrical vessel and is initially in rotation, the moment of 
momentum round the axis of the cylinder will persist throughout. 

There are three irreversible processes which are especially 
important ; these are diffusion, viscous dissipation of energy, and 
conduction of heat. If a vessel contains two gases, originally 
separated, as in Berthollet s experiment, it is clear that the molecules 
of each gas will penetrate into the space occupied by the other gas, 
until the two gases are uniformly mixed. This process is called 
diffusion. Again, if a mass of gas is set in motion and left to itself, 
the currents will rapidly die out and the gas will come to rest, the 
mass-energy appearing finally as molecular energy. In fact, if two 
neighbouring strata of gas are moving with difterent velocities, the 
exchanges which take place between them will tend to equalise their 
velocities. This effect is the same as if the strata exerted a 

’ Boltzmann shows that the entropy of a monatomic gas may be taken as 
proportional to — H (see Art 330). 
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tangential stress on each other, so that a gas behaves as a medium 
possessing liscosity. Thirdly, if different portions of a gas ate at 
different temperatures, the interpenetration of molecules tends to 
produce equality of temperature throughout the mass. Thus a gas 
possesses conductivity for heat. These three phenomena correspond, 
as Maxwell points out, to exchanges of matter, of momentum, and of 
energy respectively between different parts of a gas. In the case of 
a gas consisting of molecules of the kind which we have been 
considering, no rigorous mathematical calculation of the coefficients 
of diffusion, viscosity or heat-conductivity has yet been given. The 
elementary method of discussion adopted in the following articles, 
though instructive, is open to grave objections which will be pointed 
out in due course. 

380. Viscosity. — Let the gas under consideration be regarded as 
made up of parallel plane strata, all moving in the same direction 
with velocities proportional to their distances from a fixed plane 
corresponding to the stratum at rest. The direction of motion is 
supposed to be parallel to the fixed plane, so that each stratum 
moves in its own plane. The temperature and pressure are assumed 
to be uniform throughout. This is the case of a gas subjected to a 
uniform shearing stress. Let the fixed plane be taken as the plane 
of xy, the direction of motion being parallel to the a:-axis. Then the 
velocity of a stratum whose co-ordinate is is az, where « is a 
constant which will be assumed to be small. If we draw any plane 
parallel to the strata, then, as explained in the last article, we may 
regard the gas on one side of this plane as exerting a tangential 
stress on the gas on the other side. Let this stress be F dynes per 
square centimetre. Then, by the definition of viscosity, if y is the 
coefficient of viscosity 


where is the mass-velocity of the stratum whose co-ordinate is ~. 
But Ug - az, therefore we get 

V 

’ = « '!> 

We shall assume that the distribution of velocities in every stratum 
is Maxwell’s distribution, except that the whole stratum is moving 
with a uniform velocity az in its own plane. Consider a stratum of 
thickness dz at a distance : from the plane of reference, and let us 
calculate the total momentum per unit area per second which is 
carried across the plane 3 = 0 by molecules from the stratum reaching 
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that plane. The number of molecules of class (e, u') per unit area of 
the stratum is 

2" A / (Ex. 1, p. 815 

* TT 

so that the number of this class created per second in unit area of 
the stratum is, by (6) p. 81.3, 

2<' A / — fhc <lc dr, 

» TT 

and the number which reach the plane c = 0 is 

2- du- de.e'"dr (E.a. 6, p. 816). 

' TT 

Each of these molecules carries a momentum maz across the plane 
1 = 0, therefore the momentum carried across unit area of the plane 
1=0 per second is 

2p" A '-"-ke -r die dc . re^dr. 

> TT 


Integrating with respect to .i from 0 to x , remembering that all the 
(piantities are positive except w, which is necessarily negative, since 
it refers only to molecules which are travelling towards the plane of 
reference, we get 


2pn /hhn‘ 
k \ Tr' 


'‘'"'■-(•M!- dw dr. 


AVe have now to integrate with respect to w from - c to 0, and with 
respect to r from 0 to oo . This gives 

, / /( 'nr' / ^ c*e ~ ~dc 

[ J. 

Putting / for r s^hm, this transforms into 

2ap j 

:37rp<7“ \Ji i/ij„ '' J 

where has the same meaning as in Ex. 7, p. 816. This last 
expression represents the total momentum parallel to the axis of x 
which crosses unit area of the plane i = 0 per second from the positive 
to the negative side. The negative momentum crossing in the 
opposite direction has the same value ; these have to be added 
together, so that the tangential stress F is got by doubling the last 
expression. Equation (1) then gives u.s 


ip j 


Stj'O’- s'/it/ij,, 
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Again, putt ing I/;ri-o-^/2 = A (Maxwell’s mean free path, p. 815), 
and ‘Ij'Jirhm = c (the mean velocity corresponding to the temperature, 
p. 802) we get the formula 


where 


1} = BpXc 


[■■i) 


B 




B is a numerical coefficient, which has been calculated by Boltzmann 
and Tait, the value obtained being 0‘305... 

Since c depends only on the temperature, and A is inversely 
proportional to the density p, the viscosity is independent of the 
density. This law was predicted by Maxwell and has since been 
experimentally confirmed. At very low pressures, when the mean 
free path is comparable with the dimensions of the vessel enclosing 
the gas, the viscosity falls suddenly and rapidly as the densitj^ is 
reduced. 

The formula (2) indicates that the viscosity is proportional to the 
square root of the absolute temperature. Experiment shows that it 
varies with temperature rather faster than this, and that >; is propor- 
tional approximately to 6", where n is 0'68 for hydrogen and helium 
and 0'98 for carbon dio.xide, with intermediate values for other gases. ^ 
It may be inferred from this that the molecules of an actual gas do 
not rebound like very hard spheres. 

For reasons given below, the numerical factor B occurring in the 
formula is to be regarded with suspicion. AVe cannot directly test 
the formula by experiment, as we do not know the value of <t, which 
is required to evaluate A. Jeans,- quoting Chapman, gives 0'499 as 
the most reliable value of B, obtained by a series of successive 
approximations. Assuming this value for B, the formula may be 
used to calculate o- from the observed value of the viscosity. In this 
way the value 2'68 < 10“’* cm. is obtained for hydrogen.* This ma}^ 
be compared with the figures 2’4 x 10“® (Art. 377) obtained by 
calculations based chiefly on the deviation from Boyle’s law. 

In the foregoing investigation we have made three assumptions : 
(1) that Maxwell’s distribution holds in every stratum, (2) that the 
gas is in a steady state at uniform temperature, and (3) that the 
number of molecules gained or lost by any class is unaffected by the 
relative motion of the strata through which the molecules pass. 
When the velocity gradient is small, i.e. when a is small, the third 
assumption is justified, because the path of a molecule is in general 
extremely short. The first assumption is the most open to objection, 

' .Tean^, loc. cif. p. 302. - .leans, loc. tit. p. 293. - Jeans, loc. c'd. p. 342. 
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for it is clear that Maxwell’s law cannot hold strictly in a stratum 
which is continually acquiring new members from other strata which 
are in motion. It is also obvious that the conversion of mass-motion 
into molecular motion tends to cause a rise in temperature. We 
might suppose the gas to be in a steady state if it were enclosed 
between parallel planes moving with the gas and maintained both at 
the same temperature. But in this case there would be a steady 
temperature gradient from the middle stratum to each boundary, so 
that conduction of heat would occur from the interior to the bound- 
ing planes. As we shall see in the next article, there is a close' 
connection between viscosity and conductivity, and that Maxwell’s 
law cannot be assumed for a gas which is conducting heat. 

381. CoelBeient of Self-Diffusion. — It will be convenient to make 
the following preliminary investigation : ^ Suppose we have a column 
of gas, which we shall take to be vertical, in which some property of 
the molecules is the same for all molecules in the same horizontal 
stratum, but varies with the height of the stratum. We may 
suppose that this property is measured by the magnitude of some 
quantity (1, which is carried along by the molecule in its flight. 
If ; is the vertical distance from some fixed horizontal plane, then 6 
is to be considered as a function of but not of the velocities. We 
propose to calculate the amount of this quantity which is carried in 
one second across unit area of any horizontal plane whose co-ordinate 
is We shall assume that the density of the gas is uniform 
throughout, and that Maxwell’s law holds for every stratum. 

If dN is the number of molecules of class (r, w) which cross unit 
area of the plane in unit time, then, by Exs. (1) and (2), p. 815, 

it's — 'iv . . . . (1) 

If is the distance travelled by a molecule since its last en 
counter till it reaches the plane ~, then this molecule must have 
come from a stratum whose co-oi'dinate is Now 

C 



approximately, since A' is small, and therefore this latter expression 
may be taken as the amount of the required quantity carried across 
the plane by the molecule. Summing for all the molecules, dN in 
number, we get as the amount carried across by all molecules of 
this class 


Boltzmann, /oc. cU. jj. 74. 
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c dz 


(2) 


where SA' is the sum of all the paths of the molecules. Putting 
2A' = Ac will, owing to our assumption of Maxwell’s law, be a 

function of t only, and its value will be cjk (Ex. 7, p. 816). The 
expression (2) is therefore equal to 


G - 


n' dG 
k Ih 



Substituting for cfN its value as given in equation (1), and integrat- 
ing with respect to w from - r to + r, we get, if f/Q is the amount of 
the quantity sought due to all molecules of class (f), 

4k/G /PwH c’V 


Putting X for c \'hm, and integrating from 0 to tjo , we get the whole 
quantity Q, due to molecules of all classes, in the form (see Ex. 7, 

p. 816) 

i___ dG /•• ‘.■■V-'V..- 

‘ dir(r-‘\'hia 

With the notation of the last article, this may be written 

Q = Bi-\^ (3) 

If we suppose the horizontal strata to move relatively to each 
other as in the last article, and put G = tna:, so that G is the hori- 
zontal momentum per molecule in the stratum we get the same 
result for the viscosity as before. 

The coefficient of diffusion of one gas into another may be defined 
as follows. Let the vertical column consist of two gases and 
which may be supposed to have been originally separated by a 
horizontal partition, which has been withdrawn. At any stage of 
the mixing process let there he in a stratum whose co-ordinate is * a 
number iq molecules per unit volume of the gas Aj and iq of the 
gas Aj. If Nj is the number of molecules of the gas Aj (supposed 
uppermost) which cross unit area of the plane ^ downwards per 
second, then if we write 


Dj., is the coefficient of diffusion of the gas Aj into the gas A^. The 
simplest example which we can take is the case of the diffusion of a 
gas into itself. To fix our ideas, let us suppose that the column 
consists of a single gas, the molecules in the upper half having been 
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originally coloured red and those in the lower half blue. Then if 
iSTj and r, refer to the red molecules, and if we wu-ite 




,lz 


D is the coefhcient of self-diffusion. In formula (3) Gr is equal to 
unity for a red molecule and equal to zero for a blue one, so that 
we may put G equal to the ratio of the number of red molecules 
to the sum of the numbers of red and blue in the stratum. Thus 

if r = iq -r I'.,, 

='h, 

"i + "j ” 

therefore 

-/q_i 

f/‘. V t/z 

Also Q = N,, the formula then becomes 


and we get 


N, = B,V 

dz 


D = BXr. 


The viscosity and self-diffusion are then connected by the simple 
relation 

)) = Dp. 

A more rigorous calculation ' gives the result 

1 •3667) = Dp. 

In this case Maxwell’s law holds, of course, for the mixture as a 
whole. If t\ and /„ are the densities of distribution on the velocity- 
diagram for the red and blue molecules respectively (Art. 372), we 
haA’e 

q-r,/._. = Ae 

The eri-or we have made is in tacitly assuming that /j and /„ are 
each proportional to c whereas they are functions of w as well as 
of c. The red molecules in the stratum are, in fact, on the Avhole 
moving doivnward and the blue upward. This is due to the fact 
that the gas is supposed to have come to the given state from a 
previous state in which the mixing was less complete. Thus the 
value obtained for D is too low. 

382. Conduction of Heat. — To apply formula (3) of the last 
article to the calculation of the conductivity, we suppose that there 
is a vertical temperature gradient in the column of gas, and attribute 

^ Jeaii'*, /oc. • it. p. 
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to each molecule the mean energy of all the molecules of the stratum 
from which it is supposed to come, that is, we put 

G = = = (])]). 804, 805). 

Equation (3) Art. 381 then becomes 

(>=BpM-a'-- (1) 

where Q is the transmission of heat per second per unit area of the 
plane. But if k is the conductivity for heat, k is defined by the 
equation 



thus, comparing (1) and (2), we obtain the result 

K~ 

The conductivity and viscosity, according to this equation and 
(2) of Art. 380, are connected by the simple relation 

». = C,.7, (3) 

Before criticising this result, we may at once state the conclusions 
which have been arrived at by more rigorous methods. Maxwell, by 
assuming that the molecules are point centres of force repelling 
each other with a force proportional to the fifth power of the 
distance, obtained the relation 

\ = .jC',7; . . ... (4; 

and it has been found by Chapman ^ that thi.s relation is nearly correct 
when the force of repulsion varie.s as any higher pow'er of the 
distance. This includes the hard spherical molecule as a limiting 
case, the force of repulsion varying as an infinite power of the 
distance. The numerical factor in (4) is supported by experimental 
evidence. Measurements quoted by Jeans - show that for the mon- 
atomic gases helium and argon the factor is nearly' 2 '5. For diatomic 
and other gases the factor is much less. A formula has been given 
by Jeans - which agrees extremely' well with experiment for diatomic 
and compound gases. This is obtained as follows : Adopting a 
suggestion of Eucken’s, that formtda (3) may apply to the rotational 
energy transmission, he writes the numerical coefficient with a mean 
value between that of (3) and (4) according to the number of degrees 
of fi-eedom corresponding to the rotational and internal energy and 
to the translational energy respectively. Thus if the molecule has 


^ Phil. Truns., '>37. 


- Jeans. hK. cif. \k 317. 
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n degrees of freedom, three of these belong to the translational 
energy, so that the numerical factor is 


.■ix:2 + (rt-3l 9(/t + 2) - 5<t 


which gives the relation 


(Art. 375) 


The following table (after .Teans) gives the values of the conductivity 
and the viscosity (at 0 C.) of a number of gases. 


< Ja-s. 

(’onductivity. 

V'iscosity. 


!(«)<- 5). 


K 

V 

(observed). 

Hydrogen 

•0003970 

•0000867 

1-89 

1-90 

Helium . 

. -0003360 

•000189 

2-38 

2-44 

Air .... 

•000056ii 

•000172 

1-91 

1-91 

0.xygcn . 

•0000570 

•000189 

1-93 

1-90 

yitrogeu . 

•0000566 

•000166 

1-91 

1-91 

Argon 

•0000389 

-000210 

2-49 

2-44 

Carbon niono.-cide 

. ! -00005425 

•000163 

1-88 

1-91 

Carbon dioxide 

‘ -0000337 

•000142 

1-52 

1-72 

Xitrous o.xide . 

. i -0000351 

•000138 

1-72 

1-73 

Nitric oxide 

. ■ -0000555 

•000179 

1-86 

1-88 

Ethylene . 

. I -0000407 

•000096 1 

1 -55 

1-55 


The formula connecting conductivity and viscosity leads us to 
expect that the conductivity, like the viscosity, is independent of the 
density. This was also predicted by Maxwell, and was verified by 
Stefan and by Kundt and Warburg. Maxwell stated that the 
conductivity varies directly as the absolute temperature. This would 
be strictly true for a gas composed of molecules repelling each other 
according to the fifth-power law, but is not in good agreement with 
experiment for actual gases. For the gas composed of hard spherical 
molecules the conductivity varies as the scpiare root of the absolute 
temperature. 

Keturning now to the calculation by which formula (3) was 
arrived at, we can see that it is still more open to objection than 
the calculation of viscosity. We have assumed that the density is 
uniform, whereas it diminishes with temperature when the pressure 
is constant. This probably does not matter verj^ much, as the mean 
free path increases in proportion. We have also attributed to each 
molecule, not its own proper energy, but a mean value; this also 
ought not to introduce a large error. Much the most serious objec- 
tion to the method is the assumption that Maxwell’s law holds for 
each stratum. We may conceive a column of gas to be built up of 
very thin strata, each with Maxwell's distribution of velocities, and 
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all at the same piessure, the temperature and density varying accord- 
ing to the proper laws for a steady state of conduction, whatever 
those laws may be. If the upper and lower boundaries of the column 
are kept at their appropriate temperatures and the gas otherwise left 
to itself, it will not be in equilibrium, for each stratum is initially 
in a state in which there is no heat transmission. The mode of 
calculation is in fact designed rather to find how a gas so constituted 
will begin to conduct heat than to determine the conductivity in a 
column with an established temjjcrature gradient. We may also use 
some of our previous results to show that the column is not in a 
steady state. For the pressure is given by the equation p = v/2/i 
(Eq. 2, p. 803, and 1, p. 789), while the number of molecules 
passing out of ujiit area of one side of a stratum per second is ^r'- 
(Ex, 2, p. 81.5). Comparing two neighbouring strata, we see that 


which requires that the density varies inversely as the temperature. 
But for equality in the number of molecules exchanged, we require 

V., 

or T, > 

VAj S /ij 

which is inconsistent with the equation first written. 
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■ Continuity of state, 431 
Convective equilibrium, 810 
Cooling, 502 

method of, 145, 244 
Cooling effect, -159. 773 
inver.'ion of, 786 

Correction in calorimetry, 237. 370 
of gas thermometer. 205, 776, 782 
of spectrum curves, 583 
Corresponding states, 491 
Co-volume, 482, 784 

■ Creeper, Stevenson’s, 13 
Creeping, 13, 334 
Critical constants, 445 

calculation of, 489 
of carbon dioxiile, 456 
Critical point, 440, 762 
of mixture, 449 
of water, 371 
temperature, 431 

■ Cryophorus, 357 

Crystals, conductivity of, 647 
dilatation of, 210 
Cube, Leslie’s, 501 
Cubical expansion, 162 
Curve, -lames Thomson's, 457, 763 
Cycle, Carnot’s, 677, 694 
reversible, 680 
thermodynamic, 92 
I Cyclic transformations, 669 

j Dead space, 138 
I Demon, -Maxwell's, 692 
j Density of energy, 558 
' of liquid and vapour, 461 

of saturated vapour, 404, 725 
of water, maxiiiiuiii, 183, 188 
vapour, 397 

Depression of freezing-point, 190, 326, 
' 726 ’ 

! Dew-point, 418 

■ Diagram, indicator, 89 

Diamond, specific heat of, 281, 283 
Diathermancy, 516 ’ 

Differential, perfect, 669 
Ditt'usion of gas, 818, 822 
Diff’nsivity, 631 

Dilatation, 162 et seq. 
of crystals, 210 
of gases, 193 
of liquids, 171, 191 
of solids. 162, 181 
of w.iter, 184 
Dilatorneter, 182, 189 
Dissipation of energy, 701 
I Distribution of velocities. 789. 799 
i Drops, Rupert's. 163 
I Dynamical equivalent, 42, 289, 319 
theory of gases, 66, 788 et 'sen ' 

. theory of heat. 50 

: Earth, age of, 638 
1 Ebullition. 339, 342 
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Elfect, cooling (or Joule-Kelvin), 359, 

77Z 

Efficiency, 684. 686 
Elasticities, ratio of, 716 
Elasticity of gas, 93 
Electric arc, temperature of, 590 
method in calorimetry, ;j05 
resistance, 160 
Electron, charge of, 5S2 
Emergent column, 121 
Emission of black body, 564 
of platinum, 590 
Emissive power, 556 
absolute, 557 

Emissivities, coraparioon of, 611 
Emissivity, 500, 513 
Encounter of molecules, 65, 7S8 
Energy, all kinetic, 87 
available, 701 
conservation of, 80 
density of, 558 
dissipation of, 701 
equation, 667 
internal, 668, 736 
of molecules, 93 
of translation. 69 
potential, 81, 87 
Entropy, 696, 736 
increase of 700 

Equation, characteristic, 127, 481 
Clausius’s, 484 
Van der Waals’, 482 
Equilibrium of water column, 191 
Equivalent, dynamical (or nieohanica!', 
42, 44, 289 et feq., 319 
water, 233 

Ether, luminiferous, 50 
Ethylene, pressure curves of 468 
Evaporation, 339, 341. 409 
Exchanges, theory of 498 
Expansion, apparent, 13, 18, 164 
coefficient of 17, 163, 192 
cooling by, 359 
cubical, 162 
effect on heating, 11 
heat absorbed during, 717 
illustrations of, 12 
Laplace and Lavoisier’s method, 168 
linear, 164 
mean, 17, 163 

method in thermometry, 153 

of gases, 200, 206 

of glass, 168 

of liquids, 171, 181 

of metals, 168 

of porcelain, 168 

of rails, 12 

of solids, 181 

on freezing, 325 

relative, 13, 169 

residual, 115 

superficial, 164 

true coefficient of 163 

zero coefficient of, 163 


Exjieriments, Aiiiagat’.^, 465 
Andrew.s’s, 435, 661 
Angstrom’s, 635 
Berget's, 623 
Black’s, 22 
Bottomle 5 '’s, 514 
Boutigny’s, 349 
Cagniard de la Tour's, 431 
Callendar and Barnes's, 308 
Chappuis's, 204 
Dalton’s, 409 
Davy’s, 40 

De la Provo.staye and Desains'.s, 512 

De Scnarmont’s. 649 

Desprctz’s, 611, 657 

Dieterici’s, 372 

Dulong and Petit'.s, 172, 504 

(iay-Lussac's, 196 

Griffiths's, 306, 371 

Hirn’s, 46, 311 

Him and Cazin’s, 732 

Hope’s, 183 

lugen-Hausz's, 603, 609 

Joule and Thomson's, 772 

Joule and Playfair's, 188 

Joule's, 42, 269, 289 

Lecher and Pernter’s, 535 

Lummcvand Pi ingsheim’s, 561. 587 

Lussana's, 261 

M'Farlane's, 513 

Magnus's. 533, 662 

Melloni's, 516 

Miculc^cu’.s, 302 

Regnault’s, 175, 198, 206, 246, 256, 
367, 382 

Reynolds and Moorby's, 303 
Rowland’s, 297 
Rubens and Kurlbaurn’.s, 577 
Rumford’s, 37 

Schuster and Gannon’s, 307 
Tyndall’s, 530 

Wiedemann and Franz's, 610 

Faden-thermometer, 122 
Fire-atoms, 3 
Fire by friction, 34 
syringe, 35 

Fixed zero metliod, 116 
Flow, lines of 644 
Fluor-spar, 565, 577 
Free path, 65, 814, 816 
Freezing machines, 355 
point, 101, 123 

depression of, 190, 326, 726 
Friction balance, 294 
Frigorific particles, 20 
Function, Carnot’s, 686 
characteristic, 741 
Fundamental substance, 61 
Fusion, 321 

Gas constant, 582, 630, 804. 806 
diffusion of 818, 822 
gravitating, 806 
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Gas, perfect, 270, 6SS 
pressure of, 67 
thermometer, 27, 126 

correction for, 776, 782 
viscosity of, 819 
Gases, conductivity of, 661 
and vapours, 448 
(liathermancy of, .">21 
dilatation of, 193 
kinetic theory of, 66, 788 cl srq. 
liquetaction of, 308. 434 
specific heats of, 254, 255, 264, 
805 

transpiration of, 351 
viscosity of, 819, 826 
Glacier motion, 330 

Glass and niercurv, rol. sp. heat^ of, 
233 

Glycerine, melting point of, 97 
Gold resistance thermometer, 159, 160 
Graduation of thermometer, 15, 103 
Graphic representations, 89, 91, 702 
Greeks, false method of, 3 
Grey body, 559 

Heat and light, 52 
and work, 44 
by friction, 34 
due to conipres.sion, 712 
dynamical equivalent of, 42, 289, 
319 

How of, 630 
latent, 21, o34, 362 
maximum in spectrum, 560 
of combination, 243 
ordinary meaning of, 20 
path of least, 703 
periodic flow of, 631 
propagation of, 493 
i|uantity of, 19, 217 
radiant, 50, 493 et seq. 
restriction of term, 55 
sense of, 10, 27 
sensible. 21 

specific, 23, 221, 239, 805 

steady flow of, 607 

theories of, 31 

total, 364, 371 

unit of, 20, 218, 309, 317 

wave-theory of, 50 

Helium, 113, 159, 206, 273, 361, 826 
Heterogeneity, 63 
Hoar-frost line, 734, 747 
Hotness, scale of, 11 
Humidity, 416 

Hydrogen, boiling point of, 159 
coefficient of expansion of, 206 
compressibility of, 466 
conductivity of, 661,826 
liquefaction of, 360 
pressure coefficient of, 208 
specific heat of, 254, 264 
thermometer, 113, 137, 785 ! 

correction for, 786 


• Hygrometer, chemical, 425 
Crova’s, 423 
! Daniell's, 420 

I dew-point, 419 

I Dines’s, 421 

-empiric, 427 
Regnault's, 422 
wet and dry bulb, 428 
Hygrometry, 416 
Hygro.scojies, 427 

Hypothesis, James Tliomson’s, 456 
I Mayer’s, 270 

Rankine’s. 69 

Ice calorimeter. Black’s, 224 
Bunsen’s, 226 

Lavoisier and Laplace’s, 225 
Ice, latent heat of, 22, 230, 335 
line, 734, 747 
slijjperine.ss of, 331 
I Indicator diagram, 89 
Infra-red rays, 54, 560, 565 
Integrals, definite, 799 
Integrating factor, 671 
Intensity of radiation, 559 
Inversion of cooling effect, 786 
of specific heat, 731 
Iodine pyrometer, 146 
Iridio platinum, 139, 160 
Irreversible transformations, 702, 817 
Iscnergics, 752 
Isentropics, 752 

Isochromatics of Ifichols, 575 ■' 

Isodynandcs, 752 
Isometrics, 752 
Iso[iiestics, 752 
Kotliermal, 91, 752 
layer, 810 
of perfect gas, 93 
surfaces, 644 

.1., 42, 289, 319 
Jena glas.s, 116 


Kinetic energy of molecules, 93 
theory, 52, 272, 278, 351, 5 
698, 788 cf seq. 

Krypton, 206 


t Of bb4j 


Laboratory, Xatioual Phy,sioal, 113 
Lag of thermometer, 116 
Latent heat, 21 

by comparison, 373 
external and internal, 727 
of fusion, 334 
of ice, 22, 230, 335 
of steam, 371 
of vaporisation, 362, 373 
LauHen power transmission, 83 
Law, Avogadro's, 804 

Boyle's, 127, 194, 461 
Charles’s, 129 
Dalton’s, 411, 413 
Dulong and Petit’s, 278 
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Law, Gladstone and Dale’s, 156 
Graham’s, 651 
Joule’s, 270 
Kirchhotf’s, 557 
Maxwell's, 574, 789, 798, 818 
Neumann’s, 280 
Newton's, 146 
Southern s, 364, 371 
Stefan's, 559 
proof of, 566 
ventlcation of, 564 
Trouton's, 375 
Watts, 364, 371, 731 
Wien's, 571 

Law of conservation of energy, SO 

of equipartilion of energy, 284, 
576, 804 

of rectilineal diameters, 456 
of thermodynamics, first, 46, 92, 
667 

second, 47, 683 
violations of, 689 
Laws of cooling, 502 
of fu.sion, 322 

Leads, compensating, 150, 158 
Light and heat, 52 
velocity of, 51 
Linear expansion, 164 
Liquefaction of gases, 358, 434 
Liquids, conductivity of, 657 
dilatation of, 171, 191 
spp itic heats of, 239 
Low temperature thermometry, 158 

Matter, 57 

continuity of, 62 
divisibility of, 58 
indestructibility of, 88 
theory of, 70, 788 
three states of, 64 
Maximum density of solutions, 190 
of water, 183, 188, 190 
Meldometer, Joly’s, 153 
Melting point, valuation with pressure, 
326 

of alcohol, 158 
of glycerine, 97 

of ice, effect of pressure on, 123. 

326, 725 
of mercury, 158 

Melting points, determination of, 153 
Mercurv, advantages in theriiiometry, 
114 

thermometer, 14, 113 
accuracy of, 124 

Method, Fizeaii’s, in expansion, 213 
of mixtures, 231 

of stationary temperatures, 236, 
260, 303, 308 
Micron, 665 
Micro radiometer, 552 
Mixtures, critical point of, 449 
fusion of, 324 
of gases and vapours, 409 


Mixtures, vapour pressure of, 415 
Model, Gibbs .s, 757 
p, V, 6, 458 
Molecular theory, 64 
Molecules, number of, 582 
size of, 814 
velocity of, 68 
Motion, perpetual, 88 
Motivity, 701 
Movable zero method, 116 

National Physical Laboratory, 113 
Nitrogen, compressibility ol, 467 
expansion coefficient of, 139, 206 
pressure coellicient of, 204, 206 
Nitrogen tlierniometer, 139 
correction for, 140, 205 

Ocean floor, temperature of, 191 
Optical method in expansion, 213 
pyrometer, 156 

Path, mean free, 814, 816 
of least heat, 703 
Pendulum, invariable, 213 
Periodic system, 62 
Perpetual motion, 88 
Petroleum ether thermometer, 158 
Phlogiston, 70 
Planets, atmospheres of, 811 
temperature of, 599 
Platinum, radiation of, 589 
resistance of, 149, 160 
thermometer, 149 
Porous plug experiment, 771 
Potential, thermodynamic, 744 
! Pressure coefficient, external, 117 
j internal, 118 

! Pressure coefficients of gases. 202, 206 
of gas, 68 

of saturated vapour, 377 
Pyroheliometer, 593 
Pyrometer, Benhe.ot’s, 156 
Callendar’s, 149, 157 
Daiiiell's, 153 

Deville and Troost’s, 145, 146 
electric resistance, 147, 149 
Fery’s, 591 
Job s, 157 
optical, 156 
I’oiiillet’s, 153 
Robert^- Austen’s, 155 
Siemens’s, 147 
Tait’s, 155 
viscosity, 157 
Wedgewood’s, 153 
Pyronietnc cones, Seger’s, 158 
Pyrometry, 144 
by cooling, 145 
by’ vapour densities, 146 
calorimetric method, 152 
electric, 147 
expansion method, 153 

3 H 
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Pyrometry, photometric, 588 
radiation method, 586, 591 

Quantity of heat, 19, 217 
tliermometry by, 25 
Quantum theory, 77, 284, 578 
Quartz, 578, 652 

Radiant energy, density of, 558 
lieat, 50, 493 et seq. 

Radiation, 493 
constants, 581 

correction in calorimetry, 234 
in enclosure, 554 
pressure of, 566 
sifting of, 519 
stellar, 549 

Radiometer, 89, 353, 552 
Radio-micrometer, 546 
Radium and earth’s heat, 638 
Rays, infra-red, 54, 560, 565 
ultra-violet, 54 
Reflecting pow er, 557 
Reflection, selective, 577 
Refractivity of a gas, 156 
Regelation, 330 
Reiolisanstalt, 113 
Relations, thermodynamic, 710 
Relative expansion, 169 
Residual expansion, 115 
Resistance of metals, 160 
Rock-salt, 517, 578 
Royal Academy of Sciences of Paris, 7 
Society of London, 7 
Rule, Duhring’s, 380 

Saturated vapour, density of, 404, 725 
specific heat of, 728 
Saturation, fraction of, 416 
Scale, absolute, 113, 585, 767 et irq. 
centigrade, 16, 10-3 
Fahrenheit, 103 
Reaumur, 104 
Selective reflection, 577 
Sense of heat, 10, 27 
Sensible heat, 21 

Silver iodide, contracts on heating, 215 
Slipperiness of ice, 331 
Solar constant, 592 
Solids, dilatation of, 162, 181 
liquids and gases, 64 
Sound, velocity of, 271 
Specific heat, 23, 221, 239, 805 
at constant pressure, 264, 805 
at constant volume, 254, 268, 805 
Debye’s theory of, 28-3 
inversion of, 731 
of gases, 254, 255, 264, 805 
of liquids, 239 
of metals, 282 
of saturated vapour, 728 
of steam, 732 
of vapours, 375 
of water, 219, 313 


Specific heat, variation of, 280, 316 
variation with temperature, 287 
volume, 223 

Specific heats, difference of, 267, 716, 
722 

ratio of, 271, 716 

Spectrum, distribution of energy in, 
560 

formulfe for energy in, 573, 574 
i of black body, 564 

Spheroidal state, 348 
I State, change of, 14, 321 et seq., 723, 
I 746 

continuity of, 431 
States, corresponding, 491 
I of matter, 64 

Stationary temperature method, 236, 
260, 303, 308 
1 Statistical method, 790 
Steam line, 734, 747 
! Sublimation, 353 
! Substance, fundamental, 61 
j Sulphur, boiling point of, 151 
j Sun, temperature of, 596 
Superficial expanfeion, 164 
; Superheating, 344 
Surface, characteristic, 90, 755 
of stability, 762 
tension, 105, 120, 721 
Snrfusion, 322 
Sylvine (KCI), 578 
System, periodic, 62 


Tasimeter, 553 

Temperature, absolute, 585, 686, 767 
by photometric method, 586 
I critical, 431 

i definition of, 10, 28, 803 

! equilibrium, 18 

in wells, 110 
of electric arc, 590 
of lamps, 590 
; of planets, 599 

of sun, 596 
underground, 638 
' Theorem, Boltzmann’s, 797 
Carnot’s, 681 
Clausius’s, 694, 698 
' Theory, atomic, 59, 73 
caloric, 32, 36 

kinetic, 52, 272, 278, 351, 575, 664, 
, 698, 788 et seq. 

1 molecular, 64 

: of gases, dynamical, 66, 788 et seq. 

, protyle, 61 

I Thermal capacity, 23 
] transpiration, 351 

I Thermodynamic formulae, 709 
potential, 744 

Thermodynamics, 667 et seq. 
first law of, 46, 92, 667 
second law of, 47, 683 

Thermo-electric alloys, 546 
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Thermo-electric thermometer, 155 
Thermometer, air, 130 
alcohol, 105, 142 
calibration of, 122 
Callendar's compensated air, 133 
capillarity correction of, 120 
carbon dioxide, 142, 786 
clinical, 110 

constant pressure and constant 
volume, 127, 130, 133 
construction of, 99 
ditl'erential, 538 
electric resistance, 147 
emergent column of, 121 
ether, 106 
Faden-, 122 

fixed jioints of, 100, 123 
gas, 27, 126 
gold, 159, 161 
graduation of, 15, 103 
hydrogen, 113, 137, 785 
Jolly’s, 131 
Joule’s, 112 
lag of, 116 
Le Chatelier’s, 155 
liquid, 96 

maximum and minimum, 108 
mercury, 14, 113 
metallic. 111 

Negretti and Zambra's, 109 
nitrogen, 139 
petroleum ether, 158 
potassium and sodium, 107 
Rutherford’s, 108 
sensibility of 98 
Six’s, 109 

standard, 16, 27, 112, 137 
standardising, 98, 113 
strain. 111 
thermo-electric, 155 
vapour pressure, 140 
weight, 107, 180, 182 
Thermometers, comparison of 113, 141 
Thermometric methods, comparison of 
124 

substance, choice of 105 
equation of 127 
Thermometry, 96 et seq. 

by quantities of heat, 25 
by sense of heat, 27 
calorimetric method in, 152 
errors in, 113 
expansion method in, 153 
high temperature, 144 
low temperature, 158 
Thermopile, 540 
Thermoscope, intrinsic, 96 
Joule’s, 553 
Total heat, 364, 371 
Transformations, cyclic, 669 


Transformations, irreversible, 702, 817 
Transmission coefficient, 592 
Transpiiration, 351 
balance, 157 

Triple point, 388, 734, 749 

Ultra-violet rays, 54 

Unit of heat, 20, 218, 309, 317 

Vaporisation, 339 
Vapour density, 397 
at critical point, 451 
Dumas’s method, 402 
Gay-Lussac's method, 398 
Meyer’s method, 401 
I'apour pressure, 377 

at curved surface, 391 
formulae for, 393 
maximum, 379 
of liquefiable gases, 390 
of mixtnre.s, 390, 411 
of volatile liquids, 389 
Ramsay and Young’s method, 386 
thermometer, 140 
Vapours, compressibility of 475 
density of saturated. 404, 725 
diathermancy of 521 
specific heat of 375 
Velocities, distribution of 789, 799 
Velocity, mean, 802 

diagram, 792, 793, 794, 812 
of mean squaie, 68, 802 
of molecules, 68 
of sound, 271 
Verre dur, 115, 141 
Violations of second law, 689 
Virial, 94, 483 
Viscosity of gas, 819 
; Volume, change during fusion, 325 
I Vortex atom, 73 
I rings, 74 
: Vortices, molecular, 70 

Water calorimeter, 232 
density of 183, 188 
dilatation of 184 
! equivalent, 233 

I specific iioat of 219, 313 

! Weight thermometer, 107, 180, 182 
I Wells, temperature in, 110 
Work, from unequally heated body, 
I 704 

I graphic representation of 91 
! X-rays, 64, 78 

J 

I Zero, absolute, 686, 783, 785 
! lowering of 115 

I of Fahrenheit’s scale, 103 

I secular rise of 114 
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Chabaut, 262 
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Charles, 129 
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